From Your Raytheon 
TUBE Ez 
DISTRIBUTOR = 


(ask for them!) . 
These and many, many other valuable 


sales and shop aids are available to you 


4 


through your Raytheon Tube Distributor. 


Many items are free and the rest are priced 
well below normal cost. All of them are i ee < ass = es ) | 
specially designed to help you stimulate sales 

and increase service business volume, and 

to help you work more efficiently and 

effectively. 

The Raytheon Sales Promotion Booklet 

is bursting with a magnificent collec- 

tion of wonderful sales helps. : , 


Ask your Raytheon Tube 
Distributor for a free copy 
or write to Department 
“A”, Raytheon Mfg. Co., 
Receiving and Cathode = “Fix se 
Ray Tube Operations, ; ee | 

Newton 58, Massachusetts. - : - v= Could h 
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BYou Practice 


SERVICING 


with Kits | Send You 


.) Nothing takes the place of PRACTICAL 
_, EXPERIENCE. That’s why NRI training 
’ is based on LEARNING BY DOING. You 
a, use parts I send to build many circuits 
common to Radio and Television. With 
my Servicing Course you build the 
modern Radio shown at left. You 
build a Multitester and use it to help 
make $10, $15 a week fixing sets in 
spare time while training. All equip- 


, ‘\ — 


ment is yours to keep. Coupon below will 
bring book of important facts. It shows 
other equipment you build. 


You Practice 


BROADCASTING 


O pwith Kits | Send You 


} ol As part of my Communications Course 


I send you parts to build low-power 
Broadcasting Transmitter at left. 
Use it to get practical experience. You 
_ put this station “‘on the air’’ . . . per- 
oo: form procedures demanded of broad- 
; Fam casting station operators. An FCC 
Commercial Operator’s License can 
be your ticket to a bright future. My 
Communications Course trains you 
to get your license. Mail coupon 
Book shows other equipment you 
build for practical experience. 


iil Tin You at Home in in Spare Time 


to be a RADIO-TELEVISION Technician 


TELEVISION 


| Making Jobs, Prosperity 


25 million homes have Television 
sets now. Thousands more sold 
every. week. Trained men needed 
to make, install, service TV sets. 
About 200 television stations on 
the air. Hundreds more being built. 
Good job opportunities here for 
qualified technicians, operators, ete. 


N.R.I. Training Leads to 
Good Jobs like These 


| TRAINED 


THESE MEN 


“T have progressed very rap- 
idly. My present position is 
Studio Supervisor with 
™ KEDD Television, Wichi- 
@  ta.”—Elmer Frewaldt, 3026 
i Stadium, Wichita, Kans. 


“Fix sets part time in my i 
shop. Made about $500 first 
three months of the year. } 
Could have more but thisis =. 
about all I can handle.”— | ¥ 
Frank Borer, Lorain, Ohio. | 


7 “I’ve come a long way in 
Radio and Television since 
graduating. Have my own 
business on Main Street.” — 
Joe Travers, Asbury Park, 
New Jersey. 


“I didn’t know a thing _ 
about Radio. Now have a 
good job as Studio Engi 
neer at KMMJ.”’ — Bil 
Delzell, Central City,@ 


1 | BROADCAST: 
$ ING: Chief Tech- 
_nician, Chief 
+, Operator, Power 
. Monitor, Record- 

‘ ing Operator, 
Senbts Control Operator. SERVIC- 
ING: Home and Auto Radios, Televi- 
sion Receivers, FM Radios, P.A. Sys- 
tems. IN RADIO PLANTS: Design 
Assistant, Technician, Tester, Serv- 
iceman, Service Manager. SHIP 
AND HARBOR RADIO: Chief 
Operator, Radio-Telephone Opera- 
tor. GOVERNMENT RADIO: Op- 
erator in Army, Navy, Marine Corps, 
Forestry Service Dispatcher, Airways 
Radio Operator. AVIATION RADIO: 
Transmitter Technician, Receiver 
Technician, Airport Transmitter 
Operator. TELE- 
VISION: Pick-up 
Operator, Tele- 


cian, Remote) 
Control Operator. 


Americas Fast Growing Industry 
Offers You Good Pay, Success 


Training PLUS opportunity is the PERFECT COM- 
BINATION for job security, advancement. When times 
di are good, the trained man makes the BETTER PAY, 
gets PROMOTED. When jobs are scarce, the trained 
J. £. SMITH, Presidenr Man enjoys GREATER SECURITY. NRI training can 
jational Radio Institute 
: enabled - i : 
Our 40th Year 


help assure you and your family more of the better 
things of life. Radio is bigger than ever with over 3,000 
broadcasting stations and more than 115 MILLION 
sets in use, and Television is moving ahead fast. 


Start Soon to Make $10, $15 a Week Extra Fixi ixing Sets 


My training is practical, complete; is backed by 40 years of success training 
men at home. My well-illustrated lessons give you basic principles you need 
and my skillfully developed kits of parts “bring to life” things you learn 
from the lessons. I start sending you special booklets the day you enroll, 
that show you how to fix sets. Multitester you build with my parts helps you 
discover and correct set troubles, helps you make money fixing neighbors’ 
sets in spare time while training. Many make $10, $15 a week extra this way. 


Mail Coupon— Find Qut What Radio-Television Offer You 


Act now to get more of the good things of life. I send actual lesson to prove 
NRI home training is practical, thorough. My 64-page book “‘How to be 
a Success in Radio-Television” shows what my graduates are doing and 
earning. It gives mpemseat, ete. —- Ne Paes wate oo 
elevision. Take NRI training for as little as 
AVAILABLE $5 a month. Many graduates make more than 

to all qualified 


the total cost of my training in two weeks. 
VETERANS 


Mail coupon now to: J. E. SMITH, President, 
UNDER G.|I. BILLS 


Dept. 6GE, National Radio Institute, 
Washington 9, D. C. 
Our 40th year. 


MR. he E. SMITH, President, Dept. poco 
} Radio Instit Washi 9, 0. C. 
Mail me Sample Lesson ond 64- -page Book, FREE 
(No salesman will call. Please write plainly.) 
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COVER PHOTO: Part of the “dream” 
antenna setup of W4YI and W4TFP, 
Sarasota, Florida. The Steinmetz 
“team” have their three Telrex 
beams mounted atop 50-foot mast. 
For details see article, page 38. 
(Ektachrome by Joseph Steinmetz) 
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Prepare Now. ..in spare time at Home... for a New, 
PROFITABLE, INTERESTING FUTURE 


Ti AUTOMATION 


\ TELEVISION 
RADIO- ELECTRONICS 


RADIO CHIEF OF ILE DE FRANCE - 
FRENCH LUXURY LINER PRAISES D T I 


Radio Chief—Jean Desmas Says: 


“Your Training Organization in Chicago 
is known not only throughout Europe, 
~ but also in many parts of the world as 
one of America’s finest Television. Radio 
and Electronics training centers.” 


JACK DEMPSEY 


Former World’s Heavyweight Champion 
TELLS WHY HE’S PROUD B& 


Pease At ‘Weis Or In Our Chicago ioberateryt” 


TO BE 
WITH D T i See for yourself how readily you may prepare at home, or in our modern Chicago 
laboratories, for a good job or business of your own in one of America’s most promis- 


@J have been greatly impressed with ing, fast-growing fields—TELEVISION-RADIO-ELECTRONICS. 


DTI‘s wonderful spirit of friendli- If you train at home you get (1) the use of a 16-mm. movie projector and 16 reels 
ness and sincere determination to of animated movies to help you learn important points faster ... easier, (2) mod- 
help its students make good in Tele- ern, well illustrated lessons and (3) sixteen shipments of electronic parts enabling 
vision-Radio-Electronics. you to get valuable practical experience from over 300 projects—including building 
Pye and keeping the electronic equipment shown below. And upon completing training, 

e cogniee its emg a4 2 A sg recom you have the optional privilege of building and keeping a big 21 INCH TV Set. (D T I 
Ce a a ar offers another home training in Television-Radio-Electronics, but without the TV set.) 


@ I also admire the business policy of 
its management and the thoroughness 
of its large faculty of instructors. 


Get the full story. Mail coupon today! 


@ Never have I heard young men praise 
a school as enthusiastically as do the 
students and graduates of D T I1.They 

are its best boosters. 


Build and keep this BIG DT! 
Engineered TV set—easily 
converted to U.H.F. (DT! offers 
another home training, but 
without the TY set.) 


re LAUD DTI’s : } _ VACUUM TUBE 
“HOME MOVIES pen: /£ 2 VOLTMETER 
~~ a= — IN CONGRESS we, 


F men “S2D TI's remarkable home 


7 =F 5—>_ training benefit of visual 
i 5 training MOVIES has been HOME _- MEMBER OF NATIONAL HOME STUDY COUNCIL 


\ MEARE Proized from the floor of MAIL COUPON TODAY! 


SERVICE! the House of Representatives in Washington, D.C. and 
recorded in the Congressional Record. 
™DeVRY TECHNICAL INSTITUTE 
a BELMONT AVE., CHICAGO 41, ILL. 
- lig Dept. RN-7-M 
1 would like. your valuable informati ked publication showing 


6 


how | may get started toward a good job or my own business in 
Television-Radio-Electronics. 


=< fim 
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“One of America’s Foremost 
Electronics Training 
se Centers” 


If subject to military service, the 
information we have for you 
should prove very helpful. 
Mail coupon today. if) faa ees bes ees qlade 
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DeVRY TECHNICAL INSTITUTE | renee 


CHICAGO 41, ILLINOIS 


FORMERLY : | Zone 
DeFOREST’S TRAINING, INC. . Z D T U's Training is Available in Canada 
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HOW SPECIFIC DO YOU LIKE YOUR SPECS? 


Amplifier specifications can be written many ways. In the first 
column the specifications of the Altec Lansing 340A ampli- 
fier are presented in the spectacular manner that has become 
popular for high fidelity products. Next to these amazing fig- 
ures are the specifications of the 340A as published and 
guaranteed by Altec. It’s easy to see that the Spectacular 
bears little resemblance to the complete Engineering Facts; 


: i A cichane ialdipaacess eile (nck Inntert 

wer a stated frequency range with a specified maximum 

otherwise the rating can refer to an overly distorted 
Ne! Pen eee? 


that useless data is given and necessary facts and figures are 
glossed over or omitted entirely. When you are comparing 
amplifiers don't be misled by comparing the Spectacular 
with the Engineering Facts. Both may be true but only the 
Engineering Facts give a true picture of performance. Altec 
Lansing specifications are always technically complete, a 
true engineering report of quality performance. 


( 


B40Aa 
SPECTACULAR ENGINEERING FACTS 
100 watts (peak) 35 watts continuous from 
50 watts continuous 30 to 22,000 cycles with 
at 2% distortion fess than 0.8% distortion 


lcs tenon ioe baven at 6 taloa! pis 
peace ey eee 


utp re since an amplifier’s respa 


within 1 db 5 - 100,000 cps 


within 1 db 

5 - 100,000 cps 0 to 5 watts output 
within 0.1 db 30 - 22,000 cps 
0 to 35 watts ae 


0.2% at 35 watts less than ny s0-22,000 cps 


at 35 watts 
less than 0.2% 30-22,000 cps 
atSwatts 
iL. 108 should he measured at full since : 0.5% at 15 watts tataauie 
low (under 45 cps) test frequency. Use of a higher 60 cps and 7 ke, 40 cps and 2 kc, 
and selected lesser lesser power output results in an oe 4:1 ratio 4:1 ratio. 
30€ 100C 1KC 10KC 22KC 10C 20€ 100C 1KC 10KC 20KC 100KC 200KC 
7 15 
tT PLUM oy. o% 
Pm tT Tharmonic distortion vs. uency response , 2 = 0.0 
30w SWH O05 + “he 
25W ; “a ALL 5.0 DB 
relative juency 
sw —% TTT a a aT TT sad 


For Spectacular Specifications or Engineering Facts, 
the Altec 340A power amplifier is the quality 
choice. Ask your Altec Dealer to show you the 340A and 
the beautifully styled Altec 440B preamplifier. 
You'll find they are above comparison. 


The Engineering Facts given above represent the minimum 
manufacturing standards for the 340A power amplifier. 
Every 340A is thoroughly tested and carries the Altec 
quality guarantee that it will meet or exceed these 
published specifications. 


ALTEC 


LANSING | LANSING CORPORATION | 


Dept. 7T™M 


9356 Santa Monica Bivd., Beverly Hills, Calif. 
161 Sixth Avenue, New York 13, N. Y. 
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Learn to Service TV Sets- 


any make or model-Quickly 


New ALL PRACTICE Method 
trains you at home to become 
aProfessional TV Serviceman 


You learn the time saving techniques, 
methods used by top TV Servicemen 


This is 100% learn-by-doing, practical training. NRI supplies all necessary 
equipment, all tubes, including a 17-inch picture tube; and comprehensive 
manuals covering a thoroughly planned program of practice. You learn how 
experts diagnose TV receiver defects quickly. You easily learn the causes of 
defects—audio and video—and how to fix them accurately. 

You get actual experience aligning 7V receivers, isolating complaints from 
scope patterns, eliminating interference, using germanium crystals to rectify 
the TV picture signal, adjusting the ion trap and hundreds of other valuable 


Seong a ee UHF and COLOR Create 
Growing Opportunities 


To cash in on the present UHF and the 
coming COLOR TV. boom you'll need 
the kind of knowledge and experience 
NRI’s Course gives. You'll get practice 
installing front-end channel selector 
strips in modern UHF-VHF receivers. 
You learn UHF servicing problems and 
their solution. Mail the coupon now. 
Discover how NRI’s new course in 
PROFESSIONAL TELEVISION 
SERVICING meets the needs of the 
man who wants to get ahead in TV 
Servicing. 


Not for Beginners 


If you have some knowledge of Radio-TV fun- 
damentals, or have had some Radio Shop expe- 
rience or some Radio 
school training, _ this 
course IS FOR YOU. 
Mail coupon today. Ad- 
dress National Radio 
Institute, Dept. 6GET, 
16th and U Sts., N.W.. 
Washington 9, D. C. 


dJobs for 


#Goo 


| There are 
Ren with 


17° Picture Tube, Components 
for a TV Receiver, Scope, 
Signal Generator, HF Probe— 
all included in introductory 
price under $200-Easy Terms 


If you want to go places in TV servicing, you 
will act quickly to find out what you get, 
what you practice, what you learn and how 
NRI’s new course in Professional Television 
Servicing will help you advance through bet- § 
ter technical knowledge and training. See 
pictures of equipment supplied, read what 
you practice in book offered FREE to ambi- 
tious men with some knowledge of Radio } 
or TV fundamentals. Find out about this fo 

ALL PRACTICE Professional TV Servicing |* r 


Course now. 


National Radio Institute 
| Dept. 6GET, 16th and U Sts., N.W. 


=y 
: 

= a Washington 9, D.C. 
: COUPON BRINGS IMPORTANT i Please send my FREE copy of ‘“‘How to Reach the Top in TV Servicing.” i 
How ir 7 i I understand no salesman will call. : 
Reach TH B 0 0 % - 4 E E i MAD sisin es av cennspewetcicccccseeedceceel bon ceecteddebetoese Age. iee05% ' 
TOR 1 i 
i 
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Get this book and judge for yourself how this course will 
further your ambition to reach the top in TV Servicing r AGMrO88.. cccccccccccccccccccccccccccccccsececccnccccccceecsecccccescssebee 


or help to build a more secure business of your own in 

TV. Many of tomorrow's top TV Servicemen o 0 ee City TU SEE TOEE ECE eee Zone eeees State eee eee e ee eeeeeeeee 
who can service any make, any model, UHF, VHF or APPROVED MEMBER National Home Study Council. 

Color TV . . . will be graduates of this training. Mail 


the coupon now. There is no obligation. 
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ACTUALLY 


THIS SMALL 


2 Ye inch 


LONG 


% inch 


DIAMETER 


WEIGHS 
ONLY 


1.3 ounce 


NEW TV 


649 


LAVALIER 
DYNAMIC 


So small—so light—you hardly know 
it’s there! Designed for concealment 
and mobility, the E-V 649 
Miniature Lavalier Dynamic 
Microphone has remarkably efficient 
pick-up. Response is smooth, 
peak-free, 70 to 13,000 cps. Output 
—62 db.* Can be hung on neck 
cord close to chest for free use of 
hands; or used on desk stand or in 
the hand to meet varying program 
requirements. Extra-rugged for 
constant everyday use. 


Omnidirectional. Pop-proof wire-mesh grille 
minimizes wind and breath blasts. Indestruc- 
tible Acoustalloy diaphragm. Impedance 50 
ohms, easily changed to 150 or 250 ohms. 


Pages *Referred to .0002 dynes/cm2 


High-tensile aluminum 
case finished in TV gray. 
Supplied with 30 ft. 
cable, neck cord assem- 
bly and beit clip. 

Model 649. List, $115 


Normal Trade 
Discount Applies 


Available from E-V Authorized Distributors. 
Write for Bulletin N67 


ElechoYores’ 


ELECTRO-VOICE, INC. © BUCHANAN, MICHIGAN 
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RADIO SHOWS THEN AND NOW 


AM, at this moment, attending our 

34th “Parts Show” in Chicago. Many 
changes have been noted since 1922 
when, in this same metropolis, I en- 
tered the Leiter Building to visit “The 
Chicago Radio Show.” My job, at the 
time, was to “service” Radiola, Fada, 
Grebe, Tuska and Westinghouse radio 
sets at the Central Electric Company. 

The technique of “service” in those 
days consisted of either replacing a 
burned-out vacuum tube or a “B” bat- 
tery. Commercial radio receivers were 
still something new. For several years 
the public had been building its own 
receivers from data published in Rapio 
& TELEVISION NEws (then Radio News) 
and little “know-how” was required to 
diagnose the few ills that beset the ra- 
dio receiver of that era. The only test 
instrument required was a low resist- 
ance voltmeter. 

So-called ‘Radio Shows” were open 
to the general public for many years 
and at the one we attended in 1922, 
more than 20,000 individuals paid ad- 
mission to witness the latest products 
of this industry. Primitive machines 
on display (considered marvelous 
when wireless first was demonstrated) 
recalled memories of the immortal 
Binnes and the ill-fated ‘Republic’ 
match box and finger-ring receivers. 
There were plenty of radio cabinets 
of the Chippendale, Sheraton, and 
Queen Anne designs, also the Aeriola 
Grands. A limitless number of home- 
made receivers included the regenera- 
tive, Hertz, Neutrodynes, and a few 
sets recognized commercially as being 


| produced by established manufac- 
| turers. 


We recall vividly the displays of 
workmanship from high school stu- 
dents. Several wood-turning exhibits 
showed how variometer parts could be 
easily made from data supplied by 
this publication and from weekly “how 
to” radio projects in the newspapers. 
Contests were held for making the 
best radio novelty, the best loudspeak- 
er. and the best regenerative detector 
and amolifier receiver designed to 
overate over a wavelength range of 
from 175 to 600 meters. Local music 
dealers participated in these early 
shows as well as a few manufacturers 
of sets and parts. Crystal detectors, 
loose couplers, variometers, and other 
components were displayed and the 
public was told how to make them. 
An open forum introduced the topic of 
present business and future business, 
fads, and the question of formation of 
a National Radio Jobbers Association. 

Radio “bootleggers” were denounced 
and claims were made by a Boston 
concern to the effect that it was the 


only licensed crystal detector maker 
in the country. : 

Several forums were held during the 
Show to discuss radio prices, deliv- 
eries, the maintenance of newspaper 
interest, dealers’ service to customers 
(a very vital subject indeed, for such 
service was badly neglected), and an 
effective method of reaching the farm- 
ers. Other meetings were devoted to 
civic matters, connected with radio, 
on an industrial level. 

Alexander Eisemann, President of 
the National Radio Chamber of Com- 
merce, addressed the convention from 
New York City. He said that ‘“quan- 
tities of radio apparatus are made to 
sell but not to use. Radio factories are 
springing up all over the country and 
thousands of manufacturers, without 
previous experience, are building what 
they call radio outfits. These are built 
in so-called radio laboratories, but 
just as being born in a stable does not 
make one a horse, much of this ap- 
paratus called radio-receiving outfits 
fails to receive.” 

Many of the early pioneers of radio 
and television are still alive and very 
active in our industry. Each year I 
look forward to the annual get to- 
gether of “Radio’s Old Timers” and 
to recall the early days when our An- 
nual Show was more of a public than 
an industry affair. 

The electronics industry has grown 
so tremendously in recent years and 
merchandising methods have changed 
so radically that our annual Parts 
Show, due to space limitation, is now 
confined to the manufacturer, his rep- 
resentatives, and his distributors. 
Even with this limitation, our annual 
Show, to which the public is no longer 
admitted, dwarfs the early displays 
attended by the public. 

Forecasts made in 1922 are indeed 
interesting to those of us who have 
grown up with this industry. It was 
stated at the Chicago Radio Show that 
“radio is fast becoming a part of 
American home life, and when a large 
percentage of American homes are 
fitted with radio outfits, a great public 
demand will have been created for 
broadcasting. This demand will make 
itself felt in a political manner and it 
is conceivable that Mayors and Gov- 
ernors may be elected because they 
gave the public better broadcasting 
than their predecessors.” 

To the above quotation we add the 
magic word “TV.” We are about to 
witness, in 1956, the fruition of TV as 
the most influential dynamic force in 
the history of politics. It is made pos- 
sible by the pioneer experimenters of 
yesterday. ae Mom oN 
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ALLIED’S 1956 


value-packed 324-page 
CATALOG 


the only COMPLETE catalog 
for everything in electronics 


FEATURING SUPER-VALUE knight-kits 


BUY DIRECT AND SAVE! Select from 
America’s top quality equipment in 
precision-designed kit form—everything in 
build-your-own Test Instruments, Hi-Fi 
kits, Hobbyist kits, Ham Gear—easiest to 
build and you SAVE MORE! 


FEATURING EVERYTHING IN HI-FI 


Make your money-saving selections from 
the world’s largest offerings of complete 
Hi-Fi music systems and components—all 
the quality lines available for immediate 
shipment from stock. Own the very best in 
Hi-Fi for less! 


Wouldé Most, Complete Strela, 


Huge Listings of Parts, Tubes, Transistors, Tools, 
Books e TV Tubes, Antennas and Accessories 
e Test and Lab Instruments e P.A. Systems and 
Accessories e Recorders and Supplies 
e Amateur Gear e Specialized Industrial 
Electronic Equipment... 


Get every buying advantage at ALLIED: 
fastest shipment, expert personal help, lowest 
prices, assured satisfaction. Make your 
; a” selections from our 324-page 1956 Catalog 
. , packed with the world’s largest selection 
\ of quality electronic equipment. 


send for the 
leading electronic 
supply guide 


EASY-PAY TERMS 

Use our liberal Easy Payment Plan 

—only 10% down, 12 months to pay -_ 

—no carrying charges if you pay in : ’ 

60 days. Avaliable on all coders over 28 Ke a Ee oe 

. $45, including Hi-Fi, P.A., Kits, Re- 
corders, Test Instruments, Amateur 


ALLIED RADIO CORP., Dept. 1-G-6 j 


Gear, etc. 100 N. Western Ave., Chicago 80, lil. 
& Send FREE 824-Page 1956 ALLIED Catalog. 
Ow 35th Year - 
Name. 


ALLIED RADIO 


World's Largest Electronic Supply House 


Address 


City. Zone. State. 
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Add Technical Training 
To Your Practical Experience- 


GET YOUR FCC LICENSE 


INA HURRY / 


Then use our Amazingly Effective 


JOB-FINDING SERVICE 
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@7ELLS HOW- 


WE GUARANTEE 


TO TRAIN AND COACH YOU 
AT HOME IN 
SPARE TIME UNTIL YOU GET 


YOUR FCC LICENSE 


If you have had any practical experience— 
amateur, Army, Navy, radio repair, or 
experimenting. 


@7ELLS HOW- 
Employers make JOB OFFERS Like These 
to Our Graduates Every Month 


Transcontinental Airline: “‘American Airlines is very much interested in receiving 

applications from CIRE trainees. We have immediate need for technicians in many 

cities.’’ 

West Coast Manufacturer: ‘‘We are currently in need of men with electronics train- 

ing or experience in radar maintenance, and we would appreciate if you will refer 

interested persons to us.”’ 

Letter from nationally-known Manufacturer: ‘‘We have a very great need at the 

present time for radio electronics technicians and would appreciate any helpful sug- 

gestions that you may be able to offer.’’ 

These are just a few examples of the job offers that come to our office period- 

wan. a licensed technician filled each of these jobs... it might have 
n you 


HERE’S PROOF FCC LICENSES ARE OFTEN 
SECURED IN A FEW HOURS OF STUDY 
With OUR Coaching AT HOME In Spare Time. 


Here Is Your 
GUARANTEE 


If you fail to pass your 
Commercial License 
exam after completing 
our course, we guaran- 
tee to continue your 
training without addi- 
tional cost of any kind 
until you successfully 
obtain your Commer- 
cial License. 


Name and Address License Lessons 
A/1C Ronald H. Person 

St. Lowls 20, Mo... ..02ces sist 25 weeks 
Milton L. Geisler, ET3 

FPO, San Francisco, Calif... .1st 26 weeks 


Marvin F, Kimball 
ERESVOUS, ENG. sce cccccsee Bnd 
M. Bonino 
Harlington AFB, Tex........2nd 16 weeks 
John E. Hutchison 
Bluefield, W. Va....eceee0.-.1st 27 weeks 


Carl E. Smith, E. E., Consulting Engineer, President 


CLEVELAND INSTITUTE OF RADIO ELECTRONICS 


DESK RN-92, 4900 Euclid Bidg., Cleveland 3, Ohio 
Member, National Home Study Council 


July, 1956 
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“@TELLS HOW- 


EFFECTIVE JOB-FINDING SERVICE 
HELPS CIRE TRAINEES GET BETTER JOBS 


Here Are Just a Few Recent Examples of Job-Finding Results: 


ELECTRONICS TECHNICIAN 


*‘I am now employed by the Collins Radio Company as a Lab Technician. (This job 
was listed in your bulletin.) I have used the information gathered from your course 
in so many ways and I know that my training with CIRE helped me a great deal 


to obtain this job.’’ 
Charles D. Sindelar, Cedar Rapids, Iowa 


AIRLINES 


“I replied to the Job Opportunities you sent me and I am now a radio operator with 
American Airlines. You have my hearty recommendation for your training and your 


b-Finding Service.” 
. James A. Wright, Beltsville, Md. 


INDUSTRIAL ELECTRONICS 


“Upon my discharge from the Navy I used your Job-Finding Service and as a result 
I was employed by North American Aviation in electronic 


final check . 

OURS 1S THE ONLY = Glen A, Furlong, Fresno, Calif. 
sage wi | 

a Your FCC Ticket is recognized by employers as proof 
tS ee of your technical ability. 
TIONS WITH ALL 
LESSONS AND 
FINAL TESTS. 


GETALL 3 FREE/ 


MAIL COUPONNOW ° 


Cleveland Institute of Radio Electronics 
Desk RN-92—4900 Euclid Bidg., Cleveland 3, Ohio 3 
(Address to Desk No. to Avoid Delay) 


send at once, without obligation, your FREE booklet, ‘‘How to Pass | 


ca 
Please 
j FCC License Examinations’’ (does not cover exams for Amateur License); a 
sample FCC-type lesson and the important new information booklet, ‘‘Money- 
4 making FCC License Information.’’ 
PLEASE PRINT CLEARLY i 
3 NAME. .. .cccccccccccccccccvcccscccvecccecscesscccescecce AGE. ...ccccccee P 
- WE Se ches cccedp ais ceed deckinedantuennehsseouciaeenna Sree 
Be CITY ........cseeeeeeee ercvccccccccsoccecs ZONE..... STATE......c00sce0s i 
FOR PROMPT RESULTS, SEND AIR MAIL 
i Special tuition rates to members of the U.S. Armed Forces 3 
Electronic Training also available to Canadiar Residents 
ee LL 


NEW SERVICE-DESIGNED 1X2-A/B 


NEW SERVICE-DESIGNED 6AL5 


G-E SERVICE- 
547 0F YOUR Ff 


With 20 popular types you cut call-hacks, 


Ready: 6 brand-new Service-Designed Tubes for increased volume! 


NEW 1X2-A/B. New filament shield post 
(“lightning rod”) helps to neutralize electro- 
Static pull of anode, reducing filament pull-outs 
to a minimum. 


@ Filament has special new coating that ad- 
heres closely, and will not flake off and expose 
the wire. Cuts tube arc-overs. 


@ Tubes are life-tested under actual operating 
conditions, including peak voltages that will be 
encountered. Assures dependable performance! 


NEW 6BK7-A, 6BQ7-A, 6BZ7. Improved 
heater design provides better heater-cathode in- 
sulation. Cuts shorts to a minimum, acts to pre- 
vent tube burn-outs. 


@ Heater-cathode leakage is greatly reduced. 
Gives improved tube operation, and stabilizes 
tube performance. 


@ High zero-bias Gm. This increases tube 
gain and improves TV reception in fringe areas, 
giving a clearer, sharper picture. 


PROTECTS 
AGAINST 
FILAMENT 
PULL-OUTS, 


mis 


YOU CAN 
CROSS OFF 
HEATER-C ATHODE 
SHORTS! 


NEW 6AL5. New, advanced heater design limits 
initial voltage surges when tube is used in early- 
model series-string receivers. Same advantage 
applies in parallel-connected circuits. Tube 
flash burn-outs are greatly reduced. Vertical 
bars at right show approximate drop in initial 
voltage surges between heater of old tube and 
new Service-Designed GAL5. 


@ New heater design also minimizes heater- 
cathode leakage. This is an important “plus” 
in AGC and video-detector applications, 


NEW 6CB6. New sprayed micas combat inter- 
element leakage, improving AGC: performance 
by reducing any tube leakage in the controlled 
6CB6 stages. 


@ Special-alloy screen grid gives. superior 
heat dissipation. Result: freedom from G; and 
Gz grid-distortion and shorts. 


@ High zero-bias Gm, for improved fringe- 
area reception. Helps make the new 6CB6 a 
better-performing, more dependable tube! 


HEATER VOLTAGE 
SURGES 
REDUCED. 
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REGULAR MICA, 
DEPOSITS WILL 
CAUSE LEAKAGE, 


Paxil 
“YY wy 


YZ 


a. nw 


NEW, SPRAYED 
G-E MICA IS LEAK- 
AGE-RESISTANT ! 


pl 


- DESIGNED TUBES MEET 
REPLACEMENT NEEDS ! 


please customers on more than half your TV tube sales 


| 


NEW SERVICE-DESIGNED 


6BK7-A 


VERY new General Electric Service-Designed 

Tube increases your profit opportunity. The 

6 new types now available give you 20 Service- 

Designed Tubes in all . . . and by actual sales count 

for the year 1955, these 20 tubes meet 54 percent 
of your total TV replacement requirements! 


Customer goodwill gets a big boost when you 
can put long life, improved performance into over 
half the tube sockets you fill! Call-back costs drop 
sharply. Your tube inventory needs are consoli- 
dated — for General Electric Service-Designed 
Tubes give top performance in a// chassis! 


G.E.’s first group of Service-Designed Tubes met 
29 percent of all TV replacement needs. Now your 
sales potential is nearly doubled. Still more Service- 
Designed Tubes are in development . . . will in- 
crease your share of the tube market further. 


Progress I's Our Most Important Prodvet 


GENERAL ELECTRIC 


NEW SERVICE-DESIGNED 6CB6 


Stock and install G-E Service-Designed Tubes! 
They cost no more than other tubes, are fully in- 
terchangeable with prototypes. They’re widely 
advertised, nationally popular. Your G-E tube dis- 
tributor has them. Phone him today! Tube De- 
partment, General Electric Co., Schenectady 5, N. Y. 


THESE 20 TUBES ARE *““MONEY IN YOUR POCKET’ 


Mey out this list of General Electric Service- 
HH Tubes ... it will fit neatly in your 
et. A handy guide to types available! 


semester ee a 


i 1B3-GT 6AV5-GA 
i 6BQ7-A CD6-G 
1X2-A/B 6AX4-GT 6BX7-GT nes ‘ 
sora GB 6BG6-GA 6827 6SN7-GTB 
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MERIT COIL & TRANSFORMER CORP. 
4427 N. CLARK S8T., CHICAGO 40, ILL. 


* Presenting latest information on the Radio Industry. 


By RADIO & TELEVISION NEWS’. 
WASHINGTON EDITOR 


A SENSATIONALLY DIFFERENT re- 
allocation plan, that would shatter 
completely the present system, was 
under investigation by the Commis- 
sion as this column was being pre- 
pared. The radical proposal calls for 
the exclusive assignment of the ultra- 
high channels from Chicago east, with 
Chicago down to New Orleans sug- 
gested as the dividing line, and every- 
thing west of this demarcation pre- 
dominantly in the very-high camp. 

The bold move was based on the con- 
clusions that the dozen v.h.f. channels 
we now have are not adequate for a 
nationwide competitive system; the ul- 
tra-highs must eventually be used and 
must be given a lift so that they will 
surely succeed; and three or more 
competitive outlets must be provided 
in all or as many of the hundred basic 
markets as possible. 

Aware of the complexity of the 
change, the plan noted that v.h.f. op- 
erators falling in the u.h.f. area would 
have a transition period of at least ten 
years (perhaps twelve) to amortize 
their very-high equipment costs. The 
proponents of the far-reaching idea 
also said that sometime during the 


changeover period, perhaps about the» 
middle, v.h.f. operators would be re- 
quired to begin dual telecasting on the 
higher bands, as well as the v.h-f. 
channels. It was believed that during 
the transition period, the ultra-highs 
would certainly advance to a point 
where all of the shortcomings now 
present would disappear and_ u.h.f. 
transmission and reception would be 
comparable to current very-high serv- 
ice; perhaps improved, particularly in- 
sofar as noise problems are concerned. 
Present very-high area listeners would 
not suffer coverage loss, it was said, 
because extra _ ultra-high stations 
would begin operating and supply sig- 
nal coverage originally available from 
fewer channel 2 to 13 stations. 

Those favoring the plan say that the 
high-density population area in the 
eastern part of the country does not 
require broad very-high coverage; con- 
centrated transmissions by many sta- 
tions can do the job just as effective- 
ly, and u.h.f. can provide such service. 


THE FIERY NETWORK-DOMINATION 
probe, underway in ‘Washington for 
many months, was hit by a blockbust- 


Continuing the listing of construction permits granted by FCC since 
lifting of freeze. Additional stations will be carried next month. 
STATE CITY CALL CHANNEL FREQUENCY POWER* 
Idaho Pocatello — 6 82-88 69 
Maine Presque Isle —_———_ 8 180-186 11.8 
Nebraska Omaha ———_ 174-180 39.45 
New York Elmira —_— 18 494-500 15.4 
(Satellite) 
Virginia Bristol _—_—_——_ 5 76-82 100 
NEW CALL LETTER ASSIGNMENTS 
California Redding KVIP 7 174-180 
California Sacramento KGMS-TV 46 662-668 
Pennsylvania Philadelphia WSES 29 560-566 
nsas nsign KTVC 6 82-88 
CALL LETTER CHANGES 

Colorado Granddunction KREX-TV 5 76-82 

(former! 

KFXJ-TV) 
Colorado Montrose KFXJ-TV 10 192-198 

Goce 
Ohio Cleveland WdW-TV 8 180-186 

(formerly 

WXEL) 
New York Albany WCDA 41 632-638 

(formerly 

ROW-TV) 

New York Hagaman WCDB 29 560-566 

(formerly 

. WAST) 

*ERP-=(effective radiated power, kw.) 


14 


RADIO & TELEVISION NEWS 


B 


RC, 


A SERV 
350 Wi 


July, 1956 


w 


‘ws Sj Ore ey «. 


ee 


mw 1' ” 


RCA offers you the 
finest trainins 
at home | 
Radio-TV 
electronics, 
TV servicing, ¥ 
Color TV 


| SEND FOR THIS FREE 
BOOK NOW! one ce ceren mace re 


at a time. This 52 page book contains complete 
information on Home Study Courses for the be- 
ginner and the advanced student. 


RCA Institutes, Inc., Home Study N-76. 
350 West Fourth Street New York 14, N. Y. 
* 5 . T 

Without obligation, send me FREE CATALOG IMPOR ANT 
on Home Study Courses in Radio, Television Be sure to write 
and Color TV. No salesman will call. for RCA Institutes 

catalog before 
signing up for any 
Address Radio-TV course 


RCA INSTITUTES, INC. 


l 
! 
! 
| 
A SERVICE OF RADIO CORPORATION of AMERICA Name .. jisaun Gulu 
l 
l 
L 


350 WEST FOURTH STREET, NEW YORK 14, N.Y. 
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WORLD'S FINEST ALL-TRIODE AMPLIFIER * EQUIPPED WITH POWER MONITOR AND Z-MATIC 


FISHER | 


55 Watt Amplifier 


LENTY OF POWER for your present — and any possible future needs. 

The new Model 55-A is a laboratory instrument designed for home 
use. Delivers 55 watts at less than 1% distortion — and handles 110- 
watt power peaks! Drives even the lowest efficiency loudspeaker system 
to full output. Exclusive FISHER Power Monrror, a full-size, illumin- 
ated Power Output Meter, makes possible correct adjustment of output 
tube bias. It also indicates average audio power. Completely new 
Z-MatTic Variable Damping Factor Control. Has three times the range 
of ordinary controls. Massive transformers, laced cable wiring, terminal 
board construction — all are in the FISHER tradition. $1 69.50 


Outstanding Features of THE FISHER 55-A 


® Less than 1% harmonic distortion at 55 watts (0.05% at 5 watts, 0.08% at 
10 watts.) @ Handles 110 watts peak. # IM distortion below 0.4% at 10 watts 
(0.8% at 45 watts, 2% at 50 watts.) = Uniform response +0.1 db 20 to 
20,000 cps. (within 1 db, 5 to 100,000 cps.) = Power output constant within 
1 db at 50 watts, 15 to 60,000 cps. # Hum and noise better than 92 db below 
full output! = Bias Control to balance output tubes. # Z-Martic provides 
variable damping, from 32 to 0.08. @ Less than 1 volt input produces full out- 
put. @ Input Level Control. @ 8 and 16-ohm output impedances, & Auxiliary 
AC receptacle. size: 14144”w. x 934”d. x 84,” high. SHIPPING WEIGHT: 50 Ibs. 


Price Slightly Higher In The West 
WRITE TODAY FOR COMPLETE SPECIFICATIONS 


FISHER RADIO CORP. - 21-23 44th DRIVE - L. I. CITY 1, N. Y. 


er report a few weeks ago, which 
came from the office of the former 
chairman of the Senate Interstate and 
Foreign Commerce Committee, Sen- 
ator John W. Bricker, and bluntly 
tagged the networks as the... “yoke 
of economic dominance.” 

The Senator’s essay, titled “The 
Network Monopoly,” asked that the 
FCC be authorized to regulate the 
networks, and that service areas of ex- 
isting v.h.f. stations in high-density 
zones be reduced, to protect market 
value, by lowering power and antenna 
heights. 

Commenting on the profits made by 
the networks, the Senator said that 
the two major systems... “exercise 
a stranglehold over the entire indus- 
try.” 


A NEW TYPE OF RADIO TELESCOPE, 
a microwave spectroheliograph, will 
soon begin the task of exploring the 
sun’s turbulent atmosphere, under the 
direction of the Air Research and De- 
velopment Command’s Air Force Office 
of Scientific Research. 

Based on an idea conceived by mem- 
bers of Stanford University, the de- 
vice will be used to pick up solar mi- 
crowave radiations in the 3000-mega- 
cycle region. It will be located on the 
University’s campus and employ 32 
parabolic aluminum antennas, aligned 
in two rows to form a huge cross oc- 
cupying a level, two-acre meadow. 

As the dish antennas scan the sun’s 
surface in the same way a TV camera 
scans its subject, the photographs pro- 
duced show the chromosphere, a hith- 
erto mysterious billowing layer of in- 
candescence, rising to heights of 6000 
miles above the sun’s surface. 

Although discovered many years ago 
at the time of solar eclipses, little is 
known about the chromosphere. The 
development of radio astronomy in the 
postwar era has renewed efforts to 
unveil its secrets. It is believed to 
have some connection with sunspots 
which, in turn, are related to mag- 
netic storms which interrupt radio 
communications. 

The elaborate network of 32 anten- 
nas will look straight at the sun, scan- 
ning its surface in unison and follow- 
ing automatically as it crosses the sky. 
A photograph of the entire solar orb 
will be completed in about two hours. 
Clouds, tests have shown, will not af- 
fect antenna efficiency. 

An important accomplishment of the 
dish scanners will be the scanning. of 
solar regions as small as three-thou- 
sandths of one square degree; a defini- 
tion finer than ever before achieved in 
radio astronomy or in radar. 


THE AIR RESEARCH AND DEVELOP- 
MENT COMMAND has also announced 
the construction of the first trainer 
capable of teaching Air Force radar 
operators to guide their aircraft to a 
target, bomb the target and return, 
completely and solely with shoran 
(short-range navigation) radar. 

Built at a cost of $100,000, the train- 
er offers radar operators complete in- 
struction in the use of shoran radar 
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CUT INVENTORY COSTS j REPLACE CARTRIDGE 


Power-Point Replaces over 90% i AND NEEDLE IN SECONDS 
of All Popular Phono Cartridges (Just Slip Out— Slip In) 


E-V Power-Point actually gives you more working Four Power-Point Types, Three Mounting 
capital by cutting, drastically, the number of differ- each $3.95 list Mechanisms 
ent cartridges and different needles you need in stock Model 51-1 (Red) : two 1-mil sap- Model PFT-1 Power- 
to do an adequate replacement business. Power- an 2 << ‘nt Ei 

: phire tips. = Point Fixed Mount, 
Point alone replaces over 90% of all popular phono ‘ 50c list. 
cartridges. You save valuable time, troublesome Model 52-2 (Green): two 2-mil 
service calls . . . you can replace Power-Point in less sapphire tips. or f- Be we 
time than it takes to read this sentence! Remember s : TA (HF ; 
too, almost a million Power-Points are now in use, a“. won SS Mount, $1.00 list. 
and the number is growing fast. Additional mil- : Model PT-2 Power- 


lions will be demanded by the replacement market! Model 56 (Blue) : turnover mount- iy 2 Point Turnunder 
ed 1-mil and 3-mil sapphire tips “~~” Mount, $1.00 list. 


What is Power-Point? 


MALL COUPON TODAY! 
Sleche Vor. 
ELECTRO-VOICE, INC., BUCHANAN, MICHIGAN 


Send me complete information about Electro- Voice 
Power-Point cartridges, sales-aids and display. 


A nylon-encased unit combining ceramic 
cartridge and two jeweled* playing tips. A 
Power-Point cartridge can be changed in 
seconds, replaces virtually all popular phono 
cartridges, costs less than two needles alone. 
It has low inertia, superior tracking ability, 
wide range, low distortion, minimum needle 
noise and record wear. It is non-inductive, 
hum-free, unaffected by moisture or temper- 
ature. It actuates all changer mechanisms. 


Compan 
Address 
City 
Signed 


*Superior synthetic sapphire or natural diamond. 
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THE WORLD'S PREMIER MASTER CONTROL AMPLIFIER * EQUIPPED WITH TONESCOPE 


Versatile! Powerful! 
THE A 
FISHER 


Master Control Amplifier 


MODEL CA-40 


OMPLETE IN EVERY respect — and it’s by FISHER! Our new 

Model CA-40 Master Control Amplifier offers, on one com- 
pact chassis, the most advanced preamplifier with controls, as well 
as a powerful 25-watt amplifier with less than 1% distortion at 
full output. Among the many outstanding features of the CA-40 
is another FISHER First — ToneScope, a graphic presentation 
of Tone Control settings. All this in a handsome, two-tone cabinet 
suitably designed both for table-top and siclf installation. THE 
FISHER CA-40 is the culmination of three years of intensive 
research and development and reflects in every respect the creative 
engineering that has made THE FISHER world-renowned. 


$139.50 


Leading Features of THE FISHER CA-40 


w= Six inputs, including Tuner, Magnetic Phono, Mic and two Auxiliary. 
Input Level Adjustments. ® Uniform response 10 to 90,000 cycles + 0.5 db. 
Constant power within 1 db at 25 watts, 17 to 30,000 cycles. @ 0.3 volts on 
high level, 0.005 volts on low level inputs produces full 25-watt output. # Less 
than 1% distortion at rated power. @ Three-position Rumble and Noise 
Filters, with panel indicator lights. @ Six equalization positions. © Direct 
tape-head playback. # Balanced Spectrum Bass and Treble Controls, providing 
15 db boost or cut. & ToneScope: graph-form indication of Tone Control Set- 
ings. @ 4, 8 and 16-ohm speaker outputs. ® Cathode follower recorder output. 
= DC filament voltages on all low-level stages. & Shielded, shock-mounted 
construction. ® CONTROLS: Bass, Treble, Main On-Off, Function Selector, 
Volume, 4-Position Loudness Contour, Rumble Filter, Noise Filter. 
SIZE: 1234” wide x 10%” deep x 5” high. ™ SHIPPING WEIGHT: 24 pounds. 


Price Slightly Higher In The West 
WRITE TODAY FOR COMPLETE SPECIFICATIONS 
FISHER RADIO CORP. - 21-23 44th DRIVE - L. I. CITY 1, N. Y. 


under all simulated flight conditions. 
Adaptable to six types of shoran for 
bombing, photo reconnaissance and 
aerial mapping, the equipment uses 
short-range radar to navigate on 
bombing runs or to keep reconnais- 
sance aircraft on the correct course 
while photographing. 

The trainer, a complex affair, will 
enable the Air Force to do syntheti- 
cally what it never could do in flight: 
chart the entire course and altitude 
of the shoran bombing run, and then 
study the data to pinpoint any errors 
that are made. Before this trainer 
was built, shoran training was done 
in actual flight where the only record 
of success or failure was how close 
the bomb came to the target. There 
was not, as there is now, any record 
to show where errors along the bomb- 
ing course had caused a miss. 

The heart of the shoran trainer is 
an electromechanical analogue com- 
puter, which makes it possible to set 
problem bombing runs, controlled by 
simulated shoran radar waves. 

In operation, a problem is set up on 
the computer, establishing the target. 


| The instructor acts as pilot of the im- 
| aginary aircraft and flies the simu- 


lated mission from a console. The 
student sits before a radar scope at a 
separate console. The student shoran 
operator, controlling his equipment 
and observing his radar scope, tells 
his instructor what course to follow to 
the target. The instructor introduces 


| adverse effects into the flight, simu- 


lating enemy radar-jamming in any of 
six ways. The student must attempt 
to stop the jamming and properly di- 
rect his instructor so as to keep the 
aircraft on a precise course. 

In the meantime, a large plotting 
board is charting the first portion of 
the bombing run. -When the flight 


| reaches the iast five miles, the plotter 


switches to an expanded scale to give 
a highly detailed record of the final 
distance to the target, the automatic 
bomb release point and the strike of 
the bomb. The charted course is then 
studied and the student learns what 
mistakes he made, if any, and how to 
avoid them in the future. 


FOR THE FIRST TIME, under lab condi- 
tions, man has produced temperatures 
of well over 400,000 degrees Fahren- 


| heit and corresponding brightness 700 
| times greater than at the surface of 


the sun. 

The incredible temperature and sub- 
sequent brightness are the result of 
investigations into the physics of high 
energy, high temperature and gaseous 
discharge by scientists of the ARDC. 

Températures which have been 
measured by the lab are of exceeding- 
ly short duration, less than a mil- 
lionth of a second, but an important 
outgrowth of this research was the 
design of equipment capable of accu- 
rately measuring the powerful and 
extremely fast pulsed electrical spark 
discharge. 

The extremely high temperatures 
involve the release of electric energy 
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(AVAILABLE NOW) 


For more than 22 years Halli- 
crafters has been closer to the 
radio amateur field than any other 
communications manufacturer. 
The many leading Hallicrafters 
developments have been based 
on what the amateur wanted and 
needed. The result of this close 
association is this radio man’s 
ideal—the finest component units 
(Model SX-100 AM-CW-SSB re- 
ceiver, Model HT-30 transmitter- 
exciter, Mode! HT-31 linear power 
amplifier) in a completely pack- 
aged radio station— 


MODEL SR-500. 


1499" 


FOR THE FIRST TIME 
commercial broadcast styling in a 


complete amateur radio station. 
HALLCICRAFTERS MODEL SR-500 


a single package for 


PROFESSIONAL EFFICIENCY 


FEATURES 


Here is a completely contained unit in a handsome console 
cabinet—transmitter/exciter, linear power amplifier, receiver 
affording the finest in V.F.0. or crystal. SSB, AM and CW 
transmission and reception. You need supply only the 
antennae, microphone and AC power. All the wiring is com- 
plete and external connections are provided for antennae 
and microphone. 

The transmitting and receiving units are located in co- 
ordinated operation for maximum efficiency, and a special 
communications speaker is positioned above the operating 
Shelf directly in front of the operator. 

The mobile console is mounted on casters and is easily 
expandable. Three blank panels are also provided in the basic 
cabinet for the installation of any additional equipment that 
may be desired. 

The console incorporates all safety and protective features. 
It is completely enclosed, fused with the main power relay 
controlled by a key lock. For “extra” safety, the entire back 
of the cabinet is enclosed but perforated for maximum venti- 
lation and heat dissipation. 


FRONT PANEL CONTROLS, INDICATORS AND 

CONNECTIONS: 

1. Antenna selector switch for 80, 40, 20, 11-10 meter and 
dummy or special antenna. 

2. Master power switch “‘key lock” type operates main 
power relay to turn on or off all equipment. 

3. Main power pilot lamp. 5. Microphone input. 

4. “On the air” pilot lamp. 6. Key jack. 


REAR PANEL: 


1. Five coaxial connectors for 80, 40, 20, 11-10 antenna and 
dummy load or special antenna. 

2. Dual 30 ampere fuse block. 

3. Three spare AC power outlets. 

4. Spare octal socket for beam controls, etc. 


For further information see your Radio Parts Distributor or write 


hallicrafters 


CHICAGO 24. 
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Centralab’s [ree 
P.E.C.* Guide No.3 


Lists 130 radio and TV manufacturers and their 
P.E.C. applications — showing part identification, 
manufacturer’s part number, and Centralab 
catalog number. 

Tells how you can easily test Centralab P.E.C.’s 
with a VOM and a simple 60-cycle capacitor bridge. 

Shows schematics that guide you in using P.E.C.’s 
to replace entire sections of old-style circuits, 
thus saving time otherwise wasted trying to locate 
a shorted or intermittent component. 


More than 60,000,000 Centralab Packaged 
Electronic Circuits are now in use. 
Ask your Centralab distributor for P.E.C.’s. 
He has 45 different types in stock. Send coupon 
for free copy of P.E.C. Guide No. 3. 


e eS uw 
j A DIVISION OF GLOBE-UNION eG. 
910G East Keefe Avenue, Milwaukee 1, Wisconsin 


Send me free copy of Centralab 
P.E.C. Guide No. 3. 


sy 
| 
ie. 
i Company. | 
Address 
*Trademark City. Zone = 
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into a very small volume of inert gas 
under high pressure. 

A specially designed capacitor cir- 
cuit is employed to store the energy 
and release the electric discharge. This 
capacitor circuit, applied to the basic 
gaseous discharge technique, is pri- 
marily responsible for the resultant 
high temperatures. 

In the past, those working in the 
field were unable to determine with 
accuracy the temperatures which they 
were able to generate. Now, because 
of the ARDC development, accurate 
measurement of the temperature and 
the brightness can be calculated. 


DATA-PROCESSING shared by two 
interconnected electronic high-speed 
digital computers, the Seac and Dy- 
seac, has been successfully performed 
in Washington at the labs of the Bu- 
reau of Standards. 

The two computers designed and 
built at the Bureau worked cooper- 
atively on a common task to demon- 
strate program-controlled machine 
intercommunication in which coordi- 
nated programs were read into both 
machines. The problem simulated a 
situation where stock-transaction re- 
ports are tabulated and summarized 
for fiscal accounting, and then for- 
warded for posting to inventory con- 
trol records elsewhere. The experi- 
ments were carried out as part of a 
program with the Navy Bureau of 
Supplies and Accounts to investigate 
the application of electronic tech- 
niques to the problems of supply man- 
agement. 

Typical applications of digital com- 
puters as data processors involve re- 
placement of many small specialized 
machines by a single automatic sys- 
tem. However, for massive paper- 
handling operations, or for large-scale 
activities requiring the processing of 
the same data for different purposes 
at different locations, the use of more 
than one high-speed data processor 
may be necessary. For instance, in 
the far-flung supply organizations of 
the armed forces, expediting flow of 
information is essential to efficient 
supply management. Automatic com- 
munication between machines has 
been foreshadowed by direct input and 
output provisions, so ‘that the com- 
puter continues with other useful 
work, while transfers of information 
between it and external devices are in 
process, and by tape-processing de- 
vices where search is under the pro- 
gram control of a computer. In this 
example, however, the interconnection 
is between a computer serving as the 
nucleus of a processing system and 
other parts of the same computer sys- 
tem. 

Most general-purpose electronic com- 
puters employ a generally compatible 
digital language, can receive and 
transmit data in the form of electrical 
signals by way of standard communi- 
cation channels over any desired dis- 
tance, and can alter the course of 
processing programs in accordance 
with new or revised information. It 
should therefore be possible to inter- 
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Just Printed! 


FREE 


booklet today! 


see 

what the 
rapidly 
expanding 


field of 


ELECTRONICS 


offers 
you 


e BETTER JOB 
e BETTER PAY 
e PROMOTION 


Send for this 


2 
oaPrrrot ne 


e GREATER SECURITY 


e GREATER 
CONFIDENCE 


All these benefits can 
be yours if you act 
now! Take that first 
big step this minute 
—No obligation 
whatsoever! 


July, 1956 


TAKE A MINUTE TO MAIL THIS COUPON FOR FREE BOOKLET ! 
CAPITOL RADIO ENGINEERING INSTITUTE 


Accredited Technical Institute Curricula Founded 1927 
Dept. 117-C, 3224-16th St., N. W., Washington 10, D. C. 


Please send me your course outline and FREE illustrated Booklet 
"Your Future in the New World of Electronics” .. . describing 
opportunities and CREI home study courses in Practical E:ec- 
tronics Engineering. 


CHECK DC Practical Radio Electronics Engineering 
FIELD OF \ [] Broadcast Radio Engineering (AM, FM, TV) 


GREATEST ( C Practical Television Engineering 
INTEREST } [] Aeronautical Electronics Engineering H 
Name ay 
MOOT ee ates ye ew 

City Zone State 


CHECK: [] Home Study [J Residence School [J Korean Veteran | 


EXPERIENCE 


To help us answer your re- 
quest _ intelligently, — 
give the following informa- 
tion: 


TYPE OF 
PRESENT WORK 


SCHOOL 
BACKGROUND 


ELECTRONICS 


IN WHAT BRANCH OF ELECTRON- 
ICS ARE YOU MOST INTERESTED? 
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CAPE CANAVERAL 


NAIR FORGE MISSILE TEST CENTER 


oF, Florida Flight Test Range 
y « = 
g a 
NASSAU Sv 
ea SALVADOR 
> 
* MAYAGUANA 
Q- cm TURK 
J 5 


© __sINSTRUMENTATION STATION 
«=> LINE OF FLIGHT TO: ST. LUCIA, ASCENSION 


RCA 


ANNOUNCES OPPORTUNITIES 


In Guided Missile Test Instrumentation 


For Electronic Technicians 
| At the following locations 
PATRICK AIR FORCE BASE, FLORIDA | CAPE CANAVERAL 


Engineering development technicians on Timing 
Radar 

Communications Radio Telephone 
Test Equipment Telemetry Optics 


Enjoy pleasant Florida living and working at these locations. 
Liberal company benefits. Relocation assistance. 


INTERESTING DOWN-RANGE ASSIGNMENTS 


Radar Telemetry Telephone 
Radio Timing Optics 


These positions are located on the Islands shown on the map above. Salary, 
80% incentive, meals and lodging furnished. Return to U.S. every 3 months. 


7 For information and arrangements for personal 
interview, 
send complete resume to: 
Mr. H. C. Laur 
Technical Employment, Dept. N-16G 
Missile Tést Project 
RCA Service Co., Inc. 
P.O. Box 1226, Melbourne, Florida 
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connect two or more general-purpose 
machines so that they can cooperate 
on a common task. For example, a 
versatile large-capacity data proc- 
essor at a material control center 
might receive data fed to it auto- 
matically by smaller computers lo- 
cated at various supply depots. The 
supervisory processor (at the center) 
might so control the system-wide proc- 
essing that it would accept data from 
each of its reporting sources in a 
scheduled sequence, but would also be 
free to accept and handle priority re- 
quests for supply action from any of 
the Armed Forces ‘supply depots at 
any time. 

For the kind of interaction where 
both information and exchanges of 
control are transferred between com- 
puters, the question of programmed 
control versus automatic interruption 
is particularly important. Programmed 
control depends, to a considerable ex- 
tent, on human anticipation of when 
and how the interchanges should oc- 
cur; however, if two or more systems 
are to interact automatically without 
human intervention, provision must be 
made for automatic interruption of a 
program in process in order to turn to 
the new information just received 
from another system. Such interrup- 
tion properties are available from the 
Dyseac computer. 

A cable between the Seac building 
and a trailer housing Dyseac provides 
interconnection through a regular in- 
put-output terminal on each machine. 
Information transfers were initiated 
and terminated by the transmission of 
control signals between the two ma- 
chines. Whenever a Seac output in- 
struction called for selection of the 
particular output used for transmis- 
sion to Dyseac, a 62-volt preparatory 


| signal was sent from the Seac exter- 


nal selector unit to Dyseac. This sig- 
nal activated appropriate monitor op- 
erations in Dyseac. As soon as Dyseac 
was ready to accept the data, it trans- 
mitted a 62-volt signal to Seac. Only 
upon receipt of this signal was Seac 
able to proceed with its next instruc- 
tion. In effect, Seac continued trying 
to complete this output instruction, 
until Dyseac signalled readiness to ac- 
cept the transfer of the information 
Seac was holding for processing. 


ONCE AGAIN, grants continued to 


move along; however, v.h.f. channels 
predominated in the approvals issued 
as we went to press, as the listing on 
page 14 reveals. 


THE SPECTACULAR PERFORM. 
ANCES TV can provide will be on view 
this summer at the St. Lawrence pow- 
er project near Massena, N. Y., when 
through the use of cameras and mi- 
crowave television, tourists will be 
able to view construction work on the 
dams. TV cameras will be mounted 
on towers and rotated to cover an arc 
of operations. About 200 will be able 
to watch video pickups on three re- 
ceivers at one time. A mighty tribute 
to TV's OUT, 8 in. ie 5 Wee 
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VETERANS --NON-VETERANS 


LET ME HELP YOU EARN 
TOP MONEY in TELEVISION 


—as I've helped these men — 


Now, while demand for trained men is rising, you can prepare for a top-pay, life- 
time career as an electronic technician, television repairman, or studio technician 
. .. or set up your own profitable business. You don’t need any experience whatso- 
ever to add your name to my list of hundreds of successful graduates. 


) LLEARN BY DOING As part of your training | give 


you the equipment you need to 
set up your own home laboratory and prepare for 
a BETTER-PAY TV JOB. You build and keep an 
Sacnseameuat TV RECEIVER designed and engi- 
neered to take any size picture tube up to 21-inch. 
| (10-inch tube furnished. Slight extra cost for larger 
sizes.) ... also a Super-Het Radio Receiver, AF-RF 
Signal Generotor, Combination Voltmeter-Ammeter- 
Ow Wane Ohmmeter, C-W Telephone Transmitter, Public 
"Address System, AC-DC Power Supply. Everything 
supplied, including all tubes. 


wee ee Super-Het 
2 A Refle Receiver 


Public Address System 


Fl Combination Voltmeter- 
Ammeter-Ohmmeter 


STUDY NEWEST DEVELOPMENTS 
My training covers all the latest developments in the fast-growing Television- 
Radio-Electronics industry. You learn about FM — RADAR — COLOR TV — 
TRANSISTORS — PRINTED CIRCUITS, etc. 


CHOOSE FROM THREE COMPLETE COURSES 
covering all phases of Radio, FM and TV 
Radio, FM and Television Technician Course — no previous experience needed. 
2. FM-TV Technician Course — previous training or experience in radio required. 
3. TV Cameraman and Studio Technician Course — advanced training for men 
with Radio or TV training or experience. 


~ 


My School fully approved 
to train Veterans under 
new Korean G. |. Bill. Don’t 
lose your school benefits 


by waiting too long. Write 
discharge date on coupon. 


After you finish your home study training in Course 1 or 2 you can have two 


weeks, 50 hours, of intensive Lab work on modern electronic equipment at 
our associate resident school, Pierce School of Radio and Television. THIS MAIL THIS LOUPON TODAY! 


EXTRA TRAINING IS YOURS AT NO EXTRA COST WHATSOEVER! F a 


Mr. Leonerd C. Lone, President 
RADIO-TELEVISION TRAINING ASSOCIATION 


AIRCRAFT INSPECTOR: 
“With RITA training 


Douglas Aircraft at chest $15 « 

week.” 
h Maddox, Los Angeles . Calif, 

es  6fmlss 


$60 A WEEK IN SPARE TIME 


“I have the skill ond 
know-how to do the 
work -1 love best and 
to enjoy better things 
in life, thanks to RTTA. 
1 am now working at 
TV servicing and making $60 a week 
spare time.” 


Harold Gimlen, Flint, Mich. 
o/njss 


ASSISTANT MANAGER 


“t am Assistant Man- 
ager of Day and Nite 
TV Service.” 

Ronald W. Curry, 
Tulsa, Okla, 1/2/55 


EARNS EXTRA MONEY 


“RITA training: gave 
me a chance for my 
own business, extra 
money earned, and 
more things that the 
price of the course 
could never equal.” 


‘Bryce Rutile, apansay 6 ioe 
_tario, Can. 


FEELS FULLY QUALIFIED 


“With your training | 
feel fully qualified to 
get out and compete 
with all radio me- 
chanics in this area. 
1 have over $1,500 in- 
vested in test equipment, $1,000 in 
tube stock and $200 in miscellaneous 
equipment. Since | haven't had one 
complaint in 9 months | have been 
servicing sets, your school must have 
done a good job.” 
Jim Martin, Collinsville, {11. 
3/a/ss 


FCC COACHING COURSE FREE! Vl send ve) 1 Dept. 1-7C, 52 East 19th Street, New York 3, N. ¥. | 


Important for BETTER-PAY JOBS requiring FCC License! You ff page book, “How 
get this training AT NO EXTRA COST! Top TV jobs go to ff to Make Money in 


7 ie Television.- Radio - 
FCC-licensed technicians. Sleciventea,” @ free 


sample lesson, and 


Dear Mr. Lane: Send me your NEW FREE BOOK, FREE SAM- 
PLE LESSON, and FREE aids that will show me how I can make 
BIG MONEY IN TELEVISION, | understand | om under no | 


obligation. 
EARN WHILE YOU LEARN . (PLEASE PRINT PLAINLY) Pe | 
Almost from the very start of your course you can earn extra § Where you can get 
money by repairing sets for friends and neighbors. Many of my Television” wesnss ome Ase. 
students earn up to $25 a week .. Address 


ing with spare time earnings... 


service business. City, 


. pay for their entire train- 
start their own profitable — 
woney we TV 


Be ivision Haining [sociation 


52 EAST 19th STREET e NEW YORK 3, N. Y. 
Licensed by the State of New York @ Approved for Veteran Training 


July, 1956 


other literature 
showing how and i 


1 AM INTERESTED IN: 


j (1) FM-TV Technician Course 


(CJ TV Cameraman & Studio 
Technician Course 


() Redio-FM-TV Technician Course | Write discharge. date 


2 2. 
NO OBLIGATION! 
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MISS COLOR-TV OF 1956 AND YOUR RCA TUBE DISTRIBUTOR 


present: 


The Famous RCA Institutes’ 


COLOR-TV 
OME STUDY 


“ Expanded RCA course—includes 
two new lessons, never before 
offered, giving you all the 
latest information on “Big Color’ TV 


Now is the time to enroll in RCA’s extended Color-TV 
Home Study Course. Be set to cash in on the tremendous 
opportunity Color-TV holds for you. It is a practical 
and down-to-earth course—prepared by Color-TV 
experts just for service technicians. 


Go to your regular RCA Tube Distributor and ask 

for full details. 

P.S.: If you’re one of the thousands who has completed 
RCA’s previous 9-lesson course, bring yourself 
up-to-date with the new advanced lessons. Special 
“Certificate” awarded. 


RCA RECEIVING TUBES 


RADIO CORPORATION OF AMERICA 
® 


HARRISON, N. J. 


COURSE* 


free of extra charge when 


you buy RCA Receiving Tubes 


@ 

Co 
Lo 

Mw vo 
: fren, @ ae 
This offer is for a limited .. 
time only. Enroll now and 
receive this durable 


binder for your lessons. 


_ 11 Steps to Proft in Cote S 
THE BASIC 9 L Ssons 


Introduction to Color-TV 


Principles of Two-Phase Modulation and 


Colorimetry 
Principles of Color-TV Receiver ee 
Color Kinescopes oo 

The Color-TV System. 

Color-TV Receiver Circuits 
Set-up and Adjustment | of Color-TV 
Receivers 

Servicing and Alignment of fe! or-TV 
Receivers 

‘Test Eq 
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NATIONAL SCHOOLS 


Proudly prevent 


Another great advance in HOME STUDY TRAINING. Let National 
Schools, of Los Angeles, a practical Technical Resident Trade School 
for over 50 years, train you at home by Shop-Method, for today’s 
unlimited opportunities in ALi 8 BRANCHES of the Television, Elec- 


tronics, Radio Industry. 


Check all you receive in One Master 
Course at One Low Tuition 

1. Television — Including Color TV 
2. Radio — FM and AM 

3. Industrial Electronics 

4. Sound Recording and Hi-Fidelity 
5. Preparation for FCC License 

6. Automation 

7. Radar and Sonar 

8. Communications 


AlL OF THIS MODERN, NEWEST, 
PRACTICAL EQUIPMENT IS YOURS TO KEEP! 
© Parts to Build a modern TV set, including 
Picture Tube 


screen ’ 
© Parts to build a powerful Superhet Re- 
ceiver, broadcast and wave. 
© Parts to conduct many experiments and 
build Continuity Checker, RF Oscillator, 
TV Circuits, Audio Oscillator, TRF Re- 
ceiver, S' Generator 
© Professi Multitester 
© These are a MUST for all technicians. 


YOU DO MANY PRACTICAL JOBS. 
You do servicing, circuit analysis and 
many other down-to-earth experi- 
ments. You build a modern TV set 
from the ground up ... with equipment 
kits we give you, including a new large 
screen picture tube and professional 
Multitester, at no additional charge. 


EARN AS YOU LEARN! Many of our 
students earn their entire tuition and 
more in Spare Time jobs we show 
them how to do while learning. YOU 
GET GRADUATE ADVISORY SER- 
VICE, TOO. 


L. J. ROSENKRANZ 
President of NATIONAL SCHOOLS 
om “i This Master-Shop- 
Method course is com- 
ag up-to-date. 
ere in Angeles, 


: ts. As a stu- 
dent, you will quickly 
in your spare 


' power will with 
every lesson. Saat us thauneaie. ak Melina 


money 
in your own business. SECURE YOUR 
FUTURE-—NOW. SEND COUPON BELOW. 


IN THESE MODERN TV STUDIOS, SHOPS AND 
LABORATORIES, your Shop Method Home 
Study Course was developed by expeéri- 
enced instructors and engineers. What 
an advantage that 1s to you at home — 
each lesson is tested, proved, easy to 


% understand. You can master the most up- 


to-date projects, such as color TV set 
repair, printed circuits — even prepare 
for F.C.C. License and industrial elec- 
tronics without taking a special course 


APPROVED FOR 
VETERANS 
AND 
NON-VETERANS 


4000 $. FIGUEROA ST., LOS ANGELES 37, CALIF. 
187 N. LA SALLE ST., CHICAGO 1, ILL. 


IN CANADA: 811 W. Hastings St., Vancouver, B. C. 
NATIONAL SCHOOLS 


TECHNICAL TRADE TRAINING SINCE 1905 
Los Angeles, California 


GET FAST SERVICE— MAIL NOW TO OFFICE NEAREST YOU! f 


NATIONAL SCHOOLS, DEPT. RH.76 
4000 S. FIGUEROA ST. or 187 N. LA SALLE ST. 
LOS ANGELES 37, CALIF. CHICAGO 1, ILL. t 


Rush free TV-Radio “Opportunity” Book and sample | 
lesson. No salesman will call. i 


NAME BIRTHDAY 


ADDRESS 


CITY. 


VETERANS: Give Dote of Discharge 


ZONE__STATE 
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ONE SPEAKER 
THE NORELCO 


covers the audio 
frequency range 


In a single twin-cone design 
—Norelco Full Resonance 
Speakers provide quality 
equal to most elaborate 
multi-unit sound systems. 


Both high range and low 
range cones are operated by 
One magnet and one voice 
coil. Cones are always in 
phase and operate in har- 
mony. Coupling designs give 
unexcelled spatial distribu- 
tion throughout entire audio- 
frequency range. 


Priced from $59.98 to $6.75 
in all standard impedances 
and sizes from 12, inches to 
5 inches, 


Send to Dept.G7 for more details 


North American Philips Co., Inc. 
100 East 42nd Street 
New York 17, N.Y. 
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WILLIAM T. WARRENDER, manager of 
the tube plant of RCA Tube Division 
at Marion, Indiana, 
has been appointed 
general manager of 
the recently-created 
RCA Components 
Division, with head- 
quarters at Camden, 
N. J. 

Mr. Warrender 
entered the elec- 
tronics field in 1925. After 11 years as 
factory engineer with several tube 
manufacturing firms he joined RCA in 
1936 at Harrison. A year later, he was 
transferred to the company’s Indian- 
apolis factory with responsibilities 
that included factory engineering and 
production control. In 1942 he was 
made superintendent of production 
and was named department manager 
in 1944. 

He became manager of the Marion 
plant when RCA acquired the proper- 
ty in 1949, 

* * * 
SHURE BROTHERS, INC. has moved into 
a new building located at 222 Har- 
trey Avenue in Evanston, Illinois. 
The million-dollar plant was planned 
and custom-built for maximum effi- 
ciency in the research, development, 
and manufacturing of microphones, 
Phono cartridges, magnetic tape re- 
cording heads, and other acoustical 
electronic products ... SNYDER ANT- 
ENGINEERS, INC. has opened a ware- 
house at 2724 Leonis Boulevard in Los 
Angeles to serve the West Coast area 
customers for Snyder antennas... 
ARROW ELECTRONICS, INC. has moved 
its industrial department to larger 
quarters at 525 Jericho Turnpike, Min- 
eola, Long Island. The new location 
provides over 117,000 cubic feet of 
warehouse space . . . MINNEAPOLIS- 
HONEYWELL REGULATOR COMPANY is 
moving its transistor division from 
Minneapolis to the Boston area... 
CLAREMONT TUBE CORPORATION has 
established a picture tube warehouse 
at 1600 W. Luzerne Street, Philadel- 
phia ... SANDS ASSOCIATES, INC. has 
opened a new office in Palo Alto at 535 
Ramona Street . . . ORRADIO INDUS- 
TRIES is building the nation’s first 
plant designed expressly for the manu- 
facture of magnetic recording tape for 
sound-and-color TV and_ electronic 
brain computers. The $300,000 plant 
will increase the Opelika, Alabama, 
firm’s capacity by 400 per-cent. Com- 
pletion is scheduled for October... 
AUDIOFAX ASSOCIATES, INCORPORAT- 
ED, engineering design service organ- 
ization for the professional audio field, 
has recently moved its laboratory and 
store to Stony Brook, Long Island, New 


ees ee 


ce eee ee ee — 


York... B & R ELECTRONICS CO. and 
ELECTRONIC CREATIONS CO., INC. 
have moved their offices and factories 
to a new plant at 1178 East 180th 
Street, New York, N. Y. The 30,000 
square foot plant, will enable the firms 
to increase production on their lines 
of phonographs, radios, record players, 
etc. ... TRANSITRON, INC. has moved 
its operations from New York to a 
modern 100,000 square foot plant in 
Manchester, New Hampshire ... The 
Semiconductor Sales Department of 
RADIO RECEPTOR COMPANY, INC. has 
moved to 240 Wythe Avenue in Brook- 
lyn, N. Y.... SUPREME PUBLICATIONS 
has closed its Chicago office and con- 
solidated operations at its warehouse 
at 416 W. Huron Street in Chicago 
and at its Highland Park facilities 

. GENERAL PRECISION LABORATORY 
INCORPORATED has broken ground for 
a 23,200 square foot plant at Pleas- 
antville, New York, to house its en- 
vironmental test laboratory. The 
building is expected to be in operation 
late this year. 

* * 
SIDNEY HARMAN, president of Harman- 
Kardon, Inc., has been elected chair- 
man of the Sales , 
Managers Club, suc- 
ceeding Charles Go- 
lenpaul, vice-presi- 
dent of Aerovox 
Corporation. 

Harry Estersohn | 
of the Jerrold Elec- . 
tronics Corp., Phil- 
adelphia, was elect- , 
ed vice-chairman. Walter Jablon, 
Presto Recording Corp., was elected 
secretary-treasurer. 

The Sales Managers Club was or- 
ganized in 1937 and has operated as 
the electronics manufacturers’ trade 


association without interruption for - 


almost 20 years. It is one of the three 
national organizations which sponsor 
the annual Radio Parts and Electronic 
Equipment Show held in Chicago each 
May. 
* * 

JAMES M. SKINNER, JR. has been elect- 
ed president of Philco Corporation, 
succeeding JAMES H. CARMINE, who 
retired recently . SAUL J. WHITE 
has joined Racon Electric Co., Inc., as 
chief engineer. He was formerly with 
University Loudspeakers . . . JOE C. 
HARMONY has been named manager 
of receiving tube operations at OBS- 
Hytron ... FRANK C. ENGELHART, 
president of Kester Solder Company, 
was recently honored on the occasion 
of his 75th birthday and his 47th an- 
niversary with the company ... WIL- 
LIAM E. BARBOUR, JR. was elected 
chairman of the board and WILLIAM 
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exclusive 


triple silverplate by Wm. A. Rogers 


Watch the family’s interest in your service skyrocket when you start 
working on the fabulous Capri triple silverplate. It’s something anyone 
would be proud to own and Sylvania makes it possible for you to own 
it fast and free of extra cost with your purchases of “‘Silver Screen 85” 
picture tubes and Sylvania receiving tubes. You get one token for every 
two picture tubes or 25 receiving tubes. 


When you need only 5 Sylvania tokens for a complete 4-piece setting, 
in no time at all you can earn a complete set of Capri triple silverplate. 


C.pri is an exclusive Wm. A. Rogers design of Oneida Limited, 
Silversmiths. 


*Get started on your Capri triple silverplate right away. It’s an excitsive, 
offered only by your Sylvania Distributor. Call him today. 


x SYLVANIA 


with your 
SYLVANIA TUBE 
PURCHASES 


*Earn the complete 54-piece set 
in the smart anti-tarnish chest 


*Only 5 tokens for this 4-piece 
place setting. 


You get one token for every two 
picture tubes or 25 receiving 
tubes. 


SyLvaNIA ELectric Propucts Inc. 
1740 Broadway, New York 19, N. Y. 
In Canada: Sylvania Electric (Canada) Ltd., 
University Tower Bldg., Montreal 
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MODEL 617 
3” OSCILLOSCOPE 


The most for your scope 
dollar. Flat-face CRT 
gives edge-to-edge 
accuracy ... laboratory 
precision plus field 
ruggedness. And at your 
electronic jobber, it’s 
just .. . $269.50. 


HYCON ELECTRONICS, INC. Dept. U 
MAIL P.O. Box 749 Pasadena, California 
7) Please send me the new model 616 and 617 catalogs. 


please, Name 
for Catalogs ae 
616 and 617 


—$—. 


State 
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©. FAXON was named president of 
Tracerlab, Inc. by the board of direc- 
tors . . . STERLING M. GARDNER, 
founder of the Gardner Electric Manu- 
facturing Co., passed away recently in 
California. He was 70 years old... 
WILLIAM A. SHAW has been named 
sales manager of Hallicrafters home 
radio and television department. He 
has been with the firm for over ten 
years, most recently as national serv- 
icing manager . ... ALBERT COUMONT 
has joined Sprague Products Company 
as assistant to the president. He re- 
cently resigned as service coordinator 
of the RETMA .. . FRANK APPLE is 
the new advertising manager of Cen- 
tralab ... WILLIAM 8B. DEAN has been 
named president of New England In- 
dustrial Center in Needham Heights, 
Mass. He was formerly general man- 
ager of the industrial department of 
DeMambro Radio Supply Co., Inc. of 
Boston ... DR. ROBERT B. CORBY has 
been appointed to the engineering staff 
of Trio Laboratories, Inc. . . . Emer- 
son Radio and Phonograph Corpora- 
tion has named HARRY SCHECTER to 
the post of vice-president in charge of 
distribution. He was formerly with 
CBS-Columbia ... MATTHEW N. CIN- 
ELLI has been appointed manager of 
quality control for the television-radio 
division. of Westinghouse. He will 
make his headquarters in Metuchen, 
N. J... . DR. ALLEN M. PETERSON will 
head the newly-formed special tech- 
niques group in Stanford Research In- 
stitute’s Engineering Division... 
DAVID SOLOMON has been named co- 
operative advertising manager for 
CBS-Columbia. He will be responsible 
for the planning, operation, and ad- 
ministration of the firm’s national dis- 
tributor cooperative advertising pro- 
gram in all media . . . CHARLES M. 
SCHWAB has been named general man- 
ager of the Puerto Rico plant of Phil- 
lips ‘Control Corp., Joliet, Illinois, 
manufacturer of relays, solenoids, and 
control devices. 
* * + 

HAROLD H. KNUBBE, director of engi- 
neering for CBS-Columbia, has been 
promoted to the 
post of director in 
charge of all engi- 
neering and devel- 
opmental activities 
at the company. 

In his new post, 
Mr. Knubbe will su- 
pervise radio, black- 
and-white TV, color 
television, and industrial electronic 
engineering activities. He has been 
active in the electronics industry for 
the past twenty-four years. Before 
joining the company in 1952, he was 
chief engineer for Sparton. He was 
also associated with General Instru- 
ment Corporation and the Detrola 
Radio Corporation, among other elec- 
tronic firms. 

* * = 

BAIRD ASSOCIATES, INC. and ATOMIC 
INSTRUMENT COMPANY, both of Cam- 
bridge, Mass., have merged in order to 
take maximum advantage of produc- 
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who sells 


Mrs. America % rg 


Garry Moore, that's who! 

He sells her because she likes him. and has 
confidence in him. Nearly five million of her 
watch and listen to him weekdays on the CBS 


Television Network. She believes what Garry 
says about his sponsors’ products. And she 
buys them. 


As a CBS tube dealer, you... yes, you... are 
one of Garry Moore’s sponsors. He tells your 
customers that there are no better tubes made 
than your CBS tubes, and that they have the 
Good Housekeeping Guaranty Seal. He also 
tells the ladies about your technical training 
and equipment, and why they can rely on your 
expert service. 


So remember, when you call at Mrs. America’s 
home to repair her TV set, you. . . and CBS 
tubes . . . are welcome because Garry Moore 
has already convinced her that she can have 
confidence in both you and CBS tubes. 


Show her the CBS carton with 
the Good Housekeeping 
Guaranty Seal. 


CBS-HYTRON 


Danvers, Massachusetts 


A Division of Columbia Broadcasting 
System, Inc. 
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because you 
weren't able 


a 


to get your 
19560 “MASTER 


Sorry you were disappointed. In many areas, there 
just weren't enough MASTERS to meet the demand. 
But — cheer up. If you act fast, we can help you get 
your industry-wide buying guide. We've located several 


distributors with extras on hand. 
@ 100,000 items 


And what’s more . . . you'll only pay © Complete descriptions 
the $2.95 distributor price instead i ceaeraidien 
of the regular $7.50. © 8 x 11”, 6 Ibs. 
° @ 350 mfrs. 


So send your coupon now... 
first-come — first-served. 


1450-Page Buying Guide .. . 
helps you shop before you buy. The 
supermarket pages of The MASTER 


enable you to compare specs and : Sysowit 

prices first —then buy and save. te 

A Gold Mine of Facts .. . A 
on all the latest products and models Ss 

. with changes in specs. It’s all T 
in The MASTER catalog file of = 
the electronic parts industry. 
= __ 


MAIL COUPON NOW! os. we ee 


ad 


UNITED CATALOG PUBLISHERS, INC., 110 LAFAYETTE ST., NEW YORK 13, N. Y. 
Here’s my $2.95. Please rush me the 1956 MASTER, Official 


Buying Guide of the Electronic Parts and Equipment Industry. 


1 SESE Ea ae Zone........ ESC te erm 


tion and sales efficiencies resulting 
from such an operation ... AMERICAN 
PHENOLIC CORPORATION has changed 
its corporate name to AMPHENOL 
ELECTRONICS CORPORATION to retain 
the company’s familiar tradename . 

. STROMBERG-CARLSON has discon- 
tinued the manufacture of television 


receivers but will continue in the con-.- 


sumer products business with a com- 
plete line of radio-phonographs and 
high-fidelity equipment. 

* * * 


ANDRE G. CLAVIER, vice-president and 
technical director of Federal Tele- 
communication Lapb- 
oratories, Nutley, 
New Jersey, was 
recently honored # 
for his pioneering © 
efforts in  micro- 
wave research. 

The occasion 
marked the 25th 
anniversary of the 
historic experiment which took place 
on March 31, 1931, when a group of 
I T & T scientists established the 
world’s first microwave circuit which 
extended across the English Channel 
between Dover and Calais. 

Mr. Clavier was presented with a 
scale model of the parabolic antenna 
used during the historic demonstra- 
tion. He joined the IJ T & T system in 
1929 when he became affiliated with 
Les Laboratories Standards, the com- 
pany’s Parisian subsidiary. 

oA * * 
CROWELL-COLLIER PUBLISHING CO. 
has purchased four TV stations and 
five radio stations subject to final ap- 
proval of the FCC and the boards of 
directors of the various stations in- 
volved. 

The new properties include tele- 
vision stations WTCN-TV (Minneap- 
olis), WFBM-TV (Indianapolis), 
WOOD-TV (Grand Rapids), and 
KULA-TV (Honolulu) and radio sta- 
tions WTCN (Minneapolis), WFBM 
(Indianapolis), WFDF (Flint), WOOD 
(Grand Rapids), and KULA (Hono- 
lulu). 

* * * 

HAROLD A. JONES has been promoted 
to the post of national sales manager 
of Motorola Com- 
munications and 
Electronics, Inc. He 
was formerly exec- 
utive assistant to 
the national sales 
manager, Eugene S. 
Goebel, who recent- 
ly was named vice- 
president for mar- 
ket relations for the firm’s division. 

In his new capacity, Mr. Jones will 
have responsibility for implementing 
sales policy as well as executing sales 
planning and sales promotion. The 
function also includes sales training, 
advertising, and technical information 
services. 

An electrical engineering graduate 
of Northwestern University, he joined 
the company in 1946 as a television 
receiver engineer. 
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World's Finest High Fidelity Tuners 


THE FISHER 


"Engineered for the professional, functionally designed for the home, THE FISHER Tuners are 
characterized by extreme sensitivity, micro-accurate tuning and precision workmanship throughout. 


FISHER FM TUNER - Model FM-40 


= A compact, beautifully designed instrument at moderate cost, for discriminating 
users. Stable circuitry and simplified controls make this remarkable tuner excep- 
tionally easy to use. Meter for micro-accurate, center-of-channel tuning. Sensitivity: 
3 microvolts for 20 db quieting. Supplied with folded dipole but can accommodate 
300 or 72-ohm antenna systems. Drift-free circuit has three outputs: Cathode follower, 
Detector and Multiplex. Eight tubes, self-powered. Handsome brushed-brass panel 
for top appearance. size: 1234” wide x 744” deep x 4” high. WEIGHT: 15 pounds, 
Mahogany or Blonde Cabinet Available. 


Chassis $99.50 * Cabinet $14.95 


FISHER FM TUNER - Model FM-80 


= Equipped with two meters, the FM-80 outperforms any existing FM tuner. Com- 
bines extreme sensitivity, flexibility, and micro-accurate tuning. Unusually compact, 
exceptionally engineered chassis. Armstrong system, two IF stages, dual limiters, 
cascode RF stage. Full limiting even on signals as weak as one microvolt! 72 and 
300-ohm antenna inputs. Completely shielded and shock-mounted. THREE CONTROLS: 
Variable AFC/Line Switch, Sensitivity, and Station Selector. Two bridged outputs, 
cathode follower type. 11 tubes. Brushed-brass control panel. Self-powered. 
SIZE: 123%4” x 74%” x 4” high. WEIGHT: 15 pounds. Mahogany or Blonde Cabinet. 


Chassis $139.50 + Cabinet $14.95 


FISHER AM TUNER - Model AM-80 


= This is the high quality AM counterpart of the famous FM-80 Tuner described 
above. It combines the pulling power of a professional communications receiver with 
the broad tuning necessary for high fidelity reception. Designed to rigid standards, 
featuring a tuning meter for micro-accurate station selection. Three-position adjust- 
(= j ‘ able band width. Extreme sensitivity—less than one microvolt produces maximum 
Tl yy) ore output! Elusive and distant stations are brought in with ease. Three inputs, cathode 
' follower output. Eight tubes. Self-powered. size: 1234” wide x 7%” deep x 4” high. 
WEIGHT: 15 pounds. Mahogany or Blonde Cabinet Available. 


Chassis $139.50 * Cabinet $14.95 


FISHER FM-AM TUNER - Model 80-R 


@ Acclaimed everywhere as the finest FM-AM tuner available. Works where others 
fail! Has two meters for micro-accurate tuning, features extreme sensitivity—1.5 
microvolts for 20 db quieting! Adjustable AFC and AM selectivity, separate FM 
and AM front ends. Shock-mounted chassis, super-smooth flywheel tuning. Com- 
pletely shielded construction used throughout. Response within 0.5 db from 20 to 
20,000 cycles. Distortion below 0.04% for 1 volt output. Cathode follower and 
Multiplex outputs. Handsome, brushed-brass control panel. size: 1234” wide x 834” 
deep x 4” high. WEIGHT: 16 pounds, Mahogany or Blonde Cabinet Available. 


Chassis $169.50 * Cabinet $17.95 


FISHER FM-AM TUNER - Model 80-T 


With Preamplifier and Complete Audio Controls 

@ Unequalled among FM-AM tuners with controls. Model 80-T is identical to 
Model 80-R but has built-in Preamplifier-Equalizer. It uses TWO meters, for center- 
of-channel indication and signal strength. Extreme sensitivity—1.5 microvolts for 
20 db quieting. Adjustable AFC, adjustable AM selectivity. Designed with separate 
FM and AM front ends. Response 20 to 20,000 cycles, within 0.5 db. At one volt 
output distortion is less than 0.4%. Contains phono and tape-head preamplifier, 
with full equalization controls. Three inputs, two outputs, including Multiplex. 16 
tubes. EIGHT CONTROLS: Selector, Variable AFC/Line Switch, Station Selector, Bass, 
Treble, Equalization, Volume, 4-Position Loudness Balance. size: 1234” wide x 834” 
deep x 6” high. weiGHT: 21 pounds. Mahogany or Blonde Cabinet Available. 


Chassis $199.50 +» Cabinet $17.95 


Prices Slightly Higher in the West 


WRITE TODAY FOR COMPLETE SPECIFICATIONS 


FISHER RADIO CORPORATION - 21-23 44th DRIVE - L. I. CITY - N. Y. 
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how long would it take you 
to solve this service problem? 


SYMPTOM: 


No picture is obtained. Sound 
is distorted. Raster is okay. 


There’s no telling how long it might take to solve this problem 
with hit-or-miss methods or incomplete service data. With a PHOTOFACT Folder 
by your side, the job takes just minutes. Here’s why: 


1. In just seconds, you TUBE PLACEMENT CHART 
locate the tubes most likely 
4 to cause this symptom by ; VRIGD Capes 
coun pure ee <j referring to the Tube Place- “Thre: 2 (2) (2 Oa 
| ao ment Chart* and Tube Fail- wl, |e!) (By ey re, cy 
i ay ure Check Chart* you’ll THERE | vein eo Mi \e; 
<2) 43 7 always find in each i MOBTED 580 
mor yo us = PHOTOFACT TV Folder. + 
‘a le this case the trouble 2. Adjustment of the AGC Control caused a 
us wasn’t caused by tube fail- weak picture to appear. Operation of the con- 
ce We ure. So checking further trast control had no effect (control identifica- 
naa $i tion and location appear right on the Tube 
Placement Chart*). Next logical step: 


3. In just seconds, you refer to the Video and 
AGC circuits on the Standard Notation Sche- 
matic* featured exclusively in PHOTOFACT 
Folders. (Circuits are always laid out in the 
same uniform manner—easy to locate—easy to 
trace.) In a matter of minutes, you check wave- 
forms and/or voltages—they’re right on the 
schematic. In those same few minutes, you pin- 
point the trouble. You make a resistance check 
using the handy Resistance Chart* and you have 
the answer to your problem in this case history: 
A cold solder connection at the center lug of 
the Contrast control. 3 


*One of 32 features found 
b exclusively in PHOTOFACT With PHOTOFACT by your side, 
ig ae —the world’s finest service you solve your service problems in just minutes—you 
data—the data that gives you service more sets and earn more daily! 


the most for your money. 


HOWARD W. SAMS & CO., INC. 


1 Howard W. Sams & Co., Inc. ’ 
MONEY BACK ! 2203 E. 46th St., Indianapolis 5, Ind. ' 
GUARANTEE! | O Send FREE Index to PHOTOFACT Folders : 
age, Ts 1 ; = . - 
Got a tough repair? Try this—at Howard W. Sams’ cmt 1 Olama Service Technician :__full time;__part time. 
own risk: see your Parts Distributor and buy the Send for Sams’ INDEX TO ; CO Student. Other: ' 
proper PHOTOFACT Folder Set covering the re- PHOTOFACT FOLDERS— ; : : ; 
ceiver. Then use it on the actual repair. lf PHOTO- your guide to virtually any , Sh : i 
FACT doesn't save you time, doesn't make the job receiver model evertocome ; OP TURING) 060 be sc coe sberlin cc CROCS CESS C SRC COEDS H 
easier and more profitable for you, Howard W. into your shop; helps you 1 1 
Sams wants you to return the complete Folder Set locate the proper PHOTO- 1 Alti.:..... ce cecncccccccccccvcccccccccccccces oc 8 
direct to him and he'll refund your purchase price FACT Folder you need to ! : 
promptly. GET THE PROOF FOR YOURSELF— solve any service problem : Pe eee ee TET eR TE TUL ETL CT eS Trae. ' 
TRY PHOTOFACT NOW! on any model. You'll want ; ; ; 
this valuable reference 4 City..........seeeeeeees PONG .:: 5 AION 4.5:6:4.0:4:0 64 ’ 
guide. Send couponnow. Lo nee ca awaited 
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WEW! COLOR and Black-&-White 
LAB & TV 5” OSCILLOSCOPE #460 
KIT $79.95. Wired $129.50 


The FINEST professional 5 mc wide-band scope 
value. Ideal for research, h-f & complex waves, 
plus Color & Monochrome TV servicing. Flat from 
DC to 3.58 mc +1 db (color burst freq.), flat DC 
to 4.5 mc +1, —3 db. Vert. sens. 25 rms mv/in. 
Vert. Z 3 megs. Has the following outstanding fea- 
tures not found in scopes up to several times its 
price, kit or wired: 

VERTICAL AMPLIFIER: direct-coupled (DC) 
thruout to eliminate 1-f phase shift; push-pull 
thruout for negligible distortion; K-follower coup- 
ling between push-pull pentode stages for extended 
h-f resp. (minimizes h-f phase shift, extends use- 
ful resp. to 10 mc); full-screen undistorted. vert. 
defl; 4-step freq-compensated decade step attenu- 
ator up to 1000:1. SWEEP CIRCUIT: perfectly 
linear sweeps, 10 cps — 100 kc (ext. cap. for down 
to 1 cps); pre-set TV vert. & hor. positions (30 & 
7875 cps); automatic sync. ampl. & limiter elim- 
inates sync amplitude adj. PLUS: direct or cap. 
coupling; bal. or unbal. inputs; edge-lit engraved 
lucite graph screen; dimmer; anti-glare filter; 
bezel fits std photo equipt. OTHER IMPORTANT 
FEATURES: High intensity trace CRT. Finest sq. 
wave resp. (.06 usec rise time). Push-pull hor. 
ampl., flat to 400 kc, sens. 0.6 rms mv/in. Built-in 
voltage calibration. Intensity mod. Sawtooth & 60 
cps outputs. Astigmatism control. Retrace blank- 
ing. Instant, drift-free full-screen vert. positioning & 2X full-screen hor. 
positioning. Bal., cal., astig. adj. externally accessible. 5UP1 CRT, 
2-—6AU8, 2-6CB6, 1-12AU7A, 2-6J6, 1-6AX5, 1-1V2. Deep-etched satin 
aluminum panel, rugged grey wrinkle steel cabinet. Designed for easy 
building at home with no special equipment. 13” x 84%” x 16”. 30 Ibs. 
SCOPE DIRECT PROBE* *PD: KIT $2.75. Wired $3.95. Eliminates stray- 
pick-up & signal re-radiation. 

SCOPE DEMODULATOR PROBE* *PSD: KIT $3.75. Wired $5.75. Demodu- 
lates AM carriers between 150 kc and 250 mc. 

SCOPE LOW CAPACITY PROBE* #PLC: KIT $3.75. Wired $5.75. For signal 
tracing in high frequency, high impedance & wide-band circuits (as in TV) 
without distortion from overloading or frequency discrimination. 


for cots and Monochrome TV servicing 
New! PEAK-to-PEAK VIVM #232 

‘ & UNI-PROBE (pat. pend.) 
KIT $29.95. Wired $49.95 


UNI-PROBE: exclusive with EICO! Terrific 
time-saver! Only 1 probe performs all func- 
tions—a half-turn of probe-tip selects DC or 
AC-Ohms. 
The new leader in professional peak-to-peak VI VMs. 
Latest circuitry, high sensitivity & precision, wide 
ranges & versatility. Calibration without removing 
from cabinet. New balanced bridge circuit. High Z 
input for negligible loading. 442” meter, can’t-burn- 
out circuit. 7 non-skip ranges on every function. 4 
functions: +DC Volts, —DC Volts, AC Volts, Ohms. 
Uniform 3 to 1 scale ratio for extreme wide- 
range accuracy. Zero center. One zero-adj. for all 
functions & ranges. 1% precision ceramic multi- 
plier resistors. Measure directly peak-to-peak 
voltage of complex & sine waves: 0-4, 14, 42, 140, 
420, 1400, 4200. DC/RMS sine volts: O-1.5, 5, 
15, 50, 150, 500, 1500 (up to 30,000 v. with HVP 
probe, & 250 mc with PRF probe). Ohms: 0.2 ohms to 1000 megs. 
12AU7, 6AL5, selenium rectifier; xfmr-operated. 842” x 5” x 5”. Deep- 
etched satin aluminum panel, rugged grey wrinkle steel cabinet. 7 Ibs. 
Mew! vevuxe peaK-to-PEAK vtvm #249 
with 7/2" METER & UNI-PROBE (pat. pend.) 
KIT $39.95. Wired $59.95 
All the advanced & exclusive features of #232—PLUS the 
extra convenience and readability of its big 7/2” meter. Your 
ideal bench instrument. 
VTVM RF PROBES* +PRF-11 or PRF-25: 
KIT $3.75. Wired $4.95. Accuracy +10%. Use with any 
11 or 25 megohm VT VM. 
VTVM HV PROBE #HVP-2: Wired $4.95. Complete 
with multiplier resistor. Measures up to 30 kv with 
any VITVM or 20,000 ohms/volt VOM. 


with ONE generator! 


Mew! RE SIGNAL GENERATOR #324 
KIT $26.95. Wired $39.95 
for cotog and Monochrome TV servicing 


New wide-range, stable generator — better value then genera- 
tors selling at 2 or 3 times its cost! Ideal for: IF-RF alignment, 
signal tracing & trouble-shooting of TV, FM & AM sets; mar- 
ker gen.; 400 cps audio testing; lab. work. 6 fund. ranges: 
150-400 ke, 400-1200 ke, 1.2-3.5 me, 3.5-11 me, 11-37 me, 
37-145 me; 1 harmonic band 111-435 me. Freq. aceurate to 
+1.5%; 6:1 vernier tuning & excellent spread at most import- 
ant alignment freqs. Etched tuning dial, plexiglass windows, 
edge-lit hairlines. Colpitts RF osc., directly plate-modulated 
by K-follower for improved mod. Variable depth of int. mod. 
0-50% by 400 cps Colpitts osc. Variable gain ext. mod. ampli- 
fier: only 3.0 volts needed for 30% mod. Turret-mounted 
coils slug-tuned for max. accuracy. Fine & Coarse (3-step) RF 
attenuators. RF output 100,000 uv; AF sine wave output to 
10 volts. 50-ohm output Z. 5-way jack-top binding posts for 
AF in/out; coaxial connector & shielded cable for RF out. 
Tubes: 12AU7, 12AV7, selenium rectifier; xfmr-operated. 
Deep-etched satin aluminum panel, rugged grey wrinkle steel 
cabinet. 8” x 10” x 4%”. 10 Ibs. 


The specs are the proof... 


NEW BEST BUYS | 


ENE 


COMPLETE 
with Preamplifier, Eavalizer and Control Section 


New! 20-WATT Ultra-Linear Williamson- 
type HIGH FIDELITY AMPLIFIER #HF20 


KIT $49.95. Wired $79.95 


A low-cost, complete-facility amplifier of the highest quality 
that sets a new standard of performance at the price, kit or 
wired. Every detail, down to the etched, brushed solid brass 
control plate, is of the fine quality EICO is famous for. 
Rated power output: 20 watts (34 w peak). IM distortion (60 
eps: 6 ke/4:1) at rated power: 1.3%. Mid-band harmonic 
distortion at rated power: 0.3%. Maximum harmonic distor- 
tion between 20 and 20,000 cps at 1 db under rated power: 
approx. 1%. Power response (20w): +0.5 db 20-20,000 cps; 
+1.5 db 10-40,000 cps. Frequency response (1%4w): +0.5 db 
13-35,000 cps; +1.5 db 7-50,000 cps. 

5 feedback equalizations for LP’s & 78’s including RIAA. 
Variable turnover feedback tone controls do not affect volume 
& permit large boosts or cuts at either end of audio spectrum 
with mid-freqs. unaffected. Loudness control & separate level 
set control on front panel. Low Z output to tape recorder. 
4 hi-level switched inputs: tuner, tv, tape, auxiliary (xtal/cer- 
amic phono or 2nd tuner); 2 low-level inputs for proper 
loading with all leading magnetic, FM & quality xtal cart- 
ridges. Hum bal. control. Extremely fine output transformer 
has interleaved windings, tight coupling, careful balancing & 
grain-oriented steel. 842” x 15” x 10”. 24 Ibs. 


These amazing EICO values are NOW IN STOCK 
at your nearest distributor. Examine them 
side-by-side with ANY competitor. You'll see 

for yourself why indeed EICO is your BEST BUY. 
Fill out coupon on reverse page. 


TURN PAGE FOR MORE EICO VALUES... 
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the specs are 
the test that tells 
who’s best! 


for COLOR & aiiaidstiate 
TV servicing 


MEW! DYNAMIC 
CONDUCTANCE TUBE & 
TRANSISTOR TESTER #666 
KIT $69.95 WIRED $109.95 


Unexcelled testing thoroness & accu- 
racy. Checks transistor collector curs 
rent & Beta using internal dc power 
supply. Tests all receiving tubes includ- 
ing subminiatures (& Color & Mono- 
chrome tv pic tubes with accessory 
adapter). C ite indication of mu- 
tual duct plate duct 

peak emission. eciinananete sel. of any 
1 of 4 combinations of 3 plate, 3 screen, 
& 3 ranges of control grid voltage. Grid 
voltage variable over 3 ranges with 5% 
accurate pot. New series-string voltages 
for 600, 450 & 300 ma types. 5 ranges 
meter sens. with 1% precision shunts & 
5% accurate pot. 10 SIX-position lever 
switches for free-point connection of 
every tube pin or cap. 10 pushbuttons 
for rapid insert of any tube element in 
leakage circuit & speedy sel. of individ- 
ual tube sections. Direct reading of 
inter-element leakage in ohms. New 
gear-driven rollchart. Steel case with 
cover & handle. Sensitive 200 ua meter. 


for COLOR & Monochrome 


TV servicing 


TV-FM SWEEP GENERATOR 
& MARKER #368 
KIT $69.95 WIRED $119.95 


The FINEST service instrument of this 
type ever offered in either kit or wired 
form at ANY price! Outstanding ease & 
accuracy in FM & TV (including Color) 
alignment. Entirely electronic sweep 
eireuit with accurately biased Increduc- 
tor: superb linearity on both sides of 
selected center freq. Newly-designed 
AGC circuit automatically adjusts osc. 
for max. output on each band with 
min. amplitude variations. Sweep gen. 
range 3-216 mc in 5 OVERLAPPING 
FUND. BANDS. Sweep width continu- 
ously variable from 0-3 mc lowest 
max. deviation to 0-30 mc highest max. 
deviation. Variable marker gen. range 
from 5-75 mc in 2 FUND. BANDS plus 
acalibrated harmonic band (54-225 mc). 
Variable marker calibrated with int. 
xtal marker gen. 4.5 me xtal included. 
Ext. marker provision. Double pi line 
filter. Edge-lit kairlines eliminate 
parallax. 


* tests 
mil series 
string type 

tubes — 
e illuminated batteries) 
roll-chart 


New! GEIGER COUNTER #803 
KIT $19.95 


FREE 1956 


EICO CATALOG! 


Tells you how to SAVE SO” on 


your 


Wired $29. 


Professional, all-electronic, sensitive 
rugged—at fowest cost! Indicates b 
neon lamp & headphone clicks. 


test equipment costs! 


S” PUSH-PULL 
OSCILLOSCOPE 
#425 
KIT $44.95 
Wired $79.95 


7” PUSH-PULL 
OSCILLOSCOPE 
#470 
KIT $79.95 
Wired $129.50 


VACUUM TUBE 
VOLTMETER #221 


KIT $25.95 
Wired $39.95 
e 


DELUXE VTVM 
+ 214 (7¥2” METER} 


RF SIGNAL 
GENERATOR 
#320 
KIT $19.95 
Wired $29.95 
150 kc-34 mc, 
calibrated har- 
» monics to 102 


NEW! 
UTILITY TESTER 
#540 
KIT $12.95 
Wired $15.95 
Multi-range ac/d 
voltmeter, amme: 
ter, ohmmeter 


mc. Pure or 
KIT $34.95 ‘mod. RF, & 
Wired $54.95 Colpitts osc. 
400 cps sine 
outputs. 
#944 FLYBACK Range 500 kc— 
TRANSFORMER & y pI 
YOKE TESTER ge vt rt 
—30 mc 
KIT $23.95 Volt reg. 
Wired $34.95 KIT $34.95 
‘ ee —— Wired $49.95 KIT $39.95 
c es 
in or out of set. Wired $59.95 
© spots even 1 TV/FM SWEEP GENERATOR +360 
shorted turn! SMC-4.5MC CRYSTAL ......... $3.95 ea. 


Sep. volt- 
mm meter & 


e. hi-gain RF 
— audio 


oenctl noise 


locator. Calibra- 
ted wattmeter. 


KIT $24.95 
Wired $39.95 


DELUXE MULTI-SIGNAL TRACER #147 


KIT 
$19.95 


Wired 
$29.95 


ree e: 


E 
Ww 
! 


HI-Fi PREAMPLIFIER #HF-6 
KIT $24.95 Wired $37.95. With ayn 
er Supply: KIT $29.95. Wired $44.95 


Feedback circuitry thruout! Preamp-| 
equalizer, tone controls, scratch & 
rumble filters, K-follower output. 


For FREE 1956 catalog, mail coupon NOW! 


peco® 


84 Withers St. ¢ Brooklyn 11, N. Y. 


Ohms/Volt 

MULT TIMETER #565 
KIT $24.95 
Wired $29.95 


a 11000 Ohms/Volt 
MULTIMETER 
# 536 


KIT $12.90 
Wired $14.90 


| For FREE 1956 cotelog, mail coupon NOW! A EICO, 84 Withers Street 


VTVM PROBES 

Peak-to-Peak. ........... 
_ eee $3. 
High Voltage Probe-1 , 
High Voltage Probe-2 


SCOPE PROBES 
Demodulator ............ 


Direct 
Low Capacity ......... 


R-7 | 


ee ee Brooklyn 11, New York ‘ 
I Send FREE 1956 Cotalog and nome of neighborhood | 


§ EICO jobber. 
7 Name 


] Home Addr 


Zone 


Prices 5% higher on West coast © 56 I City 
and subject to change without notice. 


b occupati 
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PORTABLE 


ITH well over 33 million TV re- 
W ceivers in American homes, the 

major set manufacturers have sud- 
denly decided to mass produce small, 
low-cost receivers with screen sizes 
reminiscent of the early days of TV. 
They are doing this despite the em- 
phasis in TV sales of replacing the 
early small-screen sets with 21-inch 
receivers. Yet, the appearance of the 
new small-screen receivers is the re- 
sult of careful market studies and 
tests by the leaders of the TV indus- 
try who found that a market for “per- 
sonal” or portable TV sets exists in 
areas receiving several channels. The 
program preferences of various mem- 
bers of the family, especially the 
younger set, often lead to the decision 
to buy a second set. Men or women 
living alone, bedridden people, travel- 
lers, and a host of others apparently 
see no great merit in buying a large- 
screen set if they can get a cheaper, 
small-screen set which is just large 
enough for close-up viewing. 

Assuming that the major manufac- 
turers are correct in their estimate of 
the demand for small, low-cost TV 
sets, how will this development affect 
the service operator? 

While no one can foretell the full 
impact of this development, certain 
new factors can safely be predicted. 
For one, the customer will object to 
the cost of repairing these sets even 
more than he does for his present 
large-screen set since the original pur- 
chase price for the portable model is 
usually lower. This is reminiscent of 
the prewar radio servicing days when 
the customer often refused to pay a 
legitimate $6.00 repair charge on the 
grounds that the whole set had cost 
only $9.95. Yet, the actual service 
costs for a small-screen portable set 
may be higher than for a more elab- 
orate console. The reasons are that 
the portable may get rougher han- 
dling, have less expensive components, 
develop more heat per volume, and be 
subject to great variations in tem- 
perature. 

Most of these small-screen sets will 
probably not require installation by a 
technician since, if it is used as a second 
or third set in the home, the portable 
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This is the hottest item on. 
"Why are they popular and 


will be connected to an existing an- 
tenna and only a coupler is needed. In 
many other instances, the set will be 
operating from an indoor antenna. It 
is doubtful that many of these sets 
will be sold in weak signal areas be- 
cause most portable sets do not have 
the full gain-bandwidth capability usu- 
ally found in larger models. 


Design Features 
Although it may appear that the 


new small-screen TV receivers are 
really portable, they are actually only 
transportable, since they will not play 
while being carried by the viewer as 
is the case with portable radios. At 
the time of writing, no battery pow- 
ered TV set has been put on the mar- 
ket. 

Power supplies vary greatly among 


. the new portable receivers. Some sets, 


like the Setchell Carlson model shown 
in Fig. 2, have regular power trans- 


Fig. 1. Block diagram 
of the RCA 8-inch 
portable TV receiver. 


SOUNO 


Note the wide use of 
crystal diodes and 
multi-purpose tubes. 
Some of the actual 


circuitry is shown 


elsewhere in article. 


Fig. 2. Interior of the Setchell Carlson portable TV set shown in Fig. 7. Note 
the use of a power transformer and two-part chassis, horizontal and vertical. 


“<= Fig. 3. Shown here are the various 
components on the neck of the 8-inch 
Picture tube in the RCA portable set. 


Fig. 4. Sound reflex circuit used in 
Emerson model 1030 portable. The 
2nd i.f. also amplifies the sound carrier. 
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F Fig. 5. Audio section of the RCA 
portable. As seen here, two ger- 
cig! manium crystals are used as the 


ratio detector, and one crystal 
diode is used as a limiter. The 
6U8, Vio. serves three functions. 


formers and 5U4 rectifier tubes. 
Others, like the G-E model shown in 
Fig. 7, use a series heater, transform- 
erless, voltage-doubler type power sup- 
ply with tubes of the type having a 
controlled warm-up time. The RCA 
8-inch receiver shown in Fig. 7 uses 
both a power transformer with 6.3- 
volt heater tubes and a selenium volt- 
age doubler as “B+” source. It would 
seem from these examples that the 
design of the power supply section is 
largely a matter of available parts and 
relative cost, and these vary between 
manufacturers. 

One design feature, common to all 
lightweight TV receivers, is the wide- 
spread use of multiple: purpose tubes. 
A typical example of this is in the 
RCA 8-PT-7030 series TV receivers 
which use only ten receiving tubes of 
which only the high-voltage rectifier, 
damper, and horizontal output tubes 
are single-function types. The block 
diagram of Fig. 1 shows how these ten 
tubes are arranged to perform the 
functions of 17 separate vacuum tubes. 
Note in particular the tuner and audio 
sections. A detailed discussion of the 
tuner circuit is presented in a later 
paragraph. The audio output tube is 
actually the triode section of the 6U8, 
which is sufficient in this application 
but not generally recommended as a 
power amplifier. The 6CG7 tubes used 
in the sweep sections are the 9-pin 
equivalents of the well-known 6SN7 
dual triode. 

It should be pointed out that in 
addition to the ten receiving tubes the 
receiver also uses four crystal diodes 
and two selenium rectifiers, the latter 
in the power ‘supply. The crystal di- 
odes are used in the conventional 
video detector application as well as 
in the unusual position as ratio detec- 
tor and as clipper in the grid circuit 
of the audio limiter section. 

The one almost universal feature 
among portable sets appears to be the 
use of vertical chassis. In some in- 
stances, as in the new RCA models, 
the chassis consists of two parts, one 
stacked vertically behind the other. 
Many receivers also make use of 
printed-wiring boards. In the G-E 
series “M’’ receivers, for example, the 
entire vertical chassis consists of print- 
ed-wiring boards with the components 
mounted towards the picture tube 
screen and the tubes accessible from 
the rear of the set. The printed-wiring 
assemblies are supported by the metal 
chassis which also holds the tube 
shields and other hardware. 

Picture tubes used in the new port- 
able receivers range from the conven- 
tional 17-inch size down to the new 
8-inch rectangular types. While the 
17- and 14-inch tubes usually use 70° 
deflection, most of the smaller ones, 
like the new 8-inch rectangular pic- 
ture tube, use a 90° deflection angle 
and completely different deflection as- 
semblies. Fig. 3 shows the adjustment 
points at the neck of the 8DP4 (the 
RCA 8-inch tube) and as can be seen 
here, this tube uses a short yoke, a 
centering ring assembly, and an ion 
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trap, all covered by a metal shield. 
Focusing is accomplished by the low- 
voltage electrostatic system well 
known from older tube types. 

In external appearance the common 
feature of all portable equipment is, 
naturally, the carrying handle and the 
extreme ‘compactness of the cabinet. 
The cabinets are most frequently made 
of metal, particularly aluminum for 
lightness. Indoor antennas are furn- 
ished optionally. Sometimes a_ short 
wire is connected to the power cord 
via a capacitor. Such line cord an- 
tennas are not too satisfactory. 

A novel feature of the RCA 8-inch 
receiver is shown in Fig: 7. A small 
stand supports the set on a “U’’-shaped 
bracket permitting it to be rotated and 
tilted for the optimum viewing angle. 

The loudspeaker is often placed at 
the top of the cabinet, occasionally at 
the sides and, in the Emerson portable, 
the speaker and controls are accessible 
by opening a small panel at the top. 
This panel serves both as a dustcover 
and as a reflector for the sound, im- 
proving the acoustics of this set some- 
what. 


Circuit Features 


Actually there are no radically new 
circuits in use in the new small-screen 
receivers. Only simplified circuits and 
novel component arrangements con- 
front the technician and none of these 
is so different as to present any serious 
service problem. One of the novel ar- 
rangements is the sound reflex circuit 
used in the Emerson 1030 series models 
shown in Fig. 4. Here, the 4.5 me. 
intercarrier sound signal is removed 
from the output of the video detector 
and, through a shielded wire, fed to 
the grid of the second i.f. amplifier, in 
series with the 41 me. if. signal. At 
the plate of this stage there are two 
resonant circuits in series. One is 
tuned to a particular 41 mc. if. stag- 
ger frequency while the second net- 
work resonates at 4.5 mc. and serves as 
the output load for the sound carrier. 
This arrangement uses the 2nd i.f. 
amplifier for additional sound carrier 
amplification so that a substantial sig- 
nal is presented to the sound limiter. 
The use of the second i.f. amplifier in 
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Fig. 6. Schematic diagram of the tuner used in the RCA portable showing how 
two 6U8’s are used as r.f.. amplifier, oscillator, mixer, and first i.f. amplifier. 


this manner saves a tube and provides 
excellent intercarrier system perform- 
ance. 

Another circuit feature found in 
many portable TV receivers is the 
use of only two if. stages. This gen- 
erally results in a compromise be- 
tween bandwidth and gain which 
makes these sets a poor choice for a 
weak signal area. Of course, the 
smaller screen does not require as 
much picture detail and, therefore, 
some i.f. bandwidth reduction can be 
tolerated. 

One method of saving tubes in the 
i.f. strip is shown in Fig. 6, the circuit 


of the tuner used in the RCA 8-PT- 
7030 receiver. Here the two tubes in 
the tuner actually contain four sep- 
arate sections. One tube serves as an 
oscillator and mixer while the triode 
of the other tube is used as a 
grounded-grid r.f. amplifier. This 
leaves the fourth section, a pentode, 
for operation as the first if. amplifier. 
Bypassing and shielding as well as 
alignment of this tuner and i.f. ampli- 
fier combination are slightly more 
critical than for conventional circuitry 
but the performance of this arrange- 
ment is satisfactory. 
(Continued on page 127) 


Fig. 7. Three recent portables are shown here; they are the RCA 8-inch mbdel, the G-E 9-inch, and the Setchell Carlson. 
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Antenna location at Steinmetz home in Sarasota. At rear and 
above taller ladder is base of tower, 17 ft. high, which has con- 
crete footings 3 ft. x.3 ft. x 4% ft. deep. The 33-ft. Vesto steel 
tower was assembled on ground and is seen (right) with prop 
pitch motor already installed. The 20-m. beam is seen against sky 
on temporary support, as is 10-m. beam on short pipe on garage. 


Concrete Engineering Company’s crane is used fo lift up the 33-foot 
section of the Vesto tower into its vertical position while helpers 
insert timbers under the feet to help “true up” the entire assembly. 


Concrete Engineering Company's engineer has placed the 20-m. 
beam on pipe and now has crane lift him, seated in a sling. and 
15-m. beam, together with coaxial cable already connected so 
he can drop boom of beam slowly down over the pipe through 
2-inch hole in boom. This proved to be a rather tricky opera- 
tion but the whole business came off smoothly without a hitch. 


This “dream antenna” setup, belonging to 
W4YI and W4TFP, features a 50-foot mast 
and three Telrex beams; a six-element 10 


( 
meter, 3-element {5 and 20 meter arrays. " 
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The three-element 15-meter Telrex beam is bolted into place by en- 
gineer who works comfortably and safely in the crane-lifted sling. 


Crane swings the tower from position on the right over 
toward its final position. The tower is being moved 
across the garage in this photo of the tower operation. 


your children as well. The antenna installation shown 
on these two pages and the mobile and ham shack sta- 
tions shown later in the article are the proud possessions of 
the author and his son, Bill (W4TFP), an operator at the 
Duke University Electrical Engineering Department Station. 

When we recently moved to our new home on Sarasota 
Bay, we decided that now was the time to build our “dream 
shack.” Accordingly, we had a 50-foot tower erected which 
would get our three Telrex beams out in the clear and then 
fixed up an all-weather, year-around ham shack in a made- 
over storeroom in the back of the garage. 

A specially designed desk suprorts the station’s “Viking I” 
transmitter and NC-300 receiver. A _ five-position coaxial 
switch in the mahogany panelling of the shack allows instant 
switching from 75 to 40, 20, 15, or 10 meters. The coaxial 
cables are fed through the wall from the outside so that no 
wires clutter up the working area. 

An indicating pointer, placed on Florida and moved by a 
selsyn behind a great circle map on the wall of the shack, 
shows us accurately where the beams are pointing. This sel- 
syn is activated by a matching one geared to the rotating pipe 
in the tower just above the prop-pitch motor. The motor itself 
is enclosed in a heavy anodized aluminum tube which is 
bolted to the steel plate on which the motor rests. A “hat” of 
aluminum is fastened with its center around the mast. It 
overhangs the aluminum tube around the motor by 6 inches 
to make a water-tight seal and yet be rotatable. Heavy roof- 
ing compound seals all possible cracks. 

The 75 and 40 meter antennas, the half-wave dipoles, are 
center-fed with 72-ohm balanced transmission twin-lead lines. 
When the lines get close to the ground, each feed into B € W 
balun coils and come out 72-ohm unbalanced coaxial lines, 
which then run into the shack and into the coaxial switch 
and thence to the pi network of the “Viking” final. 

The shack itself is equipped with a Philco air conditioner 
for the hot summer days and an electric fan wall heater for 
those nippy winter mornings that we occasionally get—even 
in Florida! 

Our mobile gear consists of an Elmac receiver and trans- 
mitter installed in our station wagon. For field days, Bill rigs 
up a Chevrolet generator connected to a gas-powered lawn- 
mower to keep the battery charged during the 24-hour haul. 
This whole outfit is carried in a small trailer fastened to 
the car. 

Needless to say, the author is completely “sold” on ham- 
ming as a hobby not only because it (Continued on page 120) 
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ms | eee a ham, always a ham’’—and usually this includes 


Bill Steinmetz, W4TFP, is shown 
atop the completed tower. He is 
given good backing by his three 
Telrex beams for 10, 15, and 20 
meter bands. A FB operation! 
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ment identification photos of 


Boston Police Depart- 


Joseph Lynch, convicted of tube rebranding. 


pal court of the City of Boston, 

Joseph Bernard Lynch, 35, of 82 
Carver St., Boston, Mass., was found 
guilty on tWo counts: (1) with know- 
ingly using fraudulent labels, and hav- 
ing in his possession counterfeiting 
equipment; (2) selling rebranded elec- 
tronic tubes, being fully aware that 
the labels were fraudulent. He was 
sentenced to serve two years in the 
House of Correction. 

Joseph Lynch was apprehended by 
the Boston Police Department work- 
ing with the active cooperation of 
Gerald Hurley under the direction of 
Charles A. LaForge of the Security 
and Plant Protection Department of 
General Electric Company, Schenec- 
tady, N. Y. He had been counterfeit- 
ing tube labels and otherwise engaged 
in illegal practices of this’ nature for 
twenty years. 

This conviction brings to light a 
practice that has been going on for a 
long time and has been costing tube 
manufacturers a great deal of money. 
As practiced by Lynch and others like 
him, the racket consists of obtaining 
faulty receiving tubes and returning 
them to the manufacturer for new 
tubes. The tubes thus acquired were 
then sold to service dealers at 70% 
off list price. Lynch would clean up 
the worn-out tubes, remove the old 
warranty code date and, in many 
cases, the tube mariufacturer’s label, 
and then place a new code date and 
label on the tube. This allowed the 
tube to be returned to the company 
for replacement under the warranty 
agreement. This practice is one of the 
counts under which Lynch was con- 
victed. 


0: MARCH 26, 1956, in the munici- 
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THE TUBE RACKET — 


Tube rebrander jailed and extent of racket revealed 


in Boston police case. Manufacturers now on the alert. 


As an indication of the exactness 
with which tube rebranders sometimes 
operate, refer to Figs. 1 through 5. In 
Fig. 1 are shown two tubes; one is a 
new tube, the other is a rebranded 
worn tube counterfeited by Lynch. 
Note how similar the labeling is on 
the tube bases. The one on the right 
has the counterfeit label. 

Fig. 2 shows the equipment used by 
Lynch to rebrand tubes. Most of this 
equipment was obtained through un- 
impeachable sources when Lynch 
passed himself off as a salesman for 
legitimate electronic companies. The 
various trademarks and code designa- 
tions used by some of the tube manu- 
facturing companies are shown on en- 
graver’s proofs in Fig. 3 prior to being 
sent out to a rubber stamp engraver. 
Fig. 4 shows the completed rubber 
stamps used by Lynch for rebranding 
tubes. How this is done is shown in 
Fig. 5. The ink is first applied to a 
glass plate, rolled smooth, and then 
the rubber stamp is applied to it. 
Next, the unbranded tube base is rolled 
along the rubber stamp to pick up the 
counterfeit label. 

The most important aspect of the 
whole racket is the fact that used or 
defective tubes were available to 
Lynch for his nefarious scheme. Lynch 
was able to obtain quantities of defec- 
tive tubes by paying his various 
sources as little as 2c or 3c per tube. 
The sources themselves bear some of 
the responsibility for making these 
tubes available to Lynch since, if they 


had thought about it, they should have 
known that no legitimate use could be 
found for such tubes. Actually, some 
of the bad tubes that he received were 
within the warranty period. These did 
not require rebranding and obviously 
could be returned to the manufacturer 
for direct replacement. Here again, 
although this practice sounds legiti- 
mate, it was not. Actually, in the case 
of tubes that were still in warranty, 
these should have been destroyed 
since credit had already been obtained 
for them from the tube manufacturer. 
Why the manufacturer did not re- 
claim them himself when he extended 
the credit is very simple to explain. 
Until the early part of 1955 most 
tube manufacturers would give credit 
or replace bad tubes that were within 
warranty without requiring the worn 
tubes to be returned to the plant. The 
district sales division would automati- 
cally approve such credits with the 
understanding that the distributor 
would destroy the bad tubes. Here the 
system fell apart as many such tubes 
were not destroyed but were obviously 
sold to individuals such as Joe Lynch. 
Another method of handling in-war- 
ranty tubes, common until recently, 
was for the manufacturer to extend 
to wholesale tube buyers a discount of 
5% in lieu of credit for “duds” on 
purchases of packaged tubes. In other 
words, the tube manufacturer as- 
sumed that about a 5% discount would 
cover the tube replacement cost and, 
therefore, extended the credit at 
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Fig. 1. One of these tubes is an old one 
that has been rebranded, the other is new. 
Note the thinner lines of the lettering of 
the tube on the right; it is the phony. 


the time of purchase. When the de- 
fective tubes were found, it was left up 
to the tube wholesaler to dispose of 
them. This saved the wholesaler and 
the manufacturer the costs of han- 
dling defective tubes. Thus, many 
wholesalers instead of disposing of 
these “duds” often had them around 
the store in a convenient spot. This is 
how Lynch obtained his tubes. In this 
case Lynch would return them for 
credit to another distributor. 

Tube manufacturers have been tak- 
ing definite steps to run the rebrand- 
ers out of business. To keep worn or 
defective tubes out of the hands of re- 
branders, General Electric, Sylvania, 
and many other tube manufacturers 
now use a tube-for-tube replacement 
plan. Under this plan, the wholesaler 
must send back to the tube manufac- 
turer any defective tube covered by a 
warranty. The manufacturer then 
gives the wholesaler a new tube for it. 
The manufacturer then disposes of all 
“duds.” This practice keeps such 
tubes out of the hands of possible 
counterfeiters and rebranders. 

Besides this method of attack on the 
problem, some of the tube manufac- 
turers are taking additional precau- 
tions. As indicated before, G-E is 
cooperating with local police authori- 
ties wherever its salesmen discover 
evidences of rebranding. Sylvania 
Electric Co. has offered a $1000 re- 
ward “for information leading to the 
arrest and conviction of an individual 
or company fraudulently branding 
tubes with the Sylvania name.” The 
Philco Corp. buys up all old tubes for 
5¢e each. These and other measures 
are designed to cut down on this 
racket. 

The problem goes even deeper and 
tube users themselves can cooperate 
to beat the rebrander. For example, 
when a TV service technician replaces 
a tube in a TV or radio set, the re- 
placed tube should either be left with 
the customer, or else be disposed of 
immediately by the technician. If the 
tube is still covered by the manufac- 
turer’s warranty, it should be returned 
to the parts distributor from whom it 
was bought or the equipment manu- 
facturer’s distributor and sent by him 

(Continued on page 120) 
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Fig. 2. Equipment used 
by the convicted re- 
brander and some of 
the tubes found in his 
possession when he 
was caught recently. 


Fig. 3. These engrav- 
er’s proofs contain the 
code numbers and 
trademarks of various 
tube manufacturers. 
Rubber stamps for re- 
branding tubes were 
made from these. 


Fig. 4. Rubber stamps 
found in the posses- 
sion of the tube re- 
brander. Note the 
wide variety of tube 
and equipment manu- 
facturers represented. 
G-E was active in ob- 
taining the evidence. 


Fig. 5. How the coun- 
terfeit brand was put 
on a cleaned-up de- 
fective tube is shown. 


ames mememess 


RCA-6806 is a high pow- 
er water-cooled type 
u.h.f. beam power tube. 


Some new tubes recently released by manufacturers 


are unusual in design, construction, and appearance. 


RCA-6694-A is a 
small cadmium- 
sulfide photocon- 
ductive cell. 


G-E ceramic micro- 
miniature tube for 
u.h.f.-v.h.f. televi- 
sion tuners. 


Sylvania stacked type tube with a 


completely ceramic cap or envelope. 
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customed to the ordinary run-of- 

the-mill variety of electron tubes, 
the photographs shown here may come 
as something of a surprise. Yet these 
tubes are just a few examples of some 
of the special types that have been 
released recently. 


Type 6806 U.H.F. Beam Power Tube 


The 6806 is a water-cooled power 
amplifier intended for operation at 
frequencies up to 1000 mc. In tele- 
vision transmitter service, the 6806 
can deliver 28 kw. at 550 me. or 17 
kw. at 750 mc. 

The 6806 features a coaxial electrode 
structure in which the centrally lo- 
cated plate is surrounded by a sym- 
metrical array of unit electron-optical 
systems. Bypassing of the screen grid 
is provided by built-in capacitors. 
Ducts for water cooling are also built 
in 


Te THOSE of us who have been ac- 


Other features of the 6806 include 
low-inductance, large-area r.f. elec- 
trode terminals insulated from each 
other by low-loss ceramic bushings; 
relatively low output capacitance; and 
very low feedback capacitance. 


Sylvania Stacked Tube 
The stacked tube shown here em- 
ploys a completely ceramic envelope 


mounted on a 9-pin miniature base. 
The shortness in envelope height is 


achieved mainly because of the un- 
usual internal construction in which 
the various elements are arranged 
horizontally and are stacked one above 
the other. Small ceramic spacer wash- 
ers are used to provide separation be- 
tween the elements. The entire assem- 
bly is then placed within a ceramic 
cap or envelope which is then evac- 
uated and sealed. 

The ceramic envelope is much 
stronger than a glass envelope and the 
tube can be handled, dropped, and 
shipped without breakage. The en- 
velope is also extremely rugged under 
widely fluctuating temperatures. The 
stacking procedure used in assembly 
of the elements also provides for high 
resistance to vibration and _ shock 
which might otherwise cause mechan- 
ical failure. In addition, the assembly 
lends itself to completely automatic 
production methods. Although the tube 
was designed for high-performance 
military applications, it will eventually 
become available for civilian use. 


Type 6694-A Photoconductive Cell 


The 6694-A is a very tiny, cadmium- 
sulfide photoconductive cell of the 
head-on type. It produces a signal out- 
put that is approximately proportional 
to the incident light intensity. Because 
of its very small size and high sensi- 
tivity, the cell is especially useful in 
those light applications where a single 
small photosensitive device is desired, 
in light-controlled relay applications, 
and in light meters for measuring the 
brightness of small luminous spots. 

The 6694-A has a maximum seated 
length of 0.300 in., a maximum width 
of 0.375 in., a maximum depth of 0.220 
in., and a minimum sensitive area. of 
0.020 in. by 0.018 in. 


G-E Ceramic Microminiature Tube 


The type 6BY4 is the first of a line 
of microminiature ceramic tubes re- 
leased by G-E for a wide variety of 
applications. The 6BY4 is a high gain, 
low noise triode which is especially 
suitable for r.f. amplifier service in 
combined u.h.f.-v.h.f. television receiv- 
er tuners. 

This tiny tube envelope is made up 
from small ceramic and metal layers 
arranged alternately. In the photo- 
graph one can readily see the two but- 
ton contacts at the bottom of the tube 
to which the heater is connected. Then 
above the lower ceramic ring is the 
metal ring that makes connection to 
the cathode. Above this is another 
ceramic ring which is followed by a 
grid contact ring. Finally at the top 
of the upper ceramic ring is the plate 
contact button. A special socket is re- 
quired to accommodate the 6BY4. The 
rigid and compact ceramic construc- 
tion resists shock and vibration and 
withstands extremes in temperature. 
Automatic assembly is also facilitated 
with this construction. Information 
concerning the tube characteristics 
and circuitry is to be found in the 
March, 1956 issue of Rapio & TELE- 
VISION News (see “New Tube for 
U.H.F. TV,” page 46). —30— 
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Guitar Amplifier 


By PAUL PENFIELD, JR. 


NE of the pleasant duties electronic 
equipment has to perform is that 
of amplifying music. Depending on 

the reader’s viewpoint, that may be 
anything from classical music down to 
rock ’n roll. The general dissemination 
of music to the public had to wait for 
electronics. Nowadays every symphony 
orchestra in the country is available 
to anyone for the price of a record or 
the tuning of a radio dial. Before the 
electronic revolution of the twentieth 
century, only the privileged few could 
afford to attend concerts—today any- 
one can have music wherever he goes. 

Many musical instruments depend 
entirely on electronics for their exist- 
ence: electric organs, theremins, and 
electronic carillons, to mention three. 
Other instruments often employ elec- 
tronic amplification of one sort or an- 
other, either to play to a large audi- 
ence or because the natural volume 
output from these instruments is low. 
The most notable instrument which is 
often helped out by electronics is the 
guitar. Guitar amplifiers have been 
used for some time to allow a guitarist 
to play his low-power instrument be- 
fore large audiences. 

Because it is such a versatile instru- 
ment, the guitar is very popular. 
Enough citizens play the guitar so that 
the subject of guitar amplifiers is of 
wide interest. Normally,such amplifiers 
operate from the 117 volt a.c. line and 
employ vacuum tubes. This sometimes 
inconveniences guitarists who wish to 
operate from a field or outdoor arena, 
or who may wish to move about with 
their instruments, such as in a parade. 
Recently available high-power transis- 
tors make a high-power transistorized 
amplifier for guitars practical. A suit- 
able amplifier, which the reader can 
easily make for himself, is described 
in this article. The space and weight 
contributed by the amplifier and bat- 
teries is small compared to normal 
eight-inch or ten-inch loudspeakers, so 
the size of the amplifier cabinet is 
determined entirely by the _ size 
speaker used. Since heat is no prob- 
lem, the entire cabinet may be sealed 
or not at the builder’s discretion. 

The following are the general re- 
quirements that were set down for this 
guitar amplifier: 

(1) Frequency response: not critical 
—50-3000 cycles-per-second is ade- 
quate, since the lowest tone played (E 
below C below middle C) is about 82 
cycles, and the highest (2 C’s above 
middle C) about 1000 cycles. 
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(2) Distortion: not critical, since the 
device is only put to one use. Low- 
order harmonics, if kept within 5% or 
so, do not seem to detract materially 
from the sound. 

(3) Noise: as low as possible—this 
dictated the use of a low-noise transis- 
tor in the first stage. 

(4) Adequate amplification: to per- 
mit the guitarist to have as much gain 
as he desires, or as little. This gives 
the performer more versatility. 

(5) Adequate power output: the 
unit was designed around a pair of 
high-power transistors. 

(6) Low standby power: this dic- 
tated the use of class B operation. 

(7) Lightweight, small-size: limited 
only by the size speaker used. 

(8) Good-looking: this “extra” 
pleased the author’s sense of beauty 
and accomplishment, however, the 
reader may or may not wish to dress 
up his unit. Extra work in this regard 
may or may not be necessary, depend- 
ing on whether the reader builds his 
own cabinet or not. 


The Circuit 


The completed guitar amplifier sys- 
tem, shown in Fig. 1, and again in 
Fig. 3 uses a pair of power transistors 
in the output stage. Fig. 2, the circuit 
diagram, shows the Sylvania 2N68 and 
2N95 in the output circuit. These tran- 


sistors are now available generally 
through jobbers. The other four tran- 
sistors are readily obtained. 

The microphone used by the author 
is an Amperite “Kontak Mike,” model 
SKH, a _ high-impedance magnetic 
microphone specially made to pick up 
vibrations only from the surface with 
which it is in contact and not from 
the surrounding air. The mike puts out 
about the same volume level as a vari- 
able reluctance cartridge—indeed Am- 
perite recommends the use of the G-# 
variable reluctance preamp, or equiv- 
alent, when connecting the mike to an 
ordinary amplifier. 

This fact, incidentally, points up the 
conclusion the author reached by ex- 
periment: proper operation of the 
mike requires that bass boost be in- 
corporated in the amplifier. The sound 
of the mike through an unequalized 
amplifier is quite tinny and deficient 
in bass. However, by properly design- 
ing a transistor amplifier for use with 
the mike, we can forget about equal- 
ization. This is simply because normal 
transistor amplifiers have low input 
impedances, which means current may 
flow through the mike. When it is 
connected to a high-impedance grid 
circuit, the voltage output waveform 
is amplified. With a transistor ampli- 
fier, however, the current output 
waveform is amplified. Since the mag- 
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P-N-P 
cx727 
vl 


R2 


Ri, Ri—4#700 ohm, 2 w. res. 

Rz, Rs—27,000 ohm, 2 w. res. 

Rs—2700 ohm, ¥/2 w. res. 

Re—2500 ohm volume control (audio taper) 

Rz, Re—150,000 ohm, 2 ». res. 

Rs, Rw—See text 

C1, Cz, Cs—10 ufd., 12 v. elec. capacitor 
(Observe polarity on diagram. See text) 

Mic.—Contact microphone (Amperite SKH) 

B:, Bz, Bs—6-volt miniature battery (RCA 
VSO68, Burgess Z4, or Eveready 724) 


CR:, CRe—1N34 or 1N34A diode 

Vi—“p-n-p” junction transistor (Raytheon 
CK727) 

Vi—“p-n-p” junction transistor (Raytheon 
CK722) 

Vs—“n-p-n” junction transistor (Sylvania 
2N35) 

Vi—“‘p-n-p” junction transistor (Raytheon 
CK721) 

Vs—Power transistor (Sylvania 2N68) 

Vs—Power transistor (Sylvania 2N95) 


Fig. 2. Schematic of amplifier. If more gain is required (although unlikely) 
V; may be changed to a CK721 or CK725 without other modifications in circuit. 


netic microphone is mainly inductive 
rather than resistive, and furthermore, 
since the load impedance into which 
the microphone works is so very low, 
approximate equalization occurs. The 
same thing, of course, is true with a 
variable reluctance cartridge—if op- 
erated into a very low impedance cir- 
cuit, no equalization is required, to a 
first approximation. 

Because no equalization is required, 
the amplifier is made just that much 
simpler. The first two stages (see Fig. 
2) are standard. The 10 zfd. capacitor 
between them was used because it was 
on hand—anything upwards of 3 or 4 
microfarads would do. A separate bat- 
tery is used to power these first two 
stages to prevent motorboating, which 
is often a serious problem in multi- 
stage transistor amplifiers. The’ first 
stage uses a low-noise CK727 transis- 
tor; the second stage uses an inexpen- 
sive CK722. 

The last two stages are not standard 
at all. The final stage, consisting of a 
2N68 and a 2N$5, is operated class B 
complementary. Complementary opera- 
tion is the simplified form of push-pull 
possible with transistors, but not with 
vacuum tubes. The two transistors are 
of opposite types—one p-n-p and one 
n-p-n. One truly “pushes” while the 
other one “pulls” and yet the output 
is single-ended, and so no output trans- 
former is required. Since there is no 
“opposite type’ of vacuum tube, no 
corresponding circuit exists, and. nor- 
mal class B tube amplifiers have 
double-ended output, and must use an 
output transformer. In addition, the 
output impedance of the 2N68-2N95 
stage (the two transistors are made 
with “equal but opposite” character- 
istics, and are therefore called comple- 
ments of each other) is quite low, so 
that the eight-ohm speaker serves di- 
rectly as the load. (For a discussion 
of this and other types of power tran- 
sistor operation, refer to the author’s 


ae 


article ‘Power Transistors,’’ which ap- 
peared in the February issue of RapDIo 
& TELEVISION NEWS.) 

The output stage is driven by an- 
other pair of complementary transis- 
tors operating push-pull—this time a 
2N35 and a CK721. The entire collec- 
tor current of each driver transistor 
flows through the base of the power 
stage transistor of the opposite type, 
thus there are no “coupling losses” 
between driver and output stages. In 
addition, the bias state of the last 
stage is determined by the bias condi- 
tions on the driver transistors which, 
in turn, are determined by the size of 
R: and Rs. The almost complete ab- 
sence of anything but transistors in 
the last two stages indicates that com- 
plementary amplifiers have a definite 
economic advantage over conventional 
transistor amplifiers! 

The two diodes are arranged oppo- 
sitely directed to the emitter-to-base 
junctions within the driver transistors, 
in order to prevent the base voltage of 
each transistor from changing when 
a signal is applied to the stage. If 
these were not in the circuit, the recti- 
fying junction between emitter and 
base of each transistor and the cou- 
pling capacitor would act like a small 
rectifier-filter combination, building up 
a voltage on each base which would 
greatly interfere with the normal 
amplifier biases. This voltage would 
vary from time to time depending on 
the input amplitude, tending to keep 
each transistor close to cut-off. 

Again, the two coupling capacitors 
C. and Cs happen to be 10 sfd. only 
because the author had a few on hand. 
Anything upwards of 3 or 4 micro- 
farads will do. If any value lower than 
this is used, low-frequency response 
will start to suffer. 

The design of the final stage ampli- 
fier is intentionally conservative, that 
is, under normal operation, there is 
not a chance in the world that the 


transistors will become overheated. 
The reader thus can be assured that 
his investment of ten dollars or more 
for the two final-stage transistors will 
not “go up in smoke” because the 
transistors were operated too close to 
their maximum ratings. Although this 
fact means that less power output is 
obtained, still the output is satisfac- 
tory for most applications and, in fact, 
is more limited by the speaker and its 
enclosure than by the final stage de- 
sign. 


Construction 


Since the transistors and associated 
components don’t require much space, 
the construction of the amplifier is 
more or less that of building a cabinet 
for the speaker used. Details on this 
of course depend on the type and size 
speaker used. The author’s cabinet 
(shown “exploded” in Fig. 3) was 
made out of scraps of cheap white pine 
and plywood to fit an existing eight- 
inch speaker. It was made barely large 
enough to enclose the speaker, as a 
result the acoustics of the instrument 
are not as good as if a larger volume 
of air were backing up the speaker. 
The reader may want to use a com- 
mercially-built speaker enclosure, in 
which case the remarks made here 
about cabinet construction won't 
apply. 

The author’s home-built enclosure 
was tailor-made for the application— 
a simple six-sided rectangular box, 
made to fit the speaker snugly. The 
speaker hole was not cut perfectly 
round, but this fact was hidden by 
covering the entire front panel with 
speaker cloth, instead of only the part 
behind the hole. The side panels and 
the rear board were finished by apply- 
ing Meyercord “plastic veneer.” The 
effects obtained from the “Striped 
Walnut” are quite striking. Of course 
the reader may use whatever “beauty 
treatment” strikes his fancy—paint, 
varnish, stain, or plastic veneer over 
unfinished wood or other types of 
finishes if desired. 

The placement of the electronic 
parts is not at all critical. It is rec- 
ommended that the jack for the mike 
be mounted close to the bottom of the 
case, to prevent a sudden tug on the 
cord from upsetting the amplifier. The 
volume control and the “on-off” switch 
may be mounted anywhere that is con- 
venient. 

The author mounted his batteries by 
chiseling out a depression of the right 
size in one of the side panels, and then 
forcing the batteries into it, and hold- 
ing them in with a rubber band held 
down by thumbtacks. The reader may 
prefer to use a metal clip of some sort 
to hold down the batteries; however, 
the rubber band is simple and (unless 
it breaks under the tension) makes a 
very effective holder. 

The power transistors are bolted di- 
rectly to the speaker frame. This is 
possible because the two collectors of 
the final stage are connected together. 
(The case of each transistor is con- 
nected internally to the collector to 
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provide proper heat sink operation.) 
The speaker frame thus acts as the 
required heat sink. The leads were 
cut to a quarter of an inch and a 
standard subminiature tube socket 
was used. Since the transistor is im- 
mobile, of course, the socket must be 
soldered to three flexible leads. 

The rest of the transistors were also 
mounted by plugging them into stand- 
ard subminiature tube sockets. For the 
three Raytheon transistors, pins 1, 3, 
and 5 were used and for the Sylvania 
2N35 transistor, as for the two power 
transistors, pins 1, 4, and 5 were used. 
The subminiature tube sockets were 
then mounted by bending the two un- 
used terminals to one side, and solder- 
ing them into one lug on a soldering 
strip. The reader may, of course, use 
whatever system he desires for mount- 
ing the sockets, or if he wants may 
solder the transistors directly in place 
in the circuit. 

The input stage should be mounted 
relatively close to the input jack, al- 
though the absence of power-line a.c. 
eliminates the hum problem complete- 
ly. Still there is the possibility of un- 
desirable feedback occurring from out- 
put to input if the input leads “wander 
about” too much. 

Other than these few tips, the con- 
struction of this amplifier should not 
prove very difficult for anyone with 
transistor wiring experience. Not more 
than one or two evenings should have 
to be spent on the electronic construc- 
tion, and probably not much (depend- 
ing on the reader’s carpentry skill) on 
the cabinet. The device is thus a “one- 
week project” for anyone wanting a 
good portable guitar amplifier. 


Performance 


The instruction sheet sent out with 
the Amperite microphone suggests a 
number of possible way to attach the 
mike to guitars, violins, harmonicas, 
pianos, accordians, etc. Two ways were 
tried by the author. In the first, the 
mike was forced under the strings just 
below the bridge (this is not possible 
on all guitars), and in the second the 
mike was held with paper clips to the 
sounding board. If neither of these 
ways works on the reader’s guitar, he 
may be able to use Scotch tape, rub- 
ber bands, etc., to advantage. A little 
experimentation is necessary to deter- 
mine the proper placement. 

After the instrument is made and 
the mike fastened to the guitar, the 
device may sound distorted. In fact, 
the chances are that the amplifier will 
sound distorted, and for a very good 
reason. Present quality control on 
transistors is such that it is impossible 
to obtain two matched units simply by. 
buying two transistors. This is espe- 
cially true of power transistors. The 
2N68 and the 2N95 the reader buys 
may have quite different gains, unless 
the reader is willing to write the 
manufacturer direct and pay extra for 
matched pairs. Since the gain of the 
two sides will, in general, be quite dif- 
ferent, considerable second-order dis- 
tortion is generated. If the reader has 
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access to an oscilloscope and signal 
generator, a sine wave may be inject- 
ed into the amplifier and the output 
waveform viewed. In general, there 
will be a fair amount of distortion. 
Fortunately, however, it is rather easy 
to get rid of the trouble. Resistors Ry 
and Rw are inserted for just this pur- 
pose. 

The effect of these resistors (gener- 
ally one of them will be zero,’and the 
other one anywhere up to a couple of 
thousand ohms) is to cut down the sig- 
nal feeding the side with the higher 
gain, thus equalizing the output from 
both sides. Finding the proper value for 
this resistor is not difficult: if an oscil- 
loscope and signal generator are at 


hand, merely find the size resistor in’ 


either of the two leads which gives the 
best-looking output waveform. If no 
scope is handy, a rough job may be 
done by ear—merely find the value 
which gives the most pleasant output 
sound. The reason the adjustment is 
not critical is that guitar sound waves 
generally have a high content of sec- 
ond and third harmonics in them any- 
way, and so the addition of a few per- 
cent more second order distortion is 
insignificant. Care should be taken in 
construction to make sure that this 
adjustment can be made easily after 
the unit is built. For this reason, the 
leads to the bases of the driver tran- 
sistors, Vs; and V,, should not be buried 
where they are hard to get at. 

Once this adjustment is made, the 
quality of the sound coming from the 
amplifier will probably be limited only 
by the speaker and enclosure. For a 
really portable system, the case will 
be quite small, with a resulting loss of 
fidelity. A compromise between small 
size and good quality must be made by 
the builder. The author’s eight-inch 
speaker and small cabinet may seem 
too large for some readers or it may 
seem too small for others. 

In practice, the noise level is audible 
if the volume is turned up all the way. 
However, when this is done, the device 
has phenomenal sensitivity, picking up 
and amplifying even the tiniest scratch 


Fig. 3. Interior view 
of the amplifier with 
the sides “exploded.” 
Note the two power 
transistors (one almost 
hidden) bolted to the 
loudspeaker frame. 


on the guitar case. At normal playing. 
volumes, noise is no problem. 

Guitarists not used to playing with 
a mike will be surprised at the inad- 
vertent scratching, rubbing, etc., which 
they normally do in the course of play- 
ing, and which will be audible through 
the amplifier. This, of course, is one 
of the drawbacks of this type of elec- 
tric guitar, which amplifies vibrations 
of the sounding board. A little prac- 
tice is necessary to get the best music 
out of the system as a whole. 

All through the article, the author 
has tried to suggest variations which 
can be made on the amplifier, to im- 
prove it from the user’s viewpoint. A 
few other improvements suggest them- 
selves: for example, a handle or carry- 
ing strap would be desirable. An ar- 
rangement for carrying the amplifier 
on the person may be useful in parades, 
or other walking activities. The am- 
plifier could be built in a cardboard 
box to reduce weight or, alternatively, 
a metal cabinet could be used to make 
the unit more rugged. 

The reader may be interested in 
using the amplifier for other purposes 
than just guitar amplification. Other 
musical instruments, of course, can be 
amplified with this device, for exam- 
ple, xylophones, ukeleles, cellos, cer- 
tain drums, mandolins, pianos, banjos, 
etc. Or else, the device could be used 
with the contact microphone as a vi- 
bration tester—completely portable 
and ready for use “in the field.” 

If desired, an output jack may be 
added to allow the amplifier to feed a 
public address system, or to allow the 
output to be viewed on a scope, or fed 
into a tape recorder. The possibilities 
of adapting this amplifier to special 
purposes is, of course, practically un- 
limited. 

But for a simple, all-around port- 
able guitar amplifier, this will do the 
trick. It is lightweight (limited main- 
ly by the cabinet), small, easy to con- 
struct, easy to operate, and adequate- 
sounding. This is about all that can be 
asked of a transistorized guitar am- 
plifier. —30- 
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Over-all view of the author’s home “entertainment center” which includes a TV set 
and bookshelves in addition to the amplifier and speaker enclosure. A grille cloth 
covers front of enclosure and entire unit was painted to match living room decor. 
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By 
ROBERT C. SANFORD 
Asst. Editor, Bell Laboratories Record 


Practical design data on such enclosures is rare—the author 
offers workable information for various sizes of speakers. 


just happen to like good clean bass 

reproduction, the least expensive 
and certainly the simplest type of 
speaker enclosure for home construc- 
tion is a bass-reflex or “phase-invert- 
er” type; all it amounts to is a box 
with a hole in it. Having a fairly good 
15-inch speaker on hand, and being in 
the process of rebuilding a radio-TV- 
phono combination and putting it into 
a new cabinet, the author decided to 
build a bass-reflex. 

With access to one of the best tech- 
nical libraries, it was just a matter of 
looking up the details as to the size, 
shape, and location of the port, and 
the size and shape of the enclosure. 
This beautiful day-dream was quickly 
shattered because, instead, some au- 
thorities treat a bass-reflex as a Helm- 
holtz resonator, some as a special type 
of resonator, and others, not wishing 
to commit themselves, simply ignore it! 

Reputable authorities in the acous- 
tic field as well as several writers of 
magazine articles disagree widely on 
the principles involved, the descriptive 
equations, the equivalent diagrams, 
and even the symbols. Nowhere could 
the author find a simple down-to-earth 
explanation with a workable equation. 
Some of the equations advanced by 
various writers are not even dimen- 
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sionally correct; others, while dimen- 
sionally correct, have no logical basis. 
Most important, they don’t work. After 
pages of “design” information, each ex- 
planation ends up with, “for best per- 
formance, tune the port.” Why bother? 
You might as well build a box, cut a 
hole in it, measure the response, and 
try again until it’s right. 

This is no way to build a speaker 
enclosure. So, with absolutely no 
qualms, the author worked out his 
own explanation, equivalent diagram, 
and equation using his own symbols. 
Undoubtedly they will not agree with 
those of certain authorities but they 
are bound to agree with some of the 
others! The important thing is, the 
equation works. For those who just 
want the facts, Table 1 gives all the 
information; for those who want more 
—read on. 

A loudspeaker, with or without a 


Fig. 1. Measuring loudspeaker resonance. 


HIGH RESISTANCE 
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baffle, is a mechanism that converts 
electrical energy into mechanical mo- 
tion, which in turn is converted into 
acoustic energy. A speaker has quite 
a low impedance; coupled to an output 
amplifier tube through a matching 
transformer, it sees the high plate im- 
pedance of the tube. Thus, a speaker 
is fed from a high-impedance source 
and is essentially a constant-current 
device. To measure the impedance, 
feed the speaker from an audio signal 
generator through a high series re- 
sistance, Fig. 1. With a constant cur- 
rent through it, the voltage measured 
across the speaker will go up or down 
with the impedance. Fig. 2 was plot- 
ted for the author’s speaker, using a 
v.t.v.m. and a b.f.o. output of 10 volts 
through 200 ohms. 

The electrical resistance, inductance, 
and capacitance are of little impor- 
tance at low frequencies; the mass of 
the cone, voice coil, and their supports 
and the compliance of the supports de- 
termine the resonant frequency. One 
other quantity is viscous friction set 
up by the cone moving through the 
air. It is low at low frequencies, in- 
creasing with frequency until the dia- 
phragm circumference approximates 
the wavelength, and then stays nearly 
constant. 

The current is the same throughout 
a series electric circuit and induct- 
ance is the controlling factor because 
it tends to keep the current constant. 
Current through a capacitance can be 
changed at will, so capacitance offers 
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a “compliance” to current. In a series 
mechanical circuit, mass offers resist- 
ance to change in position or motion 
while a restoring element or spring 
supplies compliance. Mass, then, is 
analogous to inductance and compli- 
ance is analogous to capacitance. Vis- 
cous friction is the mechanical ana- 
logue of resistance. 

Fig. 3 shows how these quantities 
are coupled to the electric circuit. The 
voice coil is part of the electric circuit 
and is mechanically coupled to the 
cone and its supports. There is no 
electromagnetic coupling as is shown 
in some equivalent diagrams. At me- 
chanical resonance, the cone excur- 
sions become quite large, indicating 
minimum mechanical impedance, yet 
at the same time the measured elec- 
trical impedance becomes a maximum. 
Why the discrepancy? The answer is 
the voice coil moving in a magnetic 
field. As it moves, it induces a coun- 
ter-e.m.f. in itself, reducing the effec- 
tive applied voltage. This is equivalent 
to raising the voice-coil impedance. 
Minimum mechanical impedance pro- 
duces maximum voice-coil motion and 
therefore maximum electrical im- 
pedance. When mechanical impedances 
are translated into their electrical 
equivalent, they are inverted and re- 
sult in a parallel electrical circuit, 
Fig. 4. The effect of mass is now 
analogous to that of capacitance while 
compliance acts as inductance. 

Another way of looking at it is: with 
a constant current, a higher impedance 
produces a higher voltage and there- 
fore more power is used. More elec- 
tric power means more movement of 
the cone. In either case, higher im- 
pedance goes with more cone move- 
ment so the impedance is a measure 
of the sound pressure output. Whether 
or not a given sound pressure at a 
given frequency is audible is deter- 
mined by your ear. For example, the 
sound pressures at 30 and 120 cycles 
represented by Fig. 2 are about the 
same, yet the 30-cycle note sounds 
much weaker. The idea of a _ bass- 
reflex is to damp the speaker resonant 
peak and boost the frequencies below 
the peak. 

If the speaker is placed in a com- 
pletely enclosed box, the air inside the 
box will act as a spring, tending to re- 
duce the cone movement. This is 
shown in Fig. 3 as an additional series 
compliance. Translated into the elec- 
trical circuit of Fig. 4, it acts as an- 
other inductance in parallel, raising 
the amplitude and frequency of res- 
onance. See Fig. 5. 

If we now cut a hole or port in the 
box, the springiness of the enclosed air 
will be reduced. The mass of air in 
the port acts as a virtual diaphragm; 
this, together with the compliance of 
the enclosure, forms a second tuned 
circuit. The enclosure compliance is 
common to both the speaker and port 
tuned circuits. This time, however, 
the compliance instead of the mass is 
the driving element. There is a time 
lag between motion of the air near the 
speaker and of the air mass in the 
port because of the compliance, or 
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“squeezeability,” of the enclosed air. 
At the port resonant frequency the 
time lag is that of a half wave and 
the virtual diaphragm moves in the 
same direction as the speaker cone. 
This “phase inversion” results in 
sound from the port being in-phase 
with that from the speaker while at 
the same time the speaker is heavily 
damped to reduce its output. 

The effect of the port is equivalent 
to adding mass and viscous friction in 
parallel with C in*Fig. 3 or inductance 
and resistance in series with 1/C in 
Fig. 4. At the frequency where the 
port and compliance resonate, the im- 
pedance across the circuit in Fig. 4 
will be very low. If this is the fre- 
quency at which the speaker resonates, 
the low impedance of the series res- 
onant circuit will shunt that of the 
speaker, holding down its normal res- 
onant impedance rise. 

The resulting curve, Fig. 5, shows 
two smaller peaks, one above and one 
below the speaker resonant frequency. 
The frequency of the dip between the 
two peaks is that of the enclosure and 
port; for a given volume and port 
area, this frequency will be the same 
irrespective of the speaker used. The 
speaker does, however, affect the am- 
plitude at the dip and the amplitude 
and frequency of the two peaks. Above 
resonance the speaker-tuned circuit is 
capacitive, Fig. 4, while the port-tuned 
circuit is inductive. As the frequency 
is lowered, the reactances approach 
each other in value and eventually be- 
come equal; this produces the upper 
peak. Below this, the shunting effect 
of the port-tuned circuit predominates 
and causes the dip. At still lower fre- 
quencies, the reactances of the two 
tuned circuits are reversed, producing 
the lower peak. It is this lower peak 
that extends the low-frequency range. 
The small peak at the bottom of the 
dip is the result of placing the speaker 
and port as far apart as possible. It 
is a form of overcoupling of the tuned 
circuits. 

Apparently, a complete mathemati- 
cal description of the impedance of a 
speaker system involves Bessel func- 
tions of the first and second kind. 
However, over the frequency range to 
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Fig. 2. Voltage measured across voice coil 
when the speaker is fed as shown in Fig. 1. 
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Fig. 5. Composite curves of the system. 


be considered, the impedance approxi- 
mates that of a simple resonant cir- 
cuit. No matter how it is produced, 
resonance always occurs when two 
elements provide equal amounts of 
opposing types of reactances. For a 


Table 1. Basic formulas for determining cabinet dimensions and sizes of port areas. 


Fs=Apc above 27R/\ = 1 
Xms=A d pew 
Xcs =A? p c?/Vw 


All values in mechanical ohms where A is the port area and R is the equiv- 
alent radius / A/z, bothin square meters. p is the air density in kilo- 
grams-per-cubic meter; c is the velocity of sound in meters-per-second; V 
is the enclosure volume in cubic meters; w is 2rf; and d is the thickness of 
the enclosure wall at the port in meters. 
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speaker system, the reactances can be 
expressed in three different units: 
electrical ohms, mechanical ohms, or 
acoustic ohms. The author chose to 
work with mechanical ohms because 
dimensionally they are easiest to 
handle. 

Using dimensional analysis and com- 
mon sense, the author came up with 
values for the viscous friction, mass 
reactance, and springiness (reciprocal 
of compliance) reactance in mechan- 
ical ohms that agreed with most of 
the texts. Setting the reactances 
equal, the equation for resonance was 
derived: 


f = (c/27) vV A/dV 
or, in a more familiar form: 


f=1/(2rv Ac’/dV) 


where A is the port area, V is the en- 
closure volume, d is the thickness of 
the enclosure wall at the port, and c 
is the velocity of sound. 

But, this is the equation most au- 
thorities give for a Helmholtz res- 
onator! Such a resonator is usually 
spherical so that no two surfaces are 
parallel, the inside surfaces are 
smooth, and the largest dimension of 
the port is considerably less than the 
smallest dimension of the enclosure. 
The dimension d usually refers to the 
length of a small tube extending from 
the resonator and forming the port. 
All these criteria are disregarded in 
a conventional bass-reflex, so it cannot 
be a typical Helmholtz resonator. Be- 
sides, the equation doesn’t work for 
practical enclosures. 

What to do? Further reading 
brought to light the fact that. a res- 
onant column such as an open-ended 
organ pipe is slightly shorter than the 
sound wave produced. The length must 
be modified by an “end correction.” If 
the pipe is open on both ends, the end 
correction must be doubled. The value 
of the end correction varies according 
to how the pipe is terminated, but for 
a pipe ending in an infinite baffle 
(flanged pipe) it is considered by most 
authorities to be 0.85 times the ra- 
dius; for both ends, this becomes 1.7 
times the radius. Since the wall thick- 
ness of a bass-reflex enclosure corre- 
sponds to the length of the exit tube 
of a Helmholtz resonator, it was as- 


sumed that a “finagle factor’ was 
needed. 

The thickness now becomes d’=d 
+1.7R where R is the equivalent ra- 
dius of the port area, or VA/7. Un- 
fortunately, the calculated frequency 
does not agree with that measured 
for an actual enclosure. Some port 
areas were tried as were the values of 
areas and resulting frequencies from 
published articles. Something was still 
wrong with the equation: 

Considerable thought went into the 
problem and it was finally decided that 
the end correction was too small. The 
value for a pipe presupposes that the 
radius will be small in comparison 
with the length. If the pipe is short- 
ened almost to nothing, certainly to 
less than the radius, the end correc- 
tion becomes the major factor. What 
would be the limiting value? Assum- 
ing the thickness to be negligible, it 
seemed logical that the maximum 
value of the end correction should be 
1.0, or equal to the radius. Since both 
sides of the port have to be considered, 
the “finagle factor” should be 2.0. The 
enclosure that resulted is shown in 
the photograph, page 46. The port 
area is 50 square inches; checking 
back from the measured curve, this 
gives a “finagle factor” of 1.96, ap- 
proximating the value of 2.0, well 
within the accuracy of the measuring 
equipment. The final equation is: 


f=54.74/ A/V(d + 1.13 A) 
with all dimensions in meters. 

Since the cabinet had already been 
constructed, finding the proper port 
area was next. As can be seen from 
the equation, the lower the frequency 
of resonance, the larger the volume or 
the smaller the port. The port size 
affects the “Q” of the port-tuned cir- 
cuit but not in any easily determined 
way. The “Q,” in turn, affects the 
amplitude at the dip and the ampli- 
tude and frequency of the peaks. A 
generally accepted rule is that the 
port area should be nearly the same 
as that of the speaker. This is OK for 
small speakers but the enclosure gets 
unwieldy for large speakers because 
as the port area goes up, the enclosure 
volume must also go up to maintain 
the same resonant frequency. A good 
rule to follow is to make the port area 


Table 2. Approximate dimensions calculated for a few of the more popular speaker 
sizes. As mentioned in text, no allowance was made for thickness of cabinet wall. 


SPEAKER A (square inches) 
6” 19.65 
if 33.25 
10” 51.50 
12” 78.50 
15” 123.00 
FREQ. VOLUME (in cubic feet) 

(cps) 6-INCH 8-INCH 10-INCH 12-INCH 15-INCH 
50 4.201 5.365 6.800 8.380 10.520 
60 2.911 3.805 4.720 5.815 7.160 
70 2.140 2.796 3.468 4.272 5.360 
80 1.640 2.140 2.660 3.270 4.110 
90 1.290 1.690 2.097 2.585 3.245 

100 1.050 1.370 1.702 2.095 2.630 


A, in square inches, equal to the 
speaker resonant frequency when the 
speaker area, in square inches, is 
greater than the resonant frequency. 
Ordinarily, the best procedure is to 
buy the speaker you want, decide on 
the value of A, and then find the 
volume required. Once the volume is 
known, you can decide on the shape 
of the enclosure to fit your needs. In 
finding A, use the active speaker area. 
This is the area out to, but not includ- 
ing, the first corrugation at the cone 
edge. The author’s 15-inch speaker has 
an active diameter of only 12.5 inches. 
Once the port area is determined, the 
required volume can be found by: 


V = 2992A/f2(d + 1.13¥ A) 
again with all dimensions in meters. 

Just a note at this point. The vol- 
umes of the enclosures discussed have 
been calculated from chosen values 
of port areas. In order that the port 
areas would be the same as speaker 
areas, typical values of active cone 
diameters were selected for several 
sizes of speakers.and the active cone 
areas calculated. 

Since speakers vary widely in con- 
struction, the active diameters and 
hence the calculations are only ap- 
proximate. Moreover, all the data in 
Table 2 was calculated using a value 
of zero for the diameter, the thickness 
of the cabinet wall. From the equation 
for volume it is obvious that the 
thicker the cabinet wall, the smaller 
will be the volume required. 

While the data given in the table is 
a close approximation of the correct 
volumes, it is not a substitute for indi- 
vidual calculations. Each particular 
speaker and enclosure must be calcu- 
lated individually. 

Because the author’s enclosure is 
part of a TV set and bookcase com- 
bination, %-inch plywood was used to 
keep the weight down. Three-quarter- 
inch or one-inch plywood is preferable. 
The builder’s enclosure should be rec- 
tangular with at least one long front 
dimension. Don’t make the depth too 
shallow, but try to avoid having any 
two dimensions the same. The author’s 
is 20 x 22 x 30 inches inside. Use both 
glue and screws to put it together. 
Internal braces should be placed diag- 
onally across each surface to reduce 
vibration. 

The speaker and port should be 
at the ends of the long side, and it 
doesn’t matter whether the enclosure 
is upright or on its side. If it is up- 
right, move the port up from the floor 
a few inches. Don’t use a shelf inside 
because this divides the volume into 
two acoustically-coupled resonators 
and will necessitate a return to cut- 
and-try methods to determine the 
shelf and port size. To avoid unwanted 
box resonance from the parallel sur- 
faces, line the inside with some soft 
sound-absorbing material. The author 
used cotton because it is cheap and 
light, but better materials are availa- 
ble. Finally, don’t forget to subtract 
the volume occupied by the speaker, 
braces, and soundproofing. 
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The Admiral radio with the “Sun 

Power Pak” is shown here. 32 
silicon cells comprise the power 
pack which is shown in the small 
zippered case jon the right. 


The world's first commercial sun-powered radio is also 


completely transistorized and will work off 6 drycells. 


18 months of research and devel- 

opment work, the Admiral Cor- 
poration recently introduced’ the 
world’s first sun-powered tubeless ra- 
dio designed for the consumer market. 
The silicon solar battery used to pow- 
er the new radio is the first such de- 
vice designed to convert’ useful 
amounts of the sun’s energy directly 
and effectively into electricity for ra- 
dio. The transistor radio itself with- 
out the sun power pack retails for 
$59.95. The sun power pack is priced 
at $175.00. 

The Admiral set contains six transis- 
tors in place of vacuum tubes. The 
“Sun Power Pak,” as an optional ac- 
cessory, plugs into the back of the un- 
breakable cabinet, cuts out the con- 
ventional batteries, and converts the 
sun’s rays instantaneously into elec- 
trical energy. The unit is so sensitive 
that it can also operate satisfactorily 
on overcast days. 

The solar battery consists of 32 in- 
dividual quarter sections of silicon so- 
lar cells, each of which can convert 
sunlight into electrical power with a 
much higher efficiency than has been 
achieved with any previous photo- 
voltaic device. The silicon battery 
converts more than 15 per-cent of the 
energy it receives from the sun di- 
rectly into electrical power. The solar 
cells are made from pure silicon which 
has first been treated with a small 
amount of an impurity so that it be- 
comes “n’’, or negative, conductive ma- 
terial. It is then subjected to a gas- 
cous atmosphere so that a controlled 
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Mis mone the culmination of over 


amount of “p’”, or positive conductive 


impurity, will diffuse into a very shal- 
low layer (1/10,000th inch in depth) 
on the surface of the crystal. This 
process results in a “p-n” junction 
which is very sensitive to light. Pho- 
tons of light energy, striking the sur 
face of the silicon crystal, split off an 
electron from its normal position in 
the crystal lattice, leaving a positively 
charged “hole” or vacuum space. Both 
the electron and the “hole’’ will then 
be available for the conduction of 
electricity. 

The solar cells in the power pack 
are encased in a block of clear plastic 
with a silicon oil center. The block 
measures approximately 6 inches long, 
4 inches wide, and % inch thick. The 
plastic covering and oil center allow 
the best focusing of solar energy on 
the surface of the silicon cells. 

The 32 cells are series connected to 
deliver a total of 9 volts at 15 milli- 
amperes. Each quarter cell is capable 
of delivering 4.5 milliwatts of power. 
The solar cells are most efficient when 
exposed to light of the upper spectral 
region ranging from red ‘to infrared. 
For demonstration purposes, the “Sun 
Power Pak” can be activated equally 
well by an artificial source of light 
such as an electric bulb or an infrared 
lamp. The unit can operate over a 
wide range of temperatures from 185 
degrees Fahrenheit to minus 60 de- 
grees Fahrenheit. It is protected from 
shock damage by the silicon oil center 
and strong plastic outer shell. 

Although silicon is one of the most 
abundant elements on earth, being 


Sun-Powere 
Radio 


found everywhere in sand, pure silicon 
is very scarce and presently costs over 
$300 a pound. The solution to the 
present high price depends on the abil- 
ity of metallurgists to find a better 
and less costly refining method. Solar 
batteries are expected to cost consid- 
erably less after producers effect 
manufacturing efficiencies and get into 
mass production. 

The transistor radio itself contains 
six transistors, plus one detector and 
one a.g.c. crystal diode. It has a maxi- 
mum power output of 250 milliwatts, 
with a sensitivity of 175 microvolts. 

Without the “Sun Power Pak,” the 
Admiral tubeless radio can be oper- 
ated by six ordinary flashlight bat- 
teries costing less than one dollar. 
Since the set requires less than 1/10th 
the power consumed by a conventional 
portable radio, the flashlight batteries 
will last from 700 to 1000 hours before 
requiring replacement. 

Printed wiring is used throughout 
the chassis of this set. Another fea- 
ture is the rotatable antenna which 
pops up under the handle at the touch 
of a button and may be oriented for 
best reception. This allows the radio 
itself with its speaker to be in a fixed 
position, facing the listener. —30- 
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This is the portable radio season and you can keep them 


operating if you keep up-to-date on the latest techniques. 


require some special servicing 

techniques because of their com- 
pact design and some of the recent de- 
velopments they incorporate. High 
“Q” antennas have replaced the more 
cumbersome loops of the earlier mod- 
els, and dry rectifiers have almost 
completely superseded tubes. Transis- 
torized models are appearing in in- 
creasing numbers and some of their 
troubles are the same as those en- 
countered in the tube types treated 
here. 


Mp secure three-way portable radios 


Oscillator Failure 


Portables, either straight battery or 
three-way, suffer oscillator failure fre- 
quently. The most usual symptom is 
a set that sounds alive but offers no 
reception. Touching the stator of the 
tuning capacitor r.f. or oscillator sec- 
tion produces a click in the speaker 
and noise comes through, but alas, no 
signals from stations. Several faults 
in the oscillator circuit will cause this 
condition, refer to Fig. 1. 

Such sets almost invariably employ 
a type 1R5, or equivalent, as a con- 
verter. This tube is extremely critical 
as to its screen voltage and will tol- 
erate only about a 15% drop. In the 
circuit illustrated, the tolerance is 
about 5 to 6 volts below the nominal 
38 volts with fresh batteries, or nor- 
mal power line operation. All voltages 
in this circuit should be checked with 
a high-resistance voltmeter. 

The type 1R5 is equally critical with 
respect to its filament voltage, or even 
more so. Normally, it is run at 1.5 
volts or a trifle under for long tube 


life, not less than 1.25 volts, however, 
for stable oscillator operation. The 
tube will perform as a mixer and the 
if. tubes will function in such sets 
with a filament voltage as low as 1 
volt. But for the oscillator, instability 
and erratic operation sets in when the 
filament receives about 1.15 to 1.2 
volts, depending on the applied screen 
and plate voltages. 

Measurement of the filament, screen, 
and plate voltages is the first step 
whenever oscillator failure occurs. To 
correct for insufficient supply voltages, 
check the power supply. Pay particu- 
lar attention to the screen dropping 
resistor (Rz in Fig. 1), and screen by- 
pass capacitor (C;). Test the latter by 
shunting with a capacitor known to be 
good. (The test capacitor may be as 
high as .05 ufd.). 


Fig. 1. Partial schematic diagram of a 
Motorola HS-454 3-way portable showing 
the converter stage. Note the “gimmick.” 


By JAMES A. McROBERTS 


In addition to the screen bypass 
capacitor, test the power supply filter 
capacitors (Ces and Cu in Fig. 1). 

Another frequent source of oscillator 
failure in many of the modern oscilla- 
tor circuits is the “gimmick” coupling 
capacitor. The trouble is always too 
little capacity between the “gimmick” 
and the oscillator coil (across termi- 
nals 1 and 3 in Fig. 1). The remedy is 
to insert a fixed capacitor between the 
two. terminals as indicated by C,. in 
Fig. 1. The added capacitor may be 
about 25 upfd. 

It may be preferable to cut out the 
“gimmick” by breaking the coil lead 
with a penknife and using a 47 upfd. 
or slightly larger fixed capacitor in its 
place. There is no chance that the 
“gimmick” can change its value again 
after this is done. Instead of a fixed 
capacity, a variable trimmer ranging 
from about 3 to 80 uufd. may be used. 
Fig. 2 shows such a trimmer across 
terminals 1 and 3 of the oscillator coil. 
Adjust the trimmer screw until the 
oscillator starts working and then turn 
in the screw (increasing capacity) 
about a turn and a half. More capacity 
must be provided than just enough for 
the oscillator to start. 

Another reason for removing the 
“gimmick” completely after inserting 
a conventional capacitor is that the 
“gimmick’s” additional capacity may 
cause the oscillator to “squeg.” This 
occurs if the grid capacitor or grid 
leak resistor is too large. (The grid 
leak resistor can be checked with an 
ohmmeter. If it is considerably larger 
than the schematic demands, replace 
the resistor.) 

If a bypass capacitor is used from 
the filament of the oscillator tube to 
chassis or “B—,” as shown in the os- 
cillator circuit of Fig. 3, it can cause 
erratic oscillation. This is Cu, .05 ufd. 
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Try shunting it if oscillation is er- 
ratic. If it is replaced, be certain to 
remove the old capacitor. 


“Loopsticks” 


The trend has grown to the use of 
ferrite-core “Loopsticks” as a substi- 
tute for air-core loop antennas. The 
modern “Loopstick” is far more sensi- 
tive and selective due to its higher 
“Q.” However, in a set using a “Loop- 
stick,” more care must be exercised 
in the tuning of the r.f. trimmer than 
was required for the air-core loop an- 
tenna with its broad response. For 
this reason, use care in replacing the 
leads to the antenna so that they 
maintain the same dress as before. 
Check the r.f. trimmer adjustment at 
about 1400 or 1500 kc. after any work 
on a chassis using a “Loopstick.” 

Particular attention should be given 
to mounting a ‘“‘Loopstick” when it re- 
places a conventional loop—a desirable 
and feasible job when an older model 
portable is being serviced. The “Loop- 
stick” should not come closer than an 
inch to any metal object. Mount the 
“Loopstick” so that it cannot wobble 
or shake; this causes “fluttering” as 
the set is carried or moved. This rigid- 
ity also applies to the leads from the 
“Loopstick” to ground and to the r.f. 
stator plate of the tuning capacitor. 

Portables already equipped with fer- 
rite-core loop antennas may give trou- 
ble due to the fact that this antenna 
may have too much minimum capacity 
for the circuit. This is particularly 
true of the long slender type of an- 
tenna shown in Fig. 4. This antenna 
stick was removed to service a com- 
plaint of poor high-frequency response. 
Some wire was removed, and the turns 
were spaced farther apart lowering 
the self capacity of the coil. In addi- 
tion, the wire shown running along the 
coil was dressed away from the coil. 
These modifications and dressing the 
leads away from metal, particular- 
ly the lead to the stator plate of the 


variable capacitor, enabled the set to 
tune nicely to 1650 kc., above the high 
frequency end of the broadcast band. 

Optimum spacing of the turns in an 


. antenna for minimum self capacity is 


about the width of a turn. This spac- 
ing is most important at the “hot” end 
of the coil, i.e., the end that is con- 
nected to the stator plates. Do not dis- 
turb any turns under the coupling coil 
if the portable uses a transistor oscil- 
lator since the low impedance input 
must be maintained. 

When installing a “Loopstick,” see 
that it is not shielded by metal. This 
includes the chassis frame, the speak- 
er, and the batteries. The antenna 
should have as much clearance from 
metal objects as possible along its axis 
(length). 

Fig. 5 shows a “Loopstick” with an 
adjustable core. The core is a ferrite 
slug for tuning the ‘“Loopstick.” The 
preferred frequency at which to ad- 
just the slug core is about 900 kc. The 
slug should be adjusted so that recep- 
tion sensitivity is about the same at 
600 ke. as at 1000 kc. in those sets not 
equipped with an r.f. padder—and few 
are! Adjust the high-frequency trim- 
mer on the gang capacitor in a man- 
ner similar to oscillator alignment, 
i.e., tune the low frequency padder or 
slug, then the high, then readjust the 
low, then back to high, repeating the 
cycle until the best results are ob- 
tained. Always stop with a high fre- 
quency adjustment. In no case should 
the oscillator trimmer be adjusted. 

An alternative to the preceding 
method for tuning the r.f. precisely is 
to bend the end plate sections of the 
ganged tuning capacitor. This can 
often help appreciably at the high fre- 
quency end when the desired mini- 
mum capacity is difficult to obtain. 


Power Supply Troubles 


During power line operation, the fil- 
ament supply of a three-way portable 
(Continued on page 86) 


Fig. 4. Ferrite core coil used with a transistor set. Note 
low-impedance coupling coil—do not disturb turns under it. 
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Fig. 2. Shown here is the addition of a 


trimmer capacitor to an oscillator coil 
to replace the “gimmick” which was for- 
merly used for grid coupling. See text. 
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Fig. 3. Oscillator circuit of the Emer- 
son model 830B portable. Note that the 
a.v.c. is applied to the frame of the 
variable capacitor: accidental applica- 
tion of a positive voltage to the frame 
makes the oscillator behave erratically. 


Fig. 5. Adjustable “Loopstick” shown with 
a mounting bracket to replace an air loop. 
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A Portable 


Fig. 1. The complete ultrasonic protection system can be housed 
in a compact, portable p.a. system type carrying case. The unit 
at the right is the portion of system installed at guard’s station. 


Details on a compact and foolproof unit which can be 
installed by a novice and used by untrained personnel. 


OST intruder protection systems, 
M whether of the photocell type, the 

foil and door contact type, or of 
the capacitance type, require consid- 
erable installation time. To properly 
protect a room might require hours, or 
even days, of careful installation and 
wiring by a crew of skilled men. Under 
such conditions, it is naturally imprac- 
tical to install a system to protect a 
specific area for only one night or one 
week. 

However, a complete protection sys- 
tem can be contained in an amplifier 
carrying case which can be transport- 
ed by one man. The component units 
comprising the system are shown in 
Fig. 1. 

The system shown in the photo may 
be installed by an unskilled man and 
may be used to protect a room up 
to 20,000 cubic feet capacity, with the 
total installation time seldom exceed- 
ing a half-hour! In addition, in con- 
trast with many systems where much 
of the material used is irrecoverable, 
the complete system can be salvaged 
and re-used as often as desired. 

Thus, for the first time, it becomes 
feasible to protect a room for a single 
night (although the system may be left 
in place for semi-permanent protection 
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running into weeks or months, if de- 
sired). Applications are numerous. It 
may be used to protect a conference 
room during a period of classified con- 
ferences, may be used to protect a dis- 
play room temporarily during showings 
of expensive jewels or furs, may be 
used to protect a drafting room during 
the preparation of classified drawings 
or sketches, in short, in any application 
requiring the maximum in protection 
“on a moment’s notice’ and without 
the need for a permanent installation. 

In addition, as we shall see, protec- 
tion is achieved within the entire area 
of the room, not just around the doors 
and windows. Thus, it is impossible for 
a potential thief or agent to secrete 
himself within the protected area dur- 
ing unprotected hours, and then to 
gain access to either material or in- 
formation while the room is under pro- 
tection. A body moving anywhere with- 
in the protected area is immediately 
detected and an alarm given at the re- 
mote guard location. 


Units in System 
The complete system consists of four 
individual units, as shown in Fig. 1. 


All are contained within the carry- 
ing case as shown with two of the 
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System 
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units mounted permanently within the 
“halves” of the case. 

An ultrasonic transmitting trans- 
ducer pan is mounted in one half of 
the case, while a similar receiving pan 
is mounted in the other half of the car- 
rying case, in the positions normally 
occupied by loudspeakers. 

All the electronic circuits necessary 
to the operation of the system are con- 
tained in the amplifier foundation 
shown at the left in Fig. 1, while the 
remote “guard panel” is shown at the 
right. 

The four units comprising the sys- 
tem can be interconnected easily and 
quickly by means of plug-in cables, so 
designed that no error can be made in 
connecting the units, even by an inex- 
perienced man. 

In the view of the guard panel 
shown in Fig. 1 (right), all the con- 
trols used by the guard in supervising 
and operating the system are easily 
identifiable in this illustration. 


Principle of Operation 


The protected room is literally filled 
with ultrasonic vibrations emanating 
from the transmitting transducer pan. 
The frequency of operation is approxi- 
mately 19 kc., well above the audible 
range. At this frequency, the wave- 
length is a fraction of an inch so that 
every surface in the room acts as a 
reflector. The multiple reflections thus 
formed actually fill every “nook and 
cranny” in the room. 

These ultrasonic vibrations are, in 
turn, detected by the receiving pan and 
the frequency of the received signals 


RADIO & TELEVISION NEWS 


comfy 
mitte 
As 
same 
case 
is gi 
body 
ever, 
occul 
ceive 
as th 
differ 
an al 
In 
set sc 
wher 
give ; 


conne¢ 
chassi 

A s 
energy} 
throus 

Ultr 
tected 
or “pi 
trical 
the sh 


Fig. 2. 


i 

| 

| 

| 

| 

a 
— 
| 


Ri, Rn 
Re, Rs, 
Rs, R2, 
Ri—10¢ 
Re—1 
Rs, Ro, 
Ris, Ri 
Ris—4. 
Rat, Re; 


Res—1 


July, 15 


compared with those of the trans- 
mitted signals. 

As long as the two signals have the 
same frequency, as will always be the 
case under normal operation, no alarm 
is given. Should there be a moving 
body within the protected area, how- 
ever, a Doppler shift in frequency will 
occur, and the frequency of the re- 
ceived signal will no longer be the same 
as that of the transmitted signal. The 
difference in frequency is detected and 
an alarm given. 

In practice, the sensitivity can be 
set so that even “waving a hand” any- 
where within the protected room will 
give an alarm. 


Circuit Description 


The complete schematic diagram of 
the electronic circuits necessary for the 
operation of the system is given in Fig. 
2. The power supply circuit is not 
shown, since a conventional supply 
using RC filtering and full-wave recti- 
fication is employed. 

Ultrasonic signals are generated by 
the series-fed Hartley oscillator Vi. 
These signals are applied to the trans- 
mitting transducer by coupling direct- 
ly to the oscillator transformer T: by 
means of a secondary winding on the 
transformer. Low impedances are used 
to minimize loss over the shielded cable 
connecting the transmitter to the main 
chassis. 

A small portion of the ultrasonic 
energy is coupled to a diode mixer 
through capacitor C1. 

Ultrasonic energy within the pro- 
tected area is detected by the receiving 
or “pick-up” transducer and the elec- 
trical signals thus produced fed to 
the shielded input transformer T;. The 


higher amplitude signals appearing 
across the secondary are applied to the 
grid of resistance-coupled amplifier V3. 

V: is a two-stage resistance-coupled 
amplifier with signals appearing across 
R; being applied through C; to the grid 
of the second stage. Res is used as a 
sensitivity control, as we shall see 
later, but is relatively ineffective at the 
19 ke. signal level due to the bypass 
action of Cs. 

Further amplification of the ultra- 
sonic signal occurs in the second stage, 
with the amplified signal appearing 
across Rs. 

R;-C, and R;-C provide the conven- 
tional cathode bias for the amplifier 
stages, while R,.-C, provides plate de- 
coupling for these two stages. 

The ultrasonic (19 kc.) signals are 
not applied to Vs because R:-C:s; form 
a low-pass filter. Rather, these signals 
are applied through C. to a high-pass 
filter consisting of Cs, Rs, Cz, Ri, Co, 
and Ru. Finally, the picked-up ultra- 
sonic signals are mixed with the signal 
obtained from the oscillator (through 
Cw) by the diode mixer in V,. 

As long as the picked-up ultrasonic 
signal and the locally generated signal 
have the same frequency, no beat note 
is produced by this mixing action. 

Should there be a moving body with- 
in the protected area, however, a Dop- 
pler shift in frequency will occur and 
the picked-up signal will no longer be 
the same as the transmitted signal. 
Under these conditions, a beat note, 
consisting of both sum and difference 
frequencies, will occur due to the mix- 
ing action of the diode in V:. The dif- 
ference is generally less than 100 cps. 

The difference signal is applied 
through a low-pass filter network con- 


sisting of Ris, Cw, Ru, and Cu, through 
capacitor Cz where it appears across 
R:. The low-pass filter eliminates any 
Possibility of either the 19 ke. signals 
or the sum frequency signals being ap- 
plied over this path. 

Thus, the low frequency (less than 
100 cps) as well as the high frequency 
(19 ke.) signals are both amplified by 
the two-stage resistance-coupled am- 
plifier V:. The “sensitivity control,” Re 
is effective only as far as the low-fre- 
quency signals are concerned, however 
(except when near the ground end of 
its travel). Using a tube or stage to 
provide two functions, as in this man- 
ner, is known as “reflexing.” (Note: 
“Reflexing” used to be quite popular in 
the design of receiver circuits, and is 
still used extensively in European de- 
sign.) 

Amplified low-frequency signals ap- 
pearing across R;s can be applied 
through Rs and Cy, to the grid of one- 
half of Vs. Further amplification takes 
place in this stage, with the amplified 
signal appearing across Rie. Ri-C1s pro- 
vide conventional cathode bias for this 
stage. 

The signals across Ris are applied 
through C;. to the small selenium rec- 
tifier SR:, where a bias proportional to 
the amplitude of the low-frequency 
signals is developed, appearing across 
Ro. 

Rw-Cis provide filtering so that pure 
d.c. is applied to the grid of the sec- 
ond half of Vs. In addition, the time 
constant of Ri-C1s is such that there is 
a slight delay both in the application 
and the removal of the bias developed 
in this manner. 

The second half of Vs serves as the 
“alarm relay” control tube. Under nor- 


Fig. 2. Schematic diagram of the transmitting and receiving transducers. A conventional power supply is required but not shown. 
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Ri, Rn, Ris, Ris, Reo—1 megohm, 2 w. res. 
Rz, Rs, Rise—250,000 ohm, 2 ». res. 

Rs, Rz, Rix—5000 ohm, 2 »w. res. 
Ri—100,000 ohm, 2 ». res. 

Re—1 megohm pot (“Sensitivity”) 

Rs, Ro, Rw, Rir—500,000 ohm, Y2 w. res. 
Ris, R1j—200,000 ohm, 2 ». res. 

Ris—4.7 megohm, 2 w. res. 

R21, Rez—20,000 ohm, 1/2 w. res 

Res—1 megohm pot (“Eye Sensitivity”) 


C1, Cs, Cs, C7, Co—S500 pufd. mica capacitor 

Ce, Cr, Cus, Crr—10 ufd., 25 v. elec. capacitor 

Cs, Cro, Cy, Co2-—.01 pfd., 600 v. dise ceramic 
capacitor 

Ci—10 yufd., 250 v. elec. capacitor 

Cs, Cus, Crx—.1 ufd., 600 v. capacitor 

Cu—.05 yfd., 600 v. capacitor 

Cis—.02 yfd., 600 v. capacitor 

Cw—10 pyufd. mica capacitor 

Ceo—.0025 pfd. mica capacitor 

Czr—.001 yfd. mica capacitor 


Tr—Special input transformer (see text) 

T:—Special oscillator-output transformer (see 
text) 

SR:—Small selenium rectifier (see text) 

RL:—Sensitive relay (see text) 

Motor—Small 6-volt (a.c.) test motor (in- 
stalled in transmitter “pan” ) 

V1, Vs—6SL7 tube 

V:i—6ES tube (tuning eye) 

V;—7E6 tube 
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Fig. 3. Schematic representation of trans- 
ducer pan. See text for full explanation. 


mal operation relay RL: is kept closed 
by the plate current of this tube. Suffi- 
cient plate current to keep the relay 
closed is assured by the slight positive 
bias obtained across R:; and applied 
through R:; to the grid of the control 
tube. Capacitor C,; is used to prevent 
relay “chatter.” 

When a low-frequency beat note sig- 
nal is produced by movement within 
the protected area, the bias developed 
across R» cancels the small positive 
bias applied to the grid of the relay 
control tube, permitting the relay to 
drop out, and thus initiating an alarm. 

The design is thus self-supervising. 
Should V; burn out, or the relay con- 
trol open, or the power supply fail, or 
an attempt made to switch the pro- 
tection system “off,” RL: will drop out, 
giving an alarm. 

Tuning-eye tube, V2, is connected to 
the grid of the relay control tube and 
thus acts to monitor the voltage ap- 
plied to the grid. Used in this fashion, 
it permits adjusting the sensitivity of 
the system to the desired point when 
making an initial installation, without 
need for connecting the remote guard 
panel. 

C. acts to bypass a.c. signals to pre- 
vent their application to V2. Rs is used 
to adjust the voltage on V2 and thus 
serves both as an “eye sensitivity” and 
“eye brightness” control. This adjust- 
ment is made during the initial assem- 
bly of the system and need not be re- 
peated as installations are made. The 
system “sensitivity control,” on the 
other hand, is adjusted for each instal- 
lation. 


Transducer Operation 


The receiving transducer consists of 
a pair of nickel magnetostriction rods 
mounted on a cylindrical aluminum 


pan approximately 6%” in diameter 
and 2” deep. A coil of fine enameled 
wire is wound directly on the rods. 
Coupling between the magnetostriction 
rods and the front of the pan is ac- 
complished by means of small metal 
brackets, designed to be a quarter 
wavelength long (mechanical) at the 
frequencies involved, and thus to give 
a good impedance match. 

The schematic representation of the 
transducer pan is given in Fig. 3, with 
the magnetostriction rods shown dot- 
ted. 

The transmitting transducer is sim- 
ilar, except that a double pair of mag- 
netostriction rods are used. The pan 
itself is the same size. 

In operation, ultrasonic electrical en- 
ergy applied to the coil of the trans- 
mitting transducer changes the mag- 
netization of the nickel rod, causing 
minute changes in the length of the 
rod. These mechanical changes are, in 
turn, transmitted to the face of the 
pan by means of the quarter wave- 
length brackets. From here the pan 
face vibrations are changed into ultra- 
sonic vibrations in air. 

At the receiving transducer, the op- 
eration is just the opposite. Ultrasonic 
vibrations striking the face of the pan 
are transmitted as mechanical vibra- 
tions to the magnetostriction rod. 
Changes in the length of the rod cause 
changes in the magnetization which, in 
turn, result in flux linkages producing 
an electrical ultrasonic signal in the 
coil wound on the rods. 

To increase the efficiency of opera- 
tion, the nickel rods are given a per- 
manent magnetization “charge.” 


The Guard Panel 


The guard panel is used to give a re- 
mote indication of conditions within 
the protected area and, as we shall see 
later, also to provide means of re- 
motely testing the operation and effi- 
ciency of the entire system. An ex- 
terior view of the guard panel is given 
in Fig. 1, while the complete schematic 
diagram of this portion of the system 
is shown in Fig. 4. 

Referring back to the schematic dia- 
gram of the main chassis, given in Fig. 
2, we see that when relay RL: is closed, 
6.3 volts (a.c.) is applied between the 
“alarm” line and earth ground. This 
voltage is obtained from the filament 
winding of the power transformer in 
the main chassis. This is the condition 
for normal operation. Should an alarm 


Fig. 4. Schematic and parts list covering the “guard panel” position of system. 
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R2i—2200 ohm, 2 w. res. 

SRz—Small instrument rectifier (see text) 

RL2—Sensitive relay (see text) 

T:s—6.3 v., 3 amp. filament trans. 

S:—Momentary contact push-button switch 
(“Reset’’) 

S:—S.p.d.t. toggle switch (“Oscillator off’ or 
“Buzzer silence” 

Ss—S.p.s.t. push-button switch (“Test’’) 

Si—S.p.s.t lock switch (“Power’’ ) 

PL:—Amber pilot lamp (“Test”) 

PL:—Green pilot lamp (“Monitor”) 

PLs—Red pilot lamp (“Warning’’) 

B—Alarm buzzer or bell 


occur, RL, opens, removing this volt- 
age from the line. The voltage will 
also be removed should the power 
source at the main chassis fail, or 
should someone cut or short the alarm 
line. Thus, the line between the guard 
panel and the main chassis is, itself, 
supervised against tampering. 

At the guard panel (Fig. 4), the 6 
volt a.c. signal obtained from the alarm 
line is applied to a small bridge recti- 
fier (standard instrument rectifier). 
The d.c. thus obtained is applied 
through Rw to the guard panel alarm 
relay RL. and holds this relay ener- 
gized. 

Rs is chosen so that the current nor- 
mally flowing through the relay coil is 
sufficient to hold the relay closed, but 
not sufficient to energize it, once 
opened. This resistor can be shorted 
by push-button switch S;, which acts as 
a “push-to-reset” switch. This makes 
it necessary for the guard to go to the 
panel and push the reset switch when- 
ever an alarm occurs, thus preventing 
a lazy guard from ignoring the alarm. 

While RL: is closed, 6 volts, obtained 
from transformer 7’, is applied to PL:, 
the green bullseye, “normal” or the 
“Monitor” light. (See Fig. 1.) 

When an alarm occurs, RL: is de- 
energized, opening the “Monitor” light 
circuit, allowing this pilot to go dark, 
and closing the PL; red ‘“‘Warning” or 
“alarm” light circuit, lighting this 
pilot. At the same time, the alarm 
buzzer or bell, B, is activated, so that 
both a visual and an audible alarm is 
given. 

While the guard panel is in alarm, 
the buzzer can be silenced by throw- 
ing switch S2, but the buzzer will im- 
mediately sound again when the panel 
is set up for normal operation. Thus, 
it is impossible for the guard to so 
silence the buzzer that it will not 
sound when it should. 

A switch operating in this fashion is 
called a ‘“‘compulsory silence” switch. 


Remote Testing 


Unlike many protection systems, the 
operation of the complete system may 
be tested remotely at any time from 
the guard location. After testing, the 
system can be set up immediately for 
normal operation. The tests can be 
performed as often as desired. 

To test the system, Ss, in the guard 
panel, is closed, lighting the amber 
“Test” pilot light, and applying 6 volts 
a.c. between the “test line” and ground. 

This voltage, in turn, operates a 
small motor located in the transmit- 
ting transducer pan (refer back to Fig. 
2). Attached to the motor is a small 
vane which sets up the necessary dis- 
turbance to initiate an alarm. 

Such a system works well, using or- 
dinary telephone line, for distances up 
to about 250 feet. At greater distances 
the line drop in the “test line” requires 
that a small “test” relay be mounted 
on the main chassis. The “test” relay 
is then energized by the voltage ap- 
plied to the test line and, in turn, ap- 


(Continued on page 121) 
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By JACK N. BROWN 
Engr., Barker & Williamson 


HUS far in this series little has 

been said about single-sideband re- 

ceivers. It has been inferred that 
the same problems that haunt the sin- 
gle-sideband transmitter also plague 
the single-sideband receiver. The sta- 
bility of the single-sideband receiving 
system must be identical to that of the 
transmitter in order to guarantee sat- 
isfactory performance. To take ad- 
vantage of the reduced bandwidth 
transmitted by a single-sideband trans- 
mitter the SSB receiver must likewise 
have a restricted bandwidth. This not 
only increases the signal-to-noise ratio 
but also successfully discriminates 
against adjacent channel interference 
which might be of a serious nature. 

Many modern conventional communi- 
cation receivers have selectivity charac- 
teristics which are entirely inadequate 
for good single-sideband reception. Re- 
cently the design trend indicates that 
improved selectivity is in the offing 
and should shortly be available in 
many commercial receivers. The gen- 
eral trend is toward double—or even 
triple-conversion superheterodyne re- 
ceivers. The steep skirt selectivity 
curves that are essential to good sin- 
gle-sideband reception are _ usually 
made available in the last if. stages 
of a multiple-conversion receiver. 

Design engineers should remember 
that it is best to get the selectivity as 
close to the front end of the receiver 
as possible. This is often not practical, 
hence a reasonable compromise must 
be made. The current availability of 
mechanical filters in the 400 to 500 kc. 
intermediate-frequency region makes 
possible excellent selectivity charac- 
teristics in this part of the spectrum. 
Many receiver designers make use of 
a still lower intermediate frequency in 
order to obtain a rectangular selectiv- 
ity curve. This last if. may be any- 
where from 100 kc. down to 20 ke. and 
the filters in use under these condi- 
tions are generally identical to those 
used in low-frequency, filter-type sin- 
gle-sideband transmitters. These may 
be of the crystal lattice type or the 
toroidal coil type filter. 
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Part 3. Concluding article covers SSB receivers, service 


procedures, test equipment, and an evaluation of system. 


If selectivity is obtained at a second 
intermediate frequency it should be 
kept in mind that the overload charac- 
teristics of the first i.f. amplifier must 
be such that adjacent channel signals 
which do not fall in the passband of 
the last if. filter must not overload and 
cause intermodulation distortion prod- 
ucts which would appear at the receiv- 
er’s output. In general, this means that 
any amplifier, whether r.f. or i.f., which 
precedes the high-selectivity filter 
must be run at a reasonably low level 
so that signal voltage will not rise to 
a high enough level to cause inter- 
modulation distortion. Once selectivity 
is obtained, normal high-gain stages 
may be used in order to achieve the 
final output level desired. 

AM receivers can be _ successfully 
converted for SSB reception by the 
addition of an external adapter. This 
accomplishes double-conversion to a 
low intermediate frequency. The con- 
verted signal is then passed through a 
bandpass filter for increased selectiv- 
ity, demodulated by beating against 
the carrier oscillator, and then ampli- 
fied in the audio stages. See Fig. 1 
for a block diagram of such a unit. 


Single‘Sideband Detection 


Following the single-sideband re- 
ceiving filter and amplification there 
must be a single-sideband demodula- 
tor with a carrier re-insertion frequen- 
cy of high enough amplitude to 
achieve exalted carrier detection of 
the single-sideband signal. Some form 
of product detector’ may be used if 


high carrier re-insertion voltages are 
not available. If an exalted carrier 
voltage of over ten times the peak 
value of the received single-sideband 
signal is available, either diode detec- 
tion or mixer type demodulation may 
be used with little choice as to which 
is better. Whichever system is used, a 
low-pass filter must be employed to 
prevent the re-inserted carrier fre- 
quency voltage from getting into the 
audio amplifier stages. 


Transceiver Type Installations 


A transceiver-type single-sideband 
system is one in which transmission 
and reception is accomplished on the 
same frequency. It is possible to use 
the same injection frequency signals 
in both the transmitter and receiver 
heterodyning systems. This offers the 
advantage of always keeping a receiv- 
er and transmitter on exactly the 
same frequency. In addition, once the 
operator receives a distant single-side- 
band signal he knows that he is trans- 
mitting on exactly that same frequen- 
cy. This is an obvious advantage for 
“netting” a group of single-sideband 
stations. 

It is also possible to design transmit- 
ter and receiver circuits which are 
truly bilateral in operation so that the 
same components can be used, alter- 
nately, for both transmitting and re- 
ceiving. This is a fairly complex prob- 
lem and for the sake of circuit sim- 
plicity is not recommended where 
space and power limitations permit 
unilateral type equipment. 
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Fig. 1. Block diagram of a double-conv type single-sideband receiving 


adapter which can be used to convert AM receivers to single-sideband operation. 


Fig. 2. B & W Model 370 double-conversi 
SSB receiving adapter. The block diagram 
of unit is shown in Fig. 1 directly above. 


Servicing Single-Sideband 


For the organization that proposes 
to furnish single-sideband communica- 
tions to a group of customers, the 
servicing problems involved are of a 
slightly different nature than for con- 
ventional AM equipment. Such serv- 
ice functions as periodic checks of 
vacuum tubes, power-supply voltages, 
and operating circuits will be similar 
to those performed on the older type 
equipment. Such items as alignment 
of phase-shift networks, checking dis- 
tortion products, sideband suppression 
and peak-power output measurements 
are all problems that undoubtedly 
have not confronted the service en- 
gineer to date. 

To properly service single-sideband 
equipment a few specialized pieces of 
test equipment will be required. Such 
equipment as a spectrum analyzer, a 
counter-type frequency meter, good r.f. 
vacuum-tube voltmeters, low-distor- 
tion audio oscillators, and a good 
test oscilloscope should be numbered 
among the pieces of test gear avail- 
able to the technician. The photograph 
of Fig. 3 shows a typical test setup. 


The Spectrum Analyzer 


A panoramic-type spectrum analyzer 
is desirable for making initial align- 
ments and periodic checks of single- 
sideband equipment. Such an instru- 
ment is manufactured by Panoramic 
Radio Products, Inc.* An appropriate 
model would be the Model SB-8A, type 
T-200. This unit allows the technician 
to examine the spectrum transmitted 
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by a radio transmitter and permits the 
operator to observe the output fre- 
quency +100 kilocycles. If he wishes 
to examine in detail the sideband com- 
ponents transmitted, he can do so by 
expanding the sweep to include the 
portion of the spectrum immediately 
adjacent to the signal being observed. 
In this case it is possible to separate 
sideband components which are only a 
few hundred cycles apart by increas- 
ing the resolution of the last if. am- 
plifier of the spectrum analyzer. 

The photographs shown in Part 1 of 
this series were taken from the screen 
of such an instrument. The operator 
has the choice of logarithmic or linear 
amplitude display of the signal and 
may read, directly in decibels, the level 
of the distortion products generated 
and of the intelligible suppressed side- 
band components being transmitted by 
the single-sideband equipment under 
test. To use such an instrument it is 
necessary to have a source of stable 
r.f. voltage, preferably from a stable 
signal generator, which must be fed 
into the spectrum analyzer at a fre- 
quency which is 500 kilocycles re- 
moved from the signal being observed. 
This is because of the if. and hetero- 
dyning system used in the spectrum 
analyzer, that is, the first if. ampli- 
fier frequency is at 500 kilocycles. 

The variable selectivity is obtained 
by conversion to a second i.f. of 262 
kc. where a double-section crystal filter 
is used. This filter bandpass is vari- 
able to accommodate various sweep 
widths and resolutions desired. An in- 
strument of this type is invaluable to 
the technician in testing single-side- 
band equipment. 


Frequency Measuring Equipment 


Since frequency stability is of prime 
importance in single-sideband equip- 
ment, it is obvious that some means of 
measuring radio frequencies in the 
high-frequency spectrum must be 
available to the technician. The new- 
er-type decade counters, currently 
available on the market, are ideal for 
this task. Such decade counters are 
manufactured by Beckman Instru- 
ments*, Hewlett-Packard‘, and others. 

The direct-reading frequency meters 
are so convenient that the advantages 
of using such gear are tod obvious to 
mention. Using such an instrument 
permits the technician to check, in a 
matter of seconds, the exact frequen- 
cy of the transmitter under steady or 
discontinuous type transmissions. If 
any instability exists it is quickly de- 
tected and the technician can, by the 
process of elimination, determine 


which of the various heterodyning os- 
cillators is causing the trouble. 


Audio Oscillator 


The use of a low-distortion audio os- 
cillator is very necessary in making 
distortion product measurements on a 
single-sideband transmitter. Distortion 
on the order of one-half of one per- 
cent or less is necessary in order to 
make intelligent distortion measure- 
ments on a_single-sideband trans- 
mitter. 

In making a two-tone test to check 
the linearity of‘ the amplification sys- 
tem of a SSB transmitter, it is gen- 
erally acceptable to use re-inserted 
carrier and one audio tone fed into the 
audio amplifier to make up the two 
tones for the linearity test. When both 
tones are equal in amplitude and the 
output of the transmitter is monitored 
on an ordinary oscilloscope, the pat- 
tern shown in Fig. 4 will be seen. 
This is not to be confused with the 
pattern for 100% modulation that is 
normally seen on a conventional AM 
transmitter. If any flattening of the 
peaks of Fig. 4 is apparent, the am- 
plifiers are being overdriven or are se- 
riously under-loaded as far as the 
output circuit is concerned. If the 
crossover shape at the center of the 
scope pattern is not a sharply defined 
“XX”, the bias on one or more of the 
amplifier stages is misadjusted and 
therefore should be decreased to avoid 
operating on the “knee” of the tube 
characteristic curve. By simple ob- 
servation of the output envelope of a 
single-sideband transmitter it can 
often be quickly determined which of 
the various sources of distortion is 
causing trouble. 

Observation of the transmitter out- 
put by a spectrum analyzer, however, 
will not tell the exact cause of the 
distortion products but will only tell to 
what extent distortion products are be- 
ing generated. Therefore, it is neces- 
sary to use both the spectrum analyzer 
and oscilloscope observation of the 
transmitter r.f. output envelope. 

Using the oscilloscope to observe the 
normal operating output waveform is 
also necessary when adjusting any 
automatic modulation level control or 
speech clipper circuit. This should be 
set conservatively so that restriction 
of the maximum swing of the trans- 
mitter output is just short of the max- 
imum range available on peak output 
power. The slight amount of audio dis- 
tortion that is inherent in a speech 
limiter or speech clipper is tolerable. 
If conservation of spectrum space is to 
be accomplished with single-sideband 
techniques, proper use must be made 
of all spectrum limiting circuits. 


Operational Problems 


The main operational problems that 
will confront the user will be during 
the transition period when both AM 
and single-sideband equipment may be 
in use by subscribers using the same 
or adjacent channels. If it is possible 
to convert all stations of an operating 
system to single-sideband simulta- 
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neously, the main operating difficulties 
would be avoided. This will not always 
be possible and therefore it will be 
necessary to operate single-sideband 
and conventional AM transmitters in 
the same network and on the same 
frequencies. 

It should be obvious to the engineer 
that single-sideband equipment can be 
used for receiving AM signals if the 
AM signal itself has a frequency sta- 
bility that meets the stability require- 
ments of the single-sideband system. 
The single-sideband receiver operator 
has the advantage of being able to se- 
lect either sideband of the transmit- 
ting AM station in the event of inter- 
ference so that he may be in a better 
position to copy the AM signal than 
another AM-equipped receiving sta- 
tion. Under many conditions an AM- 
equipped station will find it impossible 
to copy a single-sideband transmitter 
without some special provisions being 
made. Such provisions may include an 
artificially inserted carrier in the AM 
receiver either by use of a beat fre- 
quency oscillator (b.f.o.) or by the 
addition of a single-sideband receiving 
adapter on the tail end of the AM re- 
ceiver. Such adapters (Fig. 2) are cur- 
rently available for receivers using 
standard intermediate-frequency sys- 
tems. These offer selectable sideband 
reception with excellent selectivity 
characteristics. 

It would also be possible, in many 
cases, for the single-sideband trans- 
mitting station to re-insert carrier and 
transmit single-sideband with carrier 
so that the receiving AM station could 
properly demodulate the signal in a 
conventional manner without the use 
of any special SSB receiving tech- 
niques. This would appear to be the 
easiest system for utilizing both single- 
sideband and AM equipment in the 
same net. This, however, has the dis- 
advantage of compelling the SSB oper- 
ator to run lower than normal power 
output when using single sideband- 
suppressed carrier. This is so because 
when he transmits a carrier with his 
SSB signal the power capabilities of 
the linear amplifiers are greatly re- 
duced by the presence of the continu- 
ous carrier. Generally, if a transmitter 
is rated at 100 watts peak envelope 
output under normal SSB transmission 
the operator will find that he will be 
able to run only 30 watts output using 
carrier with one sideband. This is a 
rather obvious disadvantage as far as 
the SSB operator is concerned. He is 
no longer making maximum use of 
the equipment as designed for SSB 
service. 

Another operational problem that 
will undoubtedly arise when using 
single-sideband equipment is the prob- 
lem of “netting” a group of SSB sta- 
tions when using the same frequency. 
Normally, under fixed-frequency com- 
mercial-type service crystal-controlled 
equipment would be used. A small 
amount of frequency vernier control 
should be made available at the front 
panel of the transmitter-receiver equip- 
ment. If the single-sideband equipment 
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Fig. 3. Test position used to align sideband generator units. Equipment visible 
in photo includes a decade frequency meter, audio oscillator, receiver and SSB 
receiving adapter, and panoramic spectrum analyzer with a signal generator. 


is of the transceiver type, both the 
transmitter and receiver will be con- 
trolled simultaneously by this fre- 
quency vernier knob. If the operator 
adjusts the vernier frequency control 
so that he receives the net control 
station correctly he then knows that 
he will be transmitting on exactly the 
same frequency as the net control 
station. If each operator in the net is 
careful to adjust his receiver to the 
frequency of the net control it is then 
obvious that all stations are on the 
same frequency. If the amount of 
frequency vernier control is kept to 
less than the maximum tolerance al- 
lowed by FCC regulation (currently 
.01%) unskilled operator alignment of 
the transmitter-receiver frequency 
would be possible without risking off- 
frequency operation. It then becomes 
obvious that if correct net frequency 
discipline is to be maintained, the net 
control station must at all times main- 
tain its transmitter frequency near the 
middle of the FCC frequency tolerance 
permitted for the particular class of 
service. For many types of service it 
will probably be desirable to have ab- 
solutely no operator adjustment of the 
transmitter-receiver frequency. This 
should be possible with good quality 
crystal control for each available 
channel. 


Expected Reliability 

The many obvious technical advan- 
tages of single-sideband have been 
pointed out throughout this series. The 
final user is always interested in ex- 
actly how reliable a system is going 
to be from the standpoint of circuit 
outages due to weak signal conditions, 
equipment failure, and complexity of 
operation. Since very few single-side- 
band low-powered communication sys- 
tems are currently in use the only 
operating experience that can be 
quoted is rather restricted. However, 
it can be stated that a correctly 
aligned SSB system will easily out- 
perform a comparable AM system in 
all ways. 

A single-sideband system will be im- 
mune to ionospheric propagation dis- 
tortion. The problem of selective fading 
distortion that is ever present in a 
double-sideband AM signal is non- 
existent with a SSB signal. Selective- 
fading distortion that is caused by 
multi-path propagation causes the car- 
rier to be temporarily lost or one of 
the sidebands to fall out-of-phase with 
the other sideband. The familiar garble 
of the intelligence results. The SSB 
user will find that fading of the SSB 
signal causes only a variation in out- 
put volume and in no way tends to 

(Continued on page 94) 


Fig. 4. Sketch of 
oscilloscope picture 
of r.f. envelope pat- 
tern of a “two-tone 
test” for proper lin- 
ear-amplifier opera- 
tion. Refer to text. 
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By BERT 


devoted to a discussion of three-channel 

stereophonic sound. You may recall that 
I speculated on the possibilities of making this 
fabulous sound commercially available to the 
music-loving public. I acknowledged the 
rather staggering problems involved in bring- 
ing this sound to commercial fruition in the 
form of recorded tapes and machines upon 
which to play these tapes. I made what I 
hoped were some helpful and possibly stim- 
ulating suggestions. Quite frankly, I suspected 
that my ideas and suggestions would lie dor- 
mant and go unheeded for some time. Long 
time readers of this column will recall that I 
got up on my scap-box and beat the drums 
for two-channel stereo and binaural some 
years ago, and the antipathy and indifference 
of certain people who could have brought this 
sound into being then was a frustrating and 
maddening experience. Well, two-channel 
stereo is now well under way, but on the 
basis of the rocky road it had to travel, one 
could logically assume that the obstacles con- 
fronting the adoption of three-channel stereo 
are even more formidable, and will take a 
longer time to resolve. 

Thus armored by my experiences with two- 
channel stereo and anticipating nothing but 2 
long hard fight, you can imagine my stunned 
disbelief and pleasant surprise when I learned 
that one of the major problems blocking the 
commercial realization of three-channel stereo 
was well on the way toward solution! Yes, 
just a scant two weeks after I wrote last 
month’s column plugging the three-channel 
stuff, the light of knowledge, the dawn of 
realization was already breaking! Now don’t 
get me wrong! You won’t be able to trot out 
to your favorite audio emporium next week 
and bring home the three-channel bacon for 
$99.50! But, the first big step has been taken 
. . . the die is cast . . . the show is on the 
road! What is so earthshaking? You will 
have to wait until next month to find out, 
because the report on this event requires 
special coverage. A monthly column rarely, 
if ever, has a “scoop,” but I can promise you 
one next month. It is quite possible that for 
the first time in the history of this column 
we will use some photographs to further high- 
light the significance of this big step forward 
in stereophonic reproduction for the home. 
Don’t miss next month’s column! 

Because the August column will have an 
extensive introductory section on the new 
stereo development, we may have to cut down 
the reviews a little. Due to that and due also 
to the fact that many readers are starting 
their vacations and will have time to catch 
up on their listening, this month I will try to 
cram in as many reviews as possible. They 
will be shorter than usual, but that’s the only 
way I can bring the maximum number to 
you. Contrary to the practice of record com- 
panies in the summers of years past, there is 
very little diminishing of the flood of new 
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releases. Indeed, there are so many that if one 
were so inclined and had the money to in- 
dulge himself, every moment of a two 
week vacation could be spent in listening. 
Those who like the Dodgers instead of Dvo- 
rak, won’t care .. . for the listeners I'll try 
to bring them the mostest ! 

Equipment used this month: New Gray 
turntable, Gray viscous-damped arm, Fair- 
child 225 cartridge, Marantz audio con- 
solette, two 60-watt McIntosh amplifiers, 
Jensen “Imperial” speaker, Electro-Voice 
“Georgian” speaker. Ampex tape equipment. 


MOZART 
SYMPHONIES NOS. 36, 39, 40, 
AND 41 
Chicago Symphony Orchestra conducted 
by Fritz Reiner. Victor LM6035. RIAA 
curve. Price $7.96. Two discs. 


Here is a magnum sampling of Reiner’s 
particular way with Mozart symphonies. And 
his way will find favor with many .. . not 
so much as impeccable performances, but as 
remarkable studies in orchestral textures and 
balance. Mozart wrote his symphonies for 
what amounts to a chamber orchestra and 
intended that they should be played in mod- 
erate sized salons. Time and circumstance 
have long since relegated them to the concert 
hall, where they have acquired larger or- 
chestration and larger sound. Since everyone 
plays them thus today, Reiner cannot be 
taken to task, even though his is quite the 
biggest and most sonorous Mozart on rec- 
ords. The purists will prefer Beecham and 
Walter ... but these are impressive per- 
formances with a vast, big-hall sound... 
yet with the inner detail clearly revealed. The 
orchestra plays wonderfully well, especially 
the strings and string tone is particularly 
luscious. This recording might best be char- 
acterized as “Mozart for the Hi-Fi Fan!” In 
any case, a creditable job and a good buy. 


A HI-FI FROLIC WITH STRAUSS 


Vienna State Opera Orchestra conduct- 
ed by Anton Paulik. Vanguard VRS476. 
RIAA curve. Price $3.98. 


The Strauss in this case as you may have 
guessed is Joseph and Johann and even lesser- 
known Eduard, but certainly not the for- 
midable Richard! No one would dare be that 
frivolous with him! This is one of Van- 
guard’s justly famous Viennese recordings and 
is every bit as good as “Vienna Bon-Bons” 
and the others that have been released. That 
past master of the bubbling, frothy Strauss 
music, Anton Paulik, again holds forth with 
rousing performances of ten polkas, a ‘“‘Galop,” 
a “Scherzo” and a lilting “Blue Danube.” 
Superbly clean sound in keeping with the 
tradition of earlier recordings in this series. 


The opinions expressed in this column are those of 
the reviewer and do not necessarily reflect the views or 
opinions of the editors or the publishers of this magazine. 


A frosty glass, a pretty lass, and this music 
adds up to a summer night delight. 


FOLK SONGS OF THE FRONTIER 
The Roger Wagner Chorale and solo- 
ists. Capitol P8332. RIAA curve. Price 
$3.98. 

Well podnuh, this heah disc is yore ticket 
effen you is a-hankerin’ for some cowboy 
ditties. Yessir, this has got ’em all, from 
“Home on the Range” and “O Bury Me Not 
on the Lone Prairie’ to “Whoopee-Ti-Yi- Yo” 
and others. Seriously this is magnificent cho- 
ral work, with all the colorful words com- 
pletely articulate and with splendid balance 
between the various choirs and the soloists. 
Capitol affords thé performers very wide 
range, ultra-clean sound and, with the utter- 
ly dead quiet surfaces, the illusion of pres- 
ence is uncanny. 


BALLET MUSIC FROM THE 
OPERAS 


Philharmonia Orchestra conducted by 
Herbert von Karajan. Angel 35307. 
RIAA curve. Price $4.98. 


Von Karajan follows up his good work in 
last month’s “Pop Concert” with this pot- 
pourri of operatic ballet music. Sure there are 
potboilers here and very appropriate for sum- 
mer listening, especially when they are well 
done as on this disc. In the “Dance of the 
Hours,” the ballet music of “Aida,” the 
“Dance of the Persian Slaves” from “Kho- 
vantchina,” the “Venusberg Music” from 
“Tannhauser” and the “Prince Igor Dances” 
8 and 17, Von Karajan displays his talents for 
orchestral color and gives us good vigorous 
readings. The Philharmonia plays splendidly 
and the sound, another of the newer, brighter, 
more “hi-fi” efforts by Angel, is quite thrill- 
ing. Outstanding brass, strings, and percus- 
sion. 


SCHUMANN 


SYMPHONY NO. 2 IN C MAJOR 
Detroit Symphony Orchestra conducted 
by Paul Paray. Mercury MG50102. 
RIAA curve. Price $3.98. 


Paul Paray scored a notable success with 
his reading of the Schumann 4th some time 
ago, and now he repeats that success with 
Schumann’s 2nd. Many critics were surprised 
by Paray’s performance of the Schumann 
4th, a composer they obviously felt was out- 
side of his usual repertoire. This would not 
be the first time that Paray has confounded 
the critics. He simply does not fit the classic 
mold the critics attribute to a French con- 
ductor. More than that, although many have 
questioned the authenticity of some of Pa- 
ray’s “out-of-repertoire” readings, none of 
them deny that his performances have their 
own strength and virtues. It is so in this 
Schumann 2nd. There is an extraordinary 
warmth, and an earthy vigor in the Paray 
perusal of the score, that is not matched by 
any of the existing recordings in the cat- 
alogue. Even in terms of sheer sound, this 
disc is beyond any of its competitors. The 
strings are smooth but quite bright, the brass 
crisp and the woodwinds very pure-toned. 
Add the spacious acoustics to the usual Mer- 
cury “close-up,” highly detailed recording and 
the wide dynamics and you have the best 
Schumann 2rd now available. 


TCHAIKOVSKY 

SUITE NO. 3 IN G MAJOR 
L’Orchestre de la Societe des Concerts 
du Conservatoire de Paris conducted by 
Sir Adrian Boult. London LL1295. RIAA 
curve. Price $3.98. . 

Relatively little known and certainly not 
one of Tchaikovsky’s most athletic efforts, 
this “3rd Suite” has much that many people 

(Continued on page 109) 
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ers is partly a science but very 

much a fine art. The requisite 
“know-how” has to be acquired the 
hard way—by making mistakes; in 
other words, the engineers who have 
made their mistakes and have profited 
from their experiences are in a posi- 
tion to contribute more to the indus- 
try than a newcomer. This seem- 
ingly untechnical approach is not an 
attack on science or straight-thinking, 
it is straight-thinking since a speaker 
cannot be designed by mathematics. 
It is a known fact that only the sim- 
plest actions of a speaker can be an- 
alyzed mathematically, such as an in- 
finitely rigid diaphragm driven by a 
sine wave; but since musical repro- 
duction, in all cases, results from 
an extremely flexible (speaking com- 
paratively) diaphragm actuated by 
very complex waves, the motion of it 
and the sound emanating from it can- 
not be computed very readily. Put- 
ting it crudely, speaker design is a 
sort of inspired guesswork. Certain 
parts of the speaker, particularly the 
magnetic system, can be designed with 
great precision, but the thing that 
makes the noise, the voice-coil-cone 
assembly, cannot be treated in this 
tidy manner. 

The home constructor and the en- 
thusiastic amateur are at a serious dis- 
advantage in the matter of speaker 
design, although many volumes have 
appeared dealing with the subject. 
Making a speaker is not easy, for in 
order to secure reasonable sensitivity, 
tolerances have to be close in the 
voice-coil, yet it is made from mate- 
rials which do not lend themselves to 
fine limit construction. I shall as- 
sume, therefore, that in the matter of 
speakers you will buy something ready 
made. The problem is, therefore, 
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Part 4. Design factors influen¢ing loudspeaker /performance 


and a discussion of the simple, diaphragm type reproducers. 


SpITOR’s NOTE: As is quite obvious, the opinions presented in this article are those of 
the author. Actually, there are quite a few individuals who, like the author, believe 
that the use of multiple small-cone speakers is preferable, for high-fidelity reproduc- 
tion, to a large, single-cone unit. There are several facts that validate this thought. 
On the other hand, you will find many other individuals, including most U. S. speaker 
manufacturers, who believe the larger cone unit is the ultimate answer. They, too, 
can present reasonable arguments for its use. Some of these facts are obvious. Al- 
though the author has shown that, theoretically, the bass response of a small-cone 
speaker can be made as good as a large-cone speaker, the large voice-coil and cone 
excursions required present major manufacturing and performance difficulties. As a 
result, we do know that, considering present-day techniques, the bass response ex- 
tends farther down (frequency-wise) as the cone size increases. On the other hand, 
the smaller speakers provide better coverage of the high end when compared with 
the larger single-cone speakers. For greatest frequency range, it is usually necessary 


to use a combination of one large-cone woofer and a high-frequency tweeter. 


which speaker to buy and how to use it. 
Visual Assessment 


Strange as it may seem, the per- 
formance of a speaker can be fairly 
well estimated merely by looking at it, 
if you know what to look for. This is 
due to the fact that experienced de- 
signers know that such and such an 
assembly of materials produces cer- 
tain sounds and has certain defects 
(for no speaker is perfect). The wider 
the experience the more certain is the 
work of the designer, but it does not 
follow that a given manufacturer pro- 
duces some specific model because the 
designer wanted it that way; the man 
who usually fixes the design is the 
sales manager, whether he is selling 
loudspeakers or automobiles. Fashion 
trends are created by advertising ex- 
perts and the public trained to accept 
these fashions as the thing they ought 
to have. New ideas are created by 
original thinkers and competitors rush 
in as soon as the new feature has 
proved to be a seller and copy it, with- 
out having any clear notion of what 


they are doing. Others know full well 
what they are doing, but for the sake 
of novelty christen an accepted design 
feature with a new name. 

I speak from direct experience of 
this sort of thing. Many years ago I 
came to the conclusion, after innu- 
merable experiments, that the opti- 
mum cone size for an honest-to-good- 
ness high-fidelity speaker was between 
8 and 9 inches in diameter, according 
to the material used for the cone. That 
conclusion was forced on me by purely 
objective research. I have produced 
speakers having cones of this size for 
25 years and they are well liked by 
those who have them; but my dealers 
tell me they could sell many more if it 
were a 12-inch speaker. What am I to 
do? Tell them, as I have been telling 
them for years, that if they want more 
power-handling capacity and more 
sound output they should use two or 
three of them or sacrifice performance 
to meet the requirements of a whim- 
sical market? Actually my task now 
is to find out how to increase the size 
of the cone without spoiling the per- 
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Fig. 11. The distortion of speaker diaphragms at low frequencies. (A) Nodes 
on a straight-sided cone. (B) Nodes on an exponentially-curved cone, and 
(C) wave motion along the sides of a cone. Refer to text for details on this. 


formance of the speaker, and that in- 
volves a complete redesign. At any 
rate, the 12-inch speaker remains a 
project and nothing else until I can 
find a way of making a 12-inch cone 
behave as I want it to. 

The following discussion, like my 
past experiments, is objective. Many 
will disagree with what I postulate as 
to the requirements of good design, 
and it may be that I am biased be- 
cause I am a loudspeaker designer. 
But I said in my introduction that this 
series is devoted to high fidelity con- 
sidered as a means of reproducing mu- 
sic with as little equipment coloration 
and distortion added as may be possi- 
ble; the speaker is the worst offender, 
and my thesis is based on genuine re- 
search into creating speakers that 
have no “personality,” speakers that 
are not better nor worse than other 
speakers, but don’t sound like speakers 
at all. 

Taking direct radiators first, loud- 
speakers that are mounted on flat or 
folded baffles, the first thing you see is 
the cone. This has four properties 
having bearing on its performance: 
diameter, included angle, shape of 
cross-section on the axis, and material. 

I have said that my experiments 
have shown that the optimum size of 
cone is about 8 or 9 inches. Why 
should this be so? Since a diaphragm 
is not infinitely rigid it must distort 
when force is applied to it from the 
voice-coil. Major distortions occur in 
three different ways, particularly at 
low frequencies. Assuming a free-edge 
cone, a straight-sided cone develops 
flower patterns as a result of nodes 
when viewed from the front under a 
stroboscopic light; an exponential cone 
develops nodes in an axial direction 
when viewed from the side; any cone 
develops transverse wave motion along 
the cone. These three phenomena are 
illustrated in Fig. 11. 

Now for a given material of a speci- 
fied thickness it does not require a 


great deal of imagination to see that 
the larger the cone in Fig. 11A, the 
more likely will there be an inherent 
tendency to develop nodes. Make up 
two cones of the same included angle 
with ordinary writing paper, one hav- 
ing a diameter of 3 inches and the 
other of 6 inches. You will find that 
the smaller cone is less easily de- 
formed by pushing the free edge. This 
lesser rigidity at the edge can be 
counteracted by making the larger 
cone of thicker or stronger material 
or by making the included angle nar- 
rower (thus effectively reducing the 
diameter of the cone). Unfortunately, 
in a practical speaker, this has a det- 
rimental effect on the performance be- 
cause the heavier the cone the less 
response in the treble, and the nar- 
rower the cone the more intense is the 
focusing of the high notes. Even a flat 
diaphragm will not give uniform 
spherical radiation at all frequencies 
and a narrow angle cone produces a 
highly concentrated beam for all fre- 
quencies over about 1500 cps. 

You may well ask, therefore, why 
not let the nodes form and stop worry- 
ing? The answer to this is that en- 
ergy transmitted to the cone through 
the medium of the voice-coil is being 
used up to produce the nodes in the 
cone instead of pushing the air in front 
of the speaker, and so the response at 
the low frequencies will be reduced. A 
loudspeaker with linear response con- 
verts all the applied electrical energy 
into air (sound) waves; none is wasted 
in deforming parts of the speaker. The 
formation of nodes must be prevented, 
by making the diaphragm as rigid as 
possible. 

The first widely adopted method was 
to make the cone with an exponential 
cross-section as shown in Fig. 11B. 
Such a diaphragm is very rigid across 
a diameter, but now, as I have shown, 
the nodes develop in the direction of 


~ the axis of the cone. The flatter shape 


of the exponential diaphragm gives 


Fig. 12. Cross-section of the Hartley 215 diaphragm. “AA” is the exponen- 
tially curved cone apex: “BB” the isolator consisting of a plastic compliance- 
junction. “CCCC” are the circumferentially molded ridges on cone. “DD” is a 
loose flannel surround to provide completely free edge. The curvature of the 
diaphragm between B and D is reverse of that in ordinary exponential cone. 
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less focusing of the highs, but to stif- 
fen it circumferentially, concentric 
corrugations are molded in the cone. 
Almost every speaker you examine 
will be found to have such corruga- 
tions incorporated in the diaphragm. 
But when we consider the case of Fig. 
11C, a defect which has only recently 
been noted by some loudspeaker de- 
signers, the circumferential corruga- 
tions are no help at all, for they give 
no stiffness along the material of the 
diaphragm. 

B. F. Miessner (in a letter published 
in Radio-Electronics, May 1954, pp. 134 
et seq.) explains an ingenious solution 
for this difficulty by cementing soda 
straws to the cone, like spokes in a 
wheel. If too many are used, the mass 
of the diaphragm is unduly increased, 
and the method, from a commercial 
point of view, would be very costly. 
The deformation in a _ straightsided 
cone is not as great as in the flat area 
of an exponential cone, as you can 
imagine by thinking of the plane rigid- 
ity, if I may call it that, of a sheet of 
paper as compared with a cone; it oc- 
curred to me that if the flat part of 
the exponential cone could be abol- 
ished, a substantial improvement could 
be brought about. Experiment proved 
this to be the case. One solution to 
this problem, see Fig. 12, shows 
a cross-section of the diaphragm of 
my 215 speaker, in which the outer 
part of an ordinary exponential dia- 
phragm has imparted to it a reverse 
curvature, so that the outer zone is 
itself reasonably rigid axially. Just 
before the flattest part the wave mo- 
tion has been interrupted by the pres- 
ence of points “B.” The compliance 
(points “B”) was not introduced spe- 
cifically for this reason (its real pur- 
pose will be described later), but its 
presence does act as a barrier for the 
wave miotion originating in the apex 
of the cone. What is transmitted be- 
yond this point is neutralized by the 
curvature of the outer part of the 
diaphragm. 

So far, then, it would seem that 
there are many snags attending the 
use of a large cone; why do so many 
loudspeaker manufacturers use them? 
Let us summarize these drawbacks; 
the large cone is heavier than a small 
one, so restricting the response at high 
frequencies; its mass is such that 
transient response is impaired because 
it is more difficult to start a heavy ob- 
ject moving rapidly than a light one; 
and its size makes it too flexible in 
various directions, thus causing loss 
of bass through energy being wasted 
in deforming the cone. Everything 
points to the use of a small cone, but 
the small cone has one fatal drawback 
—its power-handling capacity is very 
seriously limited. ‘ 

Apart from the resistance to move- 
ment offered by the rear suspension 
spider and the front surround of the 
cone, that of the air in front of the 
diaphragm is substantial, as indeed it 
must be, since the function of the 
loudspeaker is to move air to create 
sound waves. It will be obvious that 
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a small cone will move less air than a 
large one, and the air resistance to the 
movement of a small cone is less than 
that of a large one. For a given input, 
therefore, the small cone moves for- 
ward more easily and has less output, 
and because it moves more easily it 
reaches its limit of movement, deter- 
mined by the suspension system, soon- 
er than in the case of a large cone. 
This is of importance only at the low 
frequencies, for the amount of move- 
ment for a given input depends on the 
frequency of the current applied to 
the voice-coil. This is why a large 
cone is said to be better for bass re- 
production than a small one, but this 
only holds good for a given amount 
of displacement of the diaphragm. A 
small cone can move as much air as a 
large one provided if has greater free- 
dom of movement. 

Fig. 13 gives a series of curves for 
various sizes of cones plotted against 
distance to be moved and frequency, 
on the assumption that the speaker 
efficiency is constant and the input and 
output are also constant. Actually the 
curves were taken from measurements 
with speakers of about 5% efficiency 
(a not unusual figure for ordinary dy- 
namic speakers) with an input of 5 
watts; this would give an acoustic out- 
put of approximately 0.25 watt. It will 
be seen that to maintain constant out- 
put the movement required from a 
5-inch cone rises very rapidly as the 
frequency approaches 30 cps, whereas 
with an 18-inch cone the increased 
movement required is very small. It 
will also be noticed that as soon as 
the cone size has increased beyond 8 
inches, the advantages of increased 
power-handling and acoustic output is 
proportionately much less, for the 
curves crowd together as the cone size 
increases. 

Despite the fact that these articles 
are concerned only with high-fidelity 
reproduction, I maintain that what 
happens below 40 cps doesn’t matter 
very much. It is almost impossible to 
hear a 32-cycle note but it can be felt, 
and I believe that to attempt to 
create this “feeling” is a waste of time, 
money and effort. Even 50 cps is a 
very low note and quite a high pro- 
portion of high-fidelity installations 
cannot reproduce it without some’ sort 
of distortion; I am certainly content 
to have the lower limit of my frequen- 
cy range at 40 cps but it must be free 
from distortion. I would rather have 
a limit of 50 cycles without distortion 
than one of 40 with some distortion. 

At this lower limit, therefore, a 
study of the curves of Fig. 13 suggests 
that there is not much to be gained by 
having a cone larger than 10 inches, 
for you must remember the serious 
disadvantages of large cones from the 
point of view of treble reproduction, 
noding, and wave transmission along 
the cone itself. But you will still want 
to know why, in the face of this, 
speakers with cones from 12 inches to 
15 inches are readily obtainable in any 
audio store. There can be no definite 
answer to this question. We do know 
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that there are many individuals and 
speaker manufacturers who believe 
that a large speaker gives “‘better’”’ bass 
reproduction than a small unit, so the 
bigger and more expensive your speak- 
er the “better” the bass. Hand in hand 
with this argument is the one which 
states that it is well known that large 
cones have no treble, which is why the 
best systems are multi-channel jobs, 
where a tweeter looks after the highs 
while the woofer looks after the lows. 

Both these arguments are complete- 
ly specious. The large speaker will 
certainly give more bass than the 
small one, but its larger output has 
more distortion, owing to noding and 
wave transmission. There is the fur- 
ther disadvantage that the air par- 
tially enclosed by the large cone has a 
resonant frequency at a point which 
can seriously impair the reproduction 
by imposing a one note hoot on the 
whole sound coming from the loud- 
speaker. This you can test for your- 
self. Place one ear right inside the 
cone of the speaker and tap the cone 
with your fingernail. You will hear at 
least one low sound which is caused 
by the resonant frequency of the sus- 
pension. Now grip the cone-coil joint 
with two fingers while you tap the 
cone with a fingernail of the other 
hand and you will hear another note 
of higher frequency than the previous 
one. This is caused by the reaction of 
the paper of the cone on the air with- 
in it and causes the hoot I have men- 
tioned. It is avoided by taking care 
that the air within the cone is not 
even partially enclosed, best achieved 
by making the cone as flat as possible, 
but not so flat that it allows axial 
nodes to develop easily, and obviously 
still more certainly achieved by mak- 
ing the cone small. 

If you have a pair of musically 
trained ears and are listening for dis- 
tortionless musical reproduction, if 
your ears have not been preconditioned 
by long bouts of listening to sound re- 
producers, hi-fi or otherwise, you will 
hear this hooting effect with any large 
diaphragm speaker. It has nothing 
whatever to do with the bass resonant 
frequency, it is a necessary acoustic 
accompaniment of a large cone. The 
nearest equivalent to it in the instru- 
ments of the orchestra is found in the 


drums, which emit sounds at the res- 
onant frequency of the stretched skins, 
but have an accompaniment in the 
resonance of the air inside. This ef- 
fect I sardonically christened many 
years ago as “the characteristic sound 
of a loudspeaker” and there seems to 
be absolutely no cure but that of using 
smaller cones of the correct design. 
The question of power handling is an- 
swered by using two smallish speak- 
ers instead of one large one, perhaps a 
superficially clumsy way of doing it, 
but there is great merit in using two 
speakers widely spaced for they give 
an extremely good imitation of binau- 
ral reproduction. 

Finally, we come to the question of 
the cone. On the face of it nothing 
need be said on this point as all dia- 
phragms seem to be made of paper 
pulp treated with some sort of dope or 
varnish; but as in the next article we 
shall meet tweeters with metallic dia- 
phragms, it seems desirable to point 
out that the material of which the 
diaphragm is made has a bearing on 
the sound emitted by the speaker, in- 
dependent of frequency response. This 
must happen with speakers as it hap- 
pens with musical instruments, the 
woodwinds of the orchestra sound dif- 
ferent from the brass, the wooden 
pipes of the organ different from the 
metal pipes. These musical tubes are 
not diaphragms, but they are part of 
a vibrating system which includes air, 
as is the diaphragm of a loudspeaker. 
Speaking very crudely it might be said 
that wooden pipes sound “tubby” and 
metal pipes sound “tinny” or shrill; this 
seems so obvious that it is hardly 
worth saying, yet the obvious is some- 
times overlooked in designing loud- 
speakers. 

The cone should be acoustically in- 
ert, it should impose no coloration of 
its own. It is my considered opinion 
that the cone should be made of a very 
high grade Bakelite resin, containing 
not more than 10% of rag tissue as a 
binder. To make such a cone in quan- 
tities by molding is an almost impos- 
sible manufacturing proposition, owing 
to the danger of the molds sticking; 
but cones can be fabricated out of flat 
sheets of this material. Unfortunately 
only straight-sided cones can be made 

(Continued on page 135) 
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Fig. 13. Movement re- 
quired of the various 
sizes of diaphragms 
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at low frequencies 
to avoid bass distor- 
tion. Speaker effi- 
ciency is about 5%. 
Audio input is 5 watts. 
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A New Single-Gun Color Tube 


This is the tube that Philco has kept 
under wraps for over two years. It 
produces excellent color pictures, but 
receiver circuitry is not yet final. 


INALLY, after more than two years of secret develop- 

ment, the Philco Corporation has divulged the prin- 

ciples of operation and the extent of development al- 
ready accomplished on its “Apple” color TV system. At 
the same time, the company released information on the 
single-gun color tube it developed to go with this color TV 
system. The word “Apple” has been used by Philco as a 
code name for this system, which has been one of the best 
kept secrets in the electronics industry. 

Basically, the tube uses a single electron gun to excite 
the vertical color phosphor stripes on the face plate. In- 
stead of directing the beam to a particular color stripe in 
a regular switching and deflecting sequence, as the Law- 
rence single-gun tube does, the ‘“‘Apple” tube allows the 
beam to sweep across the face of the tube as in mono- 
chrome practice but the modulating information to the 
beam is switched according to the position of the beam. 
In other words, as the beam passes over a red stripe the 
red signal is passed to the gun. The same holds true for 
blue and green. Such a principle requires an indexing sys- 
tem to provide information concerning the whereabouts 
of the writing beam and a modulating system to provide 
the required beam modulation. 

The “Apple” color picture tube, shown in Fig. 1, may be 
generally described as an all-glass 21” rectangular picture 
tube providing 260 square inches of useful screen area, hav- 
ing a diagonal deflection angle of 74°, and using magnetic 
focusing and deflection. The color television display system 
described here requires a picture tube that must satisfy 
certain specific and unusual requirements. These are: 


Fig. 1. The Philco col- 
or TV picture tube is 
shown here. The bulb 
used is conventional. 


1. Small spot size 

2. Two electron beams that “track” each other and have 
a minimum of “crosstalk” 

3. A screen consisting of a repeating pattern of vertical 
red, blue, and green luminescing phosphors arranged in 
lines in a precisely described fashion on the face of the 
tube 

4. A secondary emission index-producing structure as an 
integral part of the screen 

The two fundamental parts of the “Apple” system are 
“sequential writing” and “electrical index.” The expres- 
sion “sequential writing” means that the beam passes suc- 
cessively over triplets of fine vertical red, green, and blue 
stripes, as shown in Fig. 2. A particular color is produced 


.by modulating the beam during the time it is passing over 


each triplet according to the proportions of primaries in 
the desired color. 

The expression “electrical index” refers to a signal de- 
rived from the anode of the “Apple” tube itself that con- 
tinuously gives information on the location of the beam. 
The beam current responds to two types of instructions: 
the color video signal from the transmitter and the index 
signal. 

The index signal is obtained from the tube by means of 
the structure shown in the insert in Fig. 2. A line, called 
the index stripe, of a material having high secondary 
emission compared to the aluminized background of the 
tube face, is placed behind every red line. A second beam, 
the “pilot” beam, parallel to the writing beam, is produced 


SECONDARY 
ELECTRONS 


Fig. 2. Top cross-sectional view of the 
“Apple” color TV tube showing the path 
of the electron beam from the gun, and 
the path of the secondary electrons which 
are knocked off the screen and collected. 


Fig. 3. Method of producing two electron 
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beams, one for writing the picture on the 
screen and the other for indexing, must 
track perfectly if the system is to work. 
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at the gun and sweeps the index stripes in company with 
the writing beam. The secondary emission current pro- 
duced as the “pilot” beam crosses these index stripes is 
collected and amplified, resulting finally in a signal at the 
same frequency as that at which the writing beam must 
be varied to produce colors. 

The “pilot” beam is so aligned that it always strikes the 
same color line as the picture writing beam. However, 
the beams must be kept separate to avoid intermodulation 
between the “pilot” carrier and writing frequency signal. 

The luminescent screen or anode of the “Apple” tube 
consists of a repeating array of red, blue, and green ver- 
tical stripes as mentioned previously. The stripes are not 
contiguous but have a 50% duty cycle; that is, the spaces 
between the lines are as wide as the phosphor lines them- 
selves. The spaces between the lines are filled in with 
guard bands made of a dark-colored, non-luminescent ma- 
terial which improves color saturation and enhances con- 
trast under normal ambient light by reducing the reflec- 
tivity of the screen. Correct white balance is built into 
the screen of the “Apple” tube by adjusting the relative 
efficiencies of the blue and green phosphors through the 
addition of varying amounts of non-activated material so 
that scanning of the screen with a constant, unmodulated 
beam produces white. 

Among the important advantages of the “Apple” tube 
is its similarity to a black-and-white tube. In fact, in the 
absence of a chrominance signal, it cannot help making a 
good black-and-white picture. None of the writing beam 
in the “Apple” tube is intercepted nor deflected in such a 
way as to waste any high voltage power, and there is no 
problem of matching the characteristics of three guns to 
obtain good colorimetry. 

The color saturation obtainable at any particular bright- 
ness level is obviously limited by the spot size at the beam 
current associated with that brightness. If the spot is too 
large to land on one primary color stripe at a time, then 
de-saturation of primary colors occurs. This considera- 
tion, plus that of reasonable structural resolution, made 
the development of an electron gun producing a spot sub- 
stantially smaller than usual in a monochrome tube, a 
prime necessity for this beam-indexing tube. 

A combination of a small, countersunk aperture and 
close cathode-to-grid spacing is primarily responsible for 
obtaining a greatly reduced spot size. 

A second requirement is that the two beams “track” 
each other. Since one beam is used to tell where the other 
beam is, the relative position of the beams must be known 
at all times. The two beams are formed close together by 
using a single cathode, and two separate, co-planer, con- 
trol grids, each with its aperture close to the end of the 
grid, these ends being separated by .002 inch. The cen- 
ter-to-center separation of the two beams at the grid 
plane is only .029 inch. See Fig. 3. This setup assures 
good “tracking,” since both beams are so close together 
that they will be acted upon in exactly the same amount 
by deflecting fields, etc. 

The third special requirement of this beam-indexing 
tube arises from the need for preventing the control volt- 
age of one beam from affecting the intensity or position 
of the other beam. This is satisfied by using a simple 
shield between the two beams in the region just above the 
grid apertures. This shield, shown in Fig. 3, effectively 
eliminates beam “crosstalk” as a limitation on the func- 
tioning of the system. 

The final unique feature of the Philco beam-indexing 
color tube is the index structure which provides the re- 
quired continuous monitoring signal. This signal is gen- 
erated by the difference in secondary emission between an 
array of magnesium oxide stripes applied to the gun side 
of the aluminized screen and the bare aluminum between 
these stripes. There are two contact buttons on one side 
of the tube envelope (see Fig. 5), and one of these is con- 
nected to the screen aluminum coating, making it possible 
to maintain the screen potential at approximately 27 kilo- 
volts. The second contact button connects to the bulb 
coating which is maintained at 30 kilovolts. The three 
kilovolt differential between screen and bulb coating re- 
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Fig. 4. Block diagram of developmental color TV set using 
single-gun color tube described in this article. The circuits 
enclosed in the solid boxes are peculiar to the “Apple” system. 


sults in the collection of the secondary electrons from the 
screen by the bulb coating. 

To obtain the indexing signal, an external band of a 
conductive coating encircles the screen viewing area to 
form a coupling to the screen aluminum film. A metal 
mounting band is strapped over this coating and is used 
to support the tube and yoke-focuser cup in a manner 
similar to monochrome receiver practice. The mounting 
feet, which support the assembly in the cabinet, are in- 
sulated from the metal mounting band but are grounded 
to the foil shield. The circuit elements formed by the 
band, the aluminized screen to which it is coupled, and 
ground, are tuned to resonance at the index sideband fre- 
quency. Index signal take-off is accomplished by a coaxial 
lead connected to the mounting band. To shield the index 
circuit from external interference, an aluminum foil shield 
is folded to cover the rim of the CRT. The tube and cir- 
cuitry do not appear sufficiently sensitive to magnetic 
fields to require any magnetic shielding or compensation 
for earth field effects. 

Fig. 4 isa block diagram of the circuitry of the receiver 
shown in Fig. 5. This is one version of a complete “Apple” 
receiver. The circuits shown in the light dashed lines fol- 
low conventional color receiver practice and the “Apple” 
receiver imposes no special requirements here. The re- 

(Continued on page 115) 


Fig. 5. Inside view of Philco developmental color TV receiver 
based upon beam-indexing principle and using “Apple” tube. 
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A 20-Watt 


Amplifier System 


A preamp and power 
amplifier with six inputs, tone 
controls, and loudness control— 


all on a single chassis. 


for a well-engineered yet inexpen- 
sive power amplifier, the newly- 
released Hico Model HF20 unit might 
offer a simple solution to their prob- 
lem. Not only does this unit provide 
20 watts of power but the circuit in- 
corporates a preamplifier and a va- 
riety of controls on a single chassis. 

Of the “Ultra-Linear” Williamson 
type, this compact (834” high, 15” wide, 
and 10” deep) circuit provides up to 
34 watts peak power. Frequency re- 
sponse is +0, —1 db from 13 to 35,000 
cps at % watt with power response at 
20 watts +0, —1 db from 20 to 20,000 
cps. 

The circuit incorporates four high- 
level inputs and two low-level inputs. 
The high-level inputs will handle a TV 
set, tape recorder, AM-FM tuner, 
crystal and ceramic cartridges, or 
other equipment. The low-level inputs 
handle ceramic cartridges (with adapt- 
ers) or FM and magnetic pickups, 
without component changes. A low- 
impedance output jack is conveniently 
placed for the accommodation of those 
owning or planning to buy a tape re- 
corder. 

There are five phono equalizer posi- 
tions which can be selected by means 
of a rotary switch: RIAA, Columbia, 

. London, European 78’s, and American 
78’s. Bass can be boosted or cut 15 db 
at 50 cps, while the treble can be 
boosted or cut 15 db at 10 ke. Two 
separate controls provide this fea- 
ture. These bass and treble tone con- 
trols are of the new feedback type for 
exceptionally low distortion and wide 
frequency range. They do not affect 
the volume or interact with each 
other, thus providing the easiest pos- 


F ior those who have been looking 
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sible control settings. Since the turn- 
over on both ends varies with the 
amount of boost and attenuation, 
boost or cut at the extremes of the 
audio range is possible without affect- 
ing the mid-range. 

The loudness control circuit is a 
Centralab “Compentrol”’ which raises 
and lowers the volume in strict ac- 
cordance with the Fletcher-Munson 
response curves. 

The IM distortion of the amplifier 


Equivalent sine wave power plotted against 
the per-cent of intermodulation distor- 
tion for the Eico 20-watt power amplifier. 


the selector switch, level, loudness, brass, and treble controls, 
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Over-all view of the Eico 20- 
watt unit. The controls, from left to right, are: 


(60 to 6000 cps mixed 4:1 at 20 watts) 
is 1.3% while the mid-band harmonic 
distortion at 20 watts is 3%. The 
damping factor is 7:1 and the inverse 
feedback 14 db. Taps are provided for 
4, 8, and 16 ohm speakers. 

Sensitivity is .004 volt rms. (at 
1000 cycles) for 20-watt output with 
magnetic phono pickups and .4 volt 
r.m.s. for 20-watt output with the 
tuner and other accessory units. 

Hum and noise is —60 db below 20 
watts with magnetic pickups (includ- 
ing the 16 db boost at 60 cps due to 
RIAA compensation)-and —75 db be- 
low 20 watts with the tuner, etc. Both 
of these figures were obtained with 
maximum gain and the tone controls 
set at the “flat” positions. 

The HF20 will operate at either 50 
or 60 cycles and voltages from 105 to 
125 volts. The unit draws 100 watts. 

The amplifier uses seven tubes: two 
12AX7’s, two 12AU7A’s, one 5U4GB, 
and a pair of 6L6GB’s in push-pull. If 
desired the output tubes can be re- 
placed by 6L6GA’s or the metal 6L6’s 
or, if the builder chooses, the premium 
5881's can be used. No circuit changes 
are required with these tube substitu- 
tions but the tubes must be matched 
to insure minimum distortion. 


Circuit Description 


The circuit employed in the HF20 is 
fairly straightforward and conven- 
tional in design. The two low-level 
phono inputs are applied to a 12AX7 
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Complete schematic for the 20-watt amplifier, preamp, tone-control unit. The “system” is available commercially in kit or assembled form. 
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equalizer-preamplifier whose response 
characteristics are determined by the 
setting of the selector switch. Note 
that a jumper is wired across the 
47 uufd. input coupling capacitor from 
phono terminal 1. This jumper is 
clipped open when it is desired to use 
a Weathers FM capacitance pickup 
without the Weathers adapter. With 
such an adapter, this pickup is con- 
nected to terminal 2 and the jumper 
is left intact. Note also that the se- 
lector switch not only determines the 
equalization but also connects the 
proper input terminal to the unit. 
Output from the equalizer circuit or 
directly from the four high-impedance 
inputs is then applied through the 
level control to a second 12AX7 pre- 
amplifier circuit incorporating bass 
and treble controls. The output of 
this stage is then fed through the 
loudness control to a 12AU7A, oper- 
ating as direct-coupled, low-level volt- 
age amplifiers. The second section of 
this tube is a phase-splitter which 
feeds equal amplitude but opposite po- 
larity signal voltages to another 
12AU7A, the driver amplifier. Out- 
puts from this driver are then applied 
to the grids of the 6L6GB push-pull 
power amplifiers whose screen grids 
are connected to taps on the output 
transformer to provide “Ultra-Linear” 
operation. Degenerative feedback is 
taken from the secondary winding of 
the output transformer and is applied 
to the cathode of the first section of 
the 12AU7 low-level voltage amplifier. 

The HF20 is being offered in two 
forms, as a kit at $49.95 and complete- 
ly wired at $79.95. —f0- 
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Many scope defects can be 
found and repaired by the 
owner himself; here are 


some practical suggestions. 
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HE oscilloscope is the electronic 

right arm of the modern TV tech- 

nician. If it is sent to the factory 
when it goes bad, the technician is 
likely to be separated from an impor- 
tant service tool for several weeks. To 
keep those waveforms cycling without 
interruption, it is desirable to repair 
the scope immediately when it be- 
comes defective. This article will pro- 
vide enough information to enable the 
technician to make such “on the spot” 
repairs. 

An understanding of the basic con- 
struction of the oscilloscope, and the 
functions of its different sections, is 
necessary if repairs are to be made 
efficiently. Such an understanding can 
be obtained by considering the simi- 
larities—and differences—between a 
scope and a TV set. 

Both instruments are built around a 
CRT. The most important function of 
the TV set is to display the neces- 
sary variations in brightness on the 
CRT screen in conjunction with the 
proper sweep; the scope’s most impor- 
tant function is vertical deflection. In 
the TV set, the wide-band amplifier is 
the video amplifier; in the scope, it is 
the vertical amplifier. In both instru- 
ments, high voltage is required to ac- 
celerate the CRT beam. The scope 
does not require as much high voltage 
as the TV receiver for two reasons: 

1. The beam in the scope CRT does 
not have to move as quickly and 


therefore does not have to be as in- 
tense as the beam in the TV receiver 
CRT. The TV receiver beam covers 
the entire screen in 1/30 of a second; 
the beam in the scope, on the other 
hand, traces one waveform or series 
of waveforms continuously. The illu- 
mination of the scope screen is ade- 
quate with a lower amount of high 
voltage present. 

2. A hood can be used over the 
scope CRT to shield it from outside 


Fig. 1. Block diagram of a typical 
service-type oscilloscope showing the 
basic sections only. Specialized scopes 
often have more elaborate circuitry. 
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light. The screen illumination and 
high voltage requirements are reduced 
to some extent for this reason. 

The size of the scanning spot on the 
scope CRT is larger than it is on a 
TV receiver CRT due to the smaller 
amount of high voltage used in the 
scope; a larger spot is, however, tol- 
erable in the scope. 

In the TV set, the video signal is ap- 
plied between the CRT grid and cath- 
ode. These electrodes are generally 
kept near ground potential. In the 
scope, the signal is fed to the vertical 
deflection plates, and sometimes also 
to the horizontal deflecting plates. 
These scope electrodes will therefore 
be found near ground potential. How- 
ever, the 2nd anode of the scope CRT 
must be at the same potential as the 
deflection plates, to avoid the defocus- 
ing that would take place if this re- 
quirement were not met. This necessi- 
tates the application of a high negative 
voltage to the cathode of the scope 
CRT. (In the TV CRT, a high positive 
voltage is applied to the 2nd anode.) 
A still more negative voltage must be 
applied to the control grid of the 
scope CRT, to provide the proper bias. 

A final important difference between 
a scope and a TV set is that the scope 
generally uses an electrostatically de- 
flected CRT, while the TV receiver 
commonly uses a magnetically de- 
flected one. The reason for this is that 
the yoke required for magnetic deflec- 


RADIO & TELEVISION NEWS 


ac 


we 
4 


is pre 
electr 
tering 
glow 
voltas 
not vi 
from 
a fail 
bright 
ble. 
cause: 
the sc 
appea 
ing ci 
Inr 
cal de 
rect < 
plates 
(by n 
ment) 
the pt 
tive, | 
Look 
center 


tubes 
vertic: 
feed o} 
posite 
tiomet 
one de 
ries tl 
both 5 
ing ad 
tering 
of this 
center 
resisto 


July, 1 


tion of a scope CRT would have to 
permit a current to flow that was pro- 
portional to the input signal, to pro- 
duce a faithful replica of the input 
signal waveshape on the screen. This 
is rather difficult and expensive to 
achieve (scopes using magnetic deflec- 
tion have, however, been built). In an 
electrostatic deflection system, no such 
problem exists; deflection plates are 
fed by sweep voltage amplifiers, and 
such amplifiers can readily be designed 
to reproduce the signal waveshape 
with adequate fidelity. The capac- 
itance between each set of deflection 
plates distorts the signal waveshape 
to some extent, but the effect can 
readily be compensated. 

The block diagram of a representa- 
tive scope is shown in Fig. 1. The 
functions of the different sections 
should, by now, be self-evident to the 
technician. A representative oscillo- 
scope circuit is reproduced in Fig. 2. 


Servicing Procedures 


When power is applied to the scope, 
various controls are manipulated 
chiefly brightness, focus, and center- 
ing—to obtain a visible scanning spot 
on the CRT screen. If no spot can be 
obtained, the fault may lie in one of 
the controls just referred to, the pow- 
er supply, or the CRT. To locate the 
defect, proceed as follows: 

Turn the brightness control all the 
way up and carefully examine the 
screen. If a faint glow is visible at 
the edge of the screen, centering trou- 
ble is present. The glow referred to 
is produced by stray electrons; such 
electrons are not affected by the cen- 
tering voltages and will thus cause a 
glow to be visible even when these 
voltages are improper. If the glow is 
not visible, turn the brightness. control 
from high to low setting and back. If 
a faint glow is present, varying its 
brightness will make it more discerni- 
ble. If the procedure just outlined 
causes the glow to become visible but 
the scanning spot cannot be made to 
appear, look for trouble in the center- 
ing circuits. 

In many scopes with push-pull verti- 
cal deflection, the output tubes are di- 
rect coupled to the CRT deflection 
plates; varying the bias of these tubes 
(by means of potentiometer adjust- 
ment) provides centering. If one of 
the push-pull amplifier tubes is defec- 
tive, centering will not be possible. 
Look for a defect of this kind, when 
centering trouble is present in such a 
scope. 

In some oscilloscopes, the output 
tubes are single-ended; that is, the 
vertical and horizontal amplifiers each 
feed one deflection plate, while the op- 
posite plate is grounded. A _ poten- 
tiometer in the circuit associated with 
one deflection plate (of each pair) va- 
ries the d.c. voltage present between 
both plates, and thus permits center- 
ing adjustments (see Fig. 3). If cen- 
tering is absent or improper ina scope 
of this kind, look for a defect in the 
centering potentiometers, or in some 
resistor in the voltage divider circuit 
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associated with each potentiometer. 

If the service technician suspects 
that trouble exists in a centering cir- 
cuit, but is uncertain whether this is 
actually the case, the following test 
will help him reach a decision: 

Short the deflection plates to each 
other (horizontal to horizontal and 
vertical to vertical) at the terminals 
on the scope where provisions have 
been made for applying signals direct- 
ly to the plates (see Figs. 4A, 4B, and 
4C). (Most scopes have such provi-- 
sions to permit a signal to be applied 
directly to the deflection plates, rather 
than through the scope amplifiers; the 
latter may distort certain types of sig- 
nals.) If a spot can now be obtained, 
trouble in the centering circuits is def- 
initely indicated. 

If no scanning spot is seen on the 
CRT screen, and the centering system 
has been given a clean bill of health, 
the voltages at the CRT socket should 
be checked. Keep in mind that high 
voltages, negative with respect to 
ground, are present at the CRT sock- 
et. Treat this part of the scope with 
respect, since it is capable of dealing 
out dangerous shocks. The high volt- 
age in an oscilloscope is derived from 
a half-wave rectifier circuit which is 
fed line voltage that has been stepped 
up by a transformer. This type of 
“brute force” supply is generally capa- 
ble of delivering lethal currents, so 
be careful. 

The voltages that may normally be 
expected at the CRT socket are as 
follows: 

The cathode is generally about 2000 
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Fig. 3. Simplified schematic diagram 
of one type centering control circuit. 


Q°9 


HORIZONTAL DE TION 
PLATES SHORTED 


NORMAL CONNECTION 


(A) (8) 
0 (0) (01) —O Co 
eLe| lleQet 
VERTICAL DEFLECTION CONNECTION FOR DIRECT 
PLATES SHORTED HORIZONTAL INPUT 


(c) (D) 


Fig. 4. Most oscilloscopes contain ter- 
minals at the rear or on the side for 
direct connection of an external sig- 
nal to the deflection plates as shown. 


volts negative with respect to ground. 
In some scopes, the cathode-to-ground 
voltage is less, and may even be as 
little as —700 volts. The control grid 
is normally between 0 and 80 volts 


Fig. 2. Schematic diagram of a typical general-purpose oscilloscope using 
push-pull deflection. Note highlighted sections. This is the Precision ES-550. 
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TILT ROUNDED CORNERS 
(a) (B) 
OVERSHOOT RINGING 
(c) (Dd) 


Fig. 5. Effect of a defective vertical amplifier on a square-wave signal fed 
into the scope from a square-wave generator. If the vertical amplifier has poor 
low-frequency response, the scope will reproduce the square wave as shown in 
(A); poor high-frequency response is shown in (B). (C) and (D) are the result 
of excessive high-frequency response of the oscilloscope’s vertical amplifier. 


negative with respect to the cathode, 
depending on the setting of the bright- 
ness control. The focus anode voltage 
varies from one scope to another. It 
should generally be one-fifth to one- 
third the value of the high voltage 
present in the scope. 

An accelerating anode (in addition 
to the 2nd anode) is used in the scope 
CRT to speed up the beam. In less ex- 
pensive scopes, this anode may be 
found connected to the 2nd anode, 
with both anodes grounded. Or, both 


anodes may be connected to “B+” to 
provide a little more accelerating volt- 
age. In other scopes, the accelerating 
anode voltage is made variable; the 
potentiometer used to vary it is called 
an “astigmatism” or “spot shape” con- 
trol, since its adjustment affects the 
roundness and sharpness of the scan- 
ning spot. The “astigmatism” control 
generally permits a voltage varying 
from 0 to 200 volts to be applied to 
the accelerating anode. 

Finally, there is the CRT heater 


Table 1. Review of the testing procedure outlined in the text for troubleshooting 


defective oscilloscopes. 


Be certain to refer to the manufacturer’s schematic. 


SYMPTOM TEST 


|NORMAL TEST RESULT! DEFECTIVE SECTION 


Dead scope, 
pilot light off. 


Pilot light on, 
no trace or light. 


Turn brightness 
| full up. 


| 


“Glow on screen of | If there is no glow 
CRT. check the low or high 


| Power supply: fuse. 


voltage power supply 
or CRT. If there is a 
glow, see symptom. 
“No trace. glow pres- 


| 2nd anode: 0 to 
“Bt.” 
Focus anode: —200 to 
| —1000 v. 

Cathode: —700 to 

— 2000 v. 


Grid-to-cathode: 0 to | 


| —80 v. 


ent.” 


| If the voltages are 


incorrect, check the 
power supply. If 
voltages are correct, 


| check the CRT. 


Spot on screen. 


If there is no spot vis- 
ible, check the CRT. 
If the spot appears, 
check the centering 
circuit. 


no horizontal line. 


No trace, | CRT voltages. 

no glow. | 

No trace, | Short the deflection | 
glow present. | plates.* 

Centered spot, Apply a.c. test 


| Horizontal line. 


signal to horizontal | 


input. 


If no line is present, 
check horizontal am- 
Pp ifier. If line appears 
check the horizontal 
sweep oscillator. 


Horizontal line, 
no vertical deflec- 
tion. 


Apply a.c. test 
signal to points 
along vertical 
amplifier. 


| Sine wave. 
| 
| 
! 


“Horizontal to horizontal, vertical to vertical plate. 
Note: Voltages indicated in column 3 depend on particular scope under test. 


Defective stage pre- 
cedes point where 
sine wave first ap- 
pears. 
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voltage. This is standardized at 6.3 
volts in all modern oscilloscope CRT 
tubes. 

For proper operation of the scope, 
normal voltages must be present at 
the CRT. Use a suitable voltmeter, or 
voltmeter-probe combination, to meas- 
ure the high voltage. Exercise due 
caution in making this measurement. 
If the CRT voltages are normal, and 
no scanning spot can be obtained, the 
CRT is defective. If the voltage be- 
tween any electrode and ground is in- 
correct, the circuit components asso- 
ciated with that electrode should be 
checked. The electrodes connect to 
simple voltage dividers in the power 
supply; such circuits are relatively 
easy to troubleshoot. If no high volt- 
age is present, the high-voltage recti- 
fier or power transformer may be de- 
fective, or a filter capacitor may be 
bad. 


No Sweep 


If a spot is seen on the CRT, but no 
horizontal sweep is obtainable, that is, 
a horizontal line cannot be produced 
on the screen by suitable manipulation 
of the scope controls, the trouble lies 
in the CRT, horizontal sweep oscil- 
lator, or horizontal sweep amplifier. 
The trouble can be further localized 
by switching off the scope horizontal 
oscillator (through suitable adjust- 
ment of one of the scope controls) and 
applying an a.c. test signal to the hori- 
zontal input terminals. Such a signal 
is generally available at the front 
panel of the scope. If a horizontal line 
of some kind now becomes visible, 
trouble in the horizontal sweep oscil- 
lator is indicated. If the test signal 
does not produce any visible output, 
the trouble probably lies in the hori- 
zontal amplifier. A defect in the CRT 
may also be responsible for the symp- 
toms. 

To determine which of these possi- 
ble sources of trouble is present, apply 
a test signal directly to the CRT hori- 
zontal deflection plates (after first 
disconnecting the plates from the am- 
plifier circuit, as indicated in Fig. 4D). 
If a horizontal line is now seen, the 
horizontal amplifier is defective; if 
there is no horizontal line, the trouble 
is in the CRT. It should be noted that 
in some scopes, the horizontal oscil- 
lator and amplifier are contained in 
the same tube; a defect in such a tube 
may make the horizontal sweep oscil- 
lator and amplifier stages simulta- 
neously inoperative. 

If a defect in the horizontal ampli- 
fier stage is indicated by the preceding 
test, try a new horizontal amplifier 
tube first. When several stages are 
present in the horizontal section, the 
scope itself may be used to locate the 
circuit point at which the signal is 
lost. One of the two procedures to be 
described may be employed for such 
troubleshooting (it is assumed that 
there is no horizontal sweep and tube 
replacement tests have not revealed 
the defect) : 

1. Feed a 60 cps test signal to the 

(Continued on page 116) 
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—— or stylus should the tone arm be por ident! tly. Low 
allt hi-fi cartridges by means of p y eng 

stylus pressure. 

This tone arm 


isa b quality companion to the PK-100 with matching finish. Shpg. wt., 24/2 me 


Net 19.56 


AFC DEFEAT CIRCUIT WITH FRONT 
PANEL CONTROL 


© GROUNDED GRID vent AMPLIFIER 
@ 20-20,000 CPS RESPONS: 

Choose this 7 tube compact high-Adelity Lr y= 
tuner whose und in) 


cuit with limiter and Foster-Seeley discriminator. 
ere tuning with slide-rule dial n't fly- 


Basic FM-AM Tuner 


. . impe- 
UAE PM REME Seance phono input and high impedance audio 
specifications and de- BRSTs SPECIFIC ° 

~ se ie Sates PECIFICATIONS 

a ee RANGE: FM, 88-108MC, AM, 530- 
ati Ut ie 61650 KC. ANTENNA npurs FM, 300 ohms, AM 


LECTIVITY: FM, mn KC bandwidth, 6 db ‘down; 375 KC FM ¢ ak 
~y peak separation, A 8 KC bandwidth, 6 db down. IMAGE REJECTION: 30 d db‘ 
minimum, HUM Leven: $0 db below 100% modulation: TUBE COMPLEMENT: 
2-12AT7 1-6BE6, 1-6BA6, 2-6AU6, 1-6AL5 plus oo rectifier. SIZE: 54/4” 


handle. Measures 6 x 


MB BDD q..crrcsccoserccesessesvercassoceees ssevscccveensccsovenseteus sesescete cossboseborseeeesen NET 32.50 


a budget price in easi- [Rbeyhetears — r3 high impedance external harmonics from, 120MC to 260MC. Selector ewiteh 
witch gives choice of internal modulation o 
ly assembled kit form. eet yon Ay ey ty? Ft source a other frequencies, For audio, testing the 400 cy cle signal nal an be 
iM : * | used separately. uts are unmodula' modulate: an audio. 
pa yp ALM FM, 5 UV for 30 db quieting, AM, Loop ponettivity 80 ,UV/meter. RF output is in excess of 100,000 micravolts and jacks are provided for choice 
of either high or low RF output. Stability is insured by special circuit desi 
Has a fine adjustment RF control. AF output is 2-3 volts, AF input is 4 vo ts 
pet on | BS megohrna. a > he ae ae i - ee ay — “ 
high x 9%" wide x 9¥2” deep (excluding kno MPTION: 80 watts, For | ‘ected by transparent plastic besel. Common AF terminals for EXT- — 
* and INT-AF for audio tests eliminate need for special AF output ——_- 
od cop per-plated and lacquered finish. Less | Machine engraved fen lettering. Handsome gray metal case with 


line cord and plug. ein on *108- 125V 50-60 cycle AC, Shpg. wt., 8 Ibs. 


LAFAYETTE SIGNAL GENERATOR 


NEVER BEFORE HAS A COMPLETELY 

WIRED AND TESTED INSTRUMENT OF 
SUCH ACCURACY AND QUALITY 

es BEEN OFFERED AT 


SUCH A PRICE! 
oie 120 KC TO 260 MC 
@120 KC TO 130 MC ON FUNDAMENTALS 
@ LABORATORY ACCURACY AND QUALITY 


A completely wired and tested instrument not 
to be confused with units sold in kit form at 
almost the same price, but with a quality 
accuracy of a 3 to 4 times its 
pelos. a everlap) BKC 3 es generate signals 
of 12 _ a C — 1000KC, Mc 
— 3. Me oa ime '— 38MC and 37MC 
— 130MC a am my BNA. with calibrated 
Fs instant choice of ranges. 
CPS or use of one —- 


10” x 41/2”. Comes complete with pair of leaden vas? AG 


Reg. Price 
A pencil-slim design, hi oueut PA Dynamic 


or 

yg iy removable bracket per: 
hand mike. Fe 

tures exceptional mechanical een My A case 

with satin Cee ae finish, vad, Acous- 

tically-treated grille head, eri Tong: 14%” barrel 

diameter. Shipping wei; nt 2 

Dubs scossesseancousetcvnscss lots et 8, » Baek 


LAFAYETTE GEIGER COUNTER KIT 


WITH HIGH SENSITIVITY Zr, 203) 
VICTOREEN TUBE 1B85 T : ne ceiver ¥-250 


Counter Kit with High __ @. 
Seoelt lly Victress Guistanding kit buys in the A | CRYSTAL MICROPHONE 


COMPARE IT WITH ANY MIKE 
AT 2 to 3 TIMES THE PRICE 


ML-100....Metal cage for above, Shpg. wt., 3 Ibs. .. LAFAYETTE LSG-10 SIGNAL GENERATOR 22.50 
SLIM HIGH OUTPUT / Cc ECEIVER R/C Receiver is completely assembled oud wired, with tube 
AND TRANSMITTER and ready to operate on exam-free 27. 356 MC remote con- 
DYNAMIC MICROPHONE trol band. Size: 14%” x 1-15/16” x 3”. Wt. 3.3 oz, Re- 
RANGE OF APPROXIMATELY 1 MILE $208 one 1.5 volt and one 45 volt battery. Net 7.95 
DIEDED . . occsnsdsvede.bensecenensenessennesecsesedeisserteranneveneseuscess et 7. 


R/C ESCAPEMENT R/C Transmitter is Sfube and: 27-256 MC tested and guar- 


Microphone of exceptional quality, at a Es that | TRANSMITTER anteed, and includes tube an MC crystal. 6 section 

= VY o egg he of Ly? —- — « - telescoping — Size: 4” x 4” x 12”. Less batteries. 
‘ “ y x. wt. 

60- 10, ‘000 cycles. Omnidirectional, tiltable h head. — SINE decid. accochaesnansenudseentbesmanincd pisiutone.dabdagimienti Net 19.95 

Switch - row aves, eee { eithe: : OF 


TRANSMITTER 1 Burgess, 2D or RCA VSO69 Net. Ea. .4: 
BATTERIES: z Burgers = XX45 


R/C . ecaperment 
rigs Ww. iz W. Sipe e 


SPECIA COMBINATION OFFER 


Consists of R/C Laeger on (F348). R/C Receiver (F- 
and All 


vsoie. ..Net. Ea. 2.28 


is completely wired, ouund and ot 
ighs 1/2 oz. Low current drain, Size: 15/4” 


Soscesosusouteosecan ssseabes Net 2.45 


. wt. 5 oz. 


Escapement (F-194) three at a super special 


ae volt i Batteries. ‘ -za 

for quick assemb! I 7.93 

iets 

nee sonmanaatal Toor xalm grpithers, dom ¢c 34:88 

IMPORTED 12. HI-Fl COAX. SPEAKER Pea etllaee cia Base § 7-38 

PA-24— in lots of 3,each .. g 33:38 

Reg. Price @ FREQUENCY RANGE 30-15000 CPS singly, each ....... 425 
4450 © HANDLES 20 WATTS OF POWER ~ ae Soest 

Net ‘@ COMPLETE WITH LEVEL CONTROL fa AL : : ee 
© POWERFUL TSK-5 MAGNETS REMOTE CONTROL Le" ae on 
@ SPECIAL SHEEP SKIN-EDGED FOR SILENT 100 SIXTH AVE. PiAinFigioN) 13 4S! : 
A ll Se: NEW YORK, N.Y. s0S10KMASS “NioFeseas: 

fayette exclusive import and ex- nclude postoge with ne : 
Lincs alll r132-Pag Catalog | 

coax moun 

woe in crossover network. The spe- s Send FREE 132-Page Lafayette Cataleg H 
cially Ly fibre cone has x sheep- |e Fer Herd-of- Hearing i H 

e suppre nod seen,“ jam ela aii: teal Mail oat 
vibrations and yw “beautiful tone © For Late Listening ; _— H 
etek ont ok peortin ee to 6 db Sie srosrem tne loud speaker axet Suttom. H H 
cut. Maximum input 29, watts: Impe- ae Geet Gee te hee ee ene a es ees er a ee ee 

Gance | s 9 ugged all-metal frame. that can’t the noise. Comes" u 
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side, but the interior of Mac’s Service 

Shop was a cool and dry seventy-five 
degrees, thanks to the new air condi- 
tioning units that had just been in- 
stalled in both the front office and the 
service department. 

“You know, Mac, it’s a real joy to 
return to work here on a hot day like 
this,” Barney remarked. “I could hard- 
ly wait to get back after lunch. That 
sun’s a real scorcher today.” 

“I’m glad to hear you say that,” Mac, 
his employer, replied. “I’ve been notic- 
ing how prompt you are recently, and 
I’m beginning to hope the extra work 
I'll get out of you may help pay for 
the air conditioning.” 

“I know this installation set you back 
plenty, but in my book it’s worth it,” 
Barney said earnestly. 

“In all seriousness, I’m sure it is,” 
Mac agreed. “First, it creates a favor- 
able impression on the customers who 
come into the shop. Secondly, Amanda 
is patient and courteous with them be- 
cause she is comfortable and at ease; 
and you and I do much better work, 
too, because we are comfortable. When 
sweat is running down your arms and 
dripping off the end of your nose into 
the chassis on which you are working, 
it is doggoned hard to be alert for every 
symptom of something not quite right. 
There is every temptation to let things 
slide a bit and to finish off the job as 
quickly as possible. That’s just human 
nature.” 

“You're so right. I was wishing last 
night that our radio club meeting was 
air conditioned. I had to give a talk; 
and between nervousness and the 
sticky weather, I was sweating like a 
hoe handle.” 

“What did you talk about?” 

“The title was ‘A Professional Tech- 
nician’s Approach to Ham Problems.’ 
In case you’re wondering, J am the pro- 
fessional technician—and please keep 
any remarks about same to yourself.” 

“I have no remarks,’ Mac denied 
blandly. ‘‘You are a professional tech- 
nician, and a darned good one. To ad- 
mit otherwise would be to impugn my 
ability as a teacher—and we can’t have 
that, can we?” 
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iF WAS a blistering hot July day out- 


ecmauas APPROACH TO HAM PROBLEMS 


By JOHN T. FRYE 


“T’ll have to think that over a bit be- 
fore I can decide whether I’ve been 
complimented or insulted. At any rate, 
I feel I’m well prepared to talk on this 
subject because I’ve worked both sides 
of the street. I can well remember the 
blundering hit-and-miss methods I used 
to employ in trying to run down trouble 
in my ham equipment, and I also know 
how comparatively easy it is for me to 
locate and straighten out these difficul- 
ties now. Yet practically the whole dif- 
ference lies in how I went at the job 
before and how I tackle it after doing 
TV service work for a few years.” 

“Sounds interesting,’”’ Mac remarked. 
“Tell me more.” 

“Remember you asked for it,” Bar- 
ney warned with a pleased grin. “I 
started out by saying any technician 
worth his salt realized he had to have 
a certain minimum amount of service 
equipment to do a good job. At the 
same time I well understand from my 
own experience that the average ham 
has only a limited amount of money to 
spend on his hobby and he prefers to 
allot all he can to improving the ‘pro- 
ductive’ ether-busting quality of his 
signal rather than investing in ‘non- 
productive’ test equipment.” 

“That figures.” 

“Then I went on to say I thought the 
best investment for a ham was a 20,000 
ohms-per-volt v.o.m. If he likes, he can 
select one of several excellent instru- 
ments of this kind on the market; or, if 
he prefers, he can buy one in kit form 
and put it together himself.” 

“Why not a v.t.v.m.?” 

“I was hoping you’d‘ask that,” Bar- 
ney said complacently. “There are sev- 
eral good reasons. First, a v.t.v.m. is 
likely to be affected by the strong r.f. 
fields around a transmitter and give 
erratic unreliable readings when the 
rig is on. Secondly, the v.o.m. is self- 
contained and independent of the power 
lines. It can be used just as easily for 
checking the mobile rig in the trunk of 
the car as for use with the transmitter 
in the shack. Finally, most v.t.v.m.’s 
do not have provision for reading cur- 
rents; and being able to read currents 
accurately is quite important around a 
transmitter.” 


“You overlooked one more argu- 
ment: generally speaking a v.o.m. re- 
tains its calibration better than does 
a v.t.v.m. because of the different prin- 
ciples on which the two operate. This 
becomes important when a person has 
only one general-purpose meter and 
must depend upon what it tells him 
without being able to check it easily 
against other meters. The ham who 
has a good v.o.m. in his shack and takes 


care of it will have a standard on which 


he can depend year after year.” 

“That is a good point, and I should 
have thought of it. Your saying some- 
thing about ‘taking care of the meter’ 
reminds me I brought that up, too. I 
passed along that little trick you 
taught me of always automatically re- 
turning the meter selector switch to 
the ‘1000 volts d.c.’ position as soon as 
I finished making a measurement. That 
way, if you forget to reset the switch to 
the proper scale before socking the test 
prods across high voltage—and this is 
so easy to do—no damage will be done. 

“I went on to say that it was a good 
idea when making checks on a trans- 
mitter always to check first with the 
meter in the 1000 volts d.c. position be- 
fore setting the function-scale switch 
to a scale you think should be adequate. 
Things can happen in a rig that will 
produce unusual voltages at unexpect- 
ed places. If you happen to try to check 
the resistance at one of these points, 
the meter pointer will probably end up 
looking like a hair spring. Testing for 
any possible voltage before going to the 
‘ohms’ scale will obviously prevent this 
disaster.” 

“What else did you tell the boys?” 

“I talked about how important it was 
to have an accurate and up-to-date dia- 
gram of the equipment around the ham 
shack. I explained that we had around 
five hundred dollars tied up in nothing 
but diagrams of the receivers on which 
we worked and that we were adding to 
this constantly, for we know how much 
easier it is to troubleshoot with a dia- 
gram. I urged that diagrams of the 
receivers, transmitters, and test equip- 
ment all be kept conveniently together. 
If the transmitter is home-brew, a very 
careful diagram should be drawn up. 
Whenever any change is made in any 
of the equipment, that change should 
be carefully and immediately noted on 
the diagram.” 

“That certainly makes a lot of 
sense.” 

“Next I told how much better it is to 
use ‘dynamic’ testing methods rather 
than the ‘static’ kind. I explained that 
we always try to put a receiver into 
some kind of operating condition as 
soon as possible because it is much 
easier to spot trouble in a live set than 
in one not turned on. In the latter case, 
all you can do is check each component 
separately until you finally stumble on 
one that is bad—if you’re lucky enough 
to have trouble that will reveal itself 
in this kind of test. On the other hand, 
with the equipment working, a defec- 
tive part will usually produce several 
symptoms, such as changes in voltage 
or current, overheating of parts, oscil- 
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lation, etc., that will point accusing fin- 
gers right at the defective unit. Dy- 
namic testing is particularly effective 
and easy with transmitters because the 
signal handled is of robust, easily-meas- 
ured proportions. A crystal r.f. probe 
used with the v.o.m. will detect the 
presence of r.f. at low intensity points, 
such as grids; and the old reliable, 
cheaply-built absorption type wave- 
meter will show the presence and fre- 
quency of this r.f. in the plate tank 
circuits. 

“This, of course, led directly into the 
subject of dummy antennas, I said flat- 
ly that in my book a dummy antenna 
was the first piece of test equipment 
any ham ought to build, since he could 
do this easily by selecting the proper 
number and wattage of incandescent 
lamps and connecting them in series, 
parallel, or series-parallel arrangement 
to present the proper impedance load 
to the transmitter while absorbing its 
normal output. Using such a device a 
ham can troubleshoot his transmitter 
to his heart’s content without disturb- 
ing fellow amateurs. A defective trans- 
mitter has no more place on the crowd- 
ed ham bands today than a defective 
automobile has on our crowded high- 
ways.” 

“That’s advice apparently some of 
them could use. I still hear fellows on 
the air with lousy signals asking others 
to diagnose their trouble and tell them 
how to fix it.” 

“IT know, and that’s about as sensible 
as going around asking your neighbors 
for medical advice when you're sick. 
Anyone who has listened even casually 
to one of these ‘round-table clinics’ 
quickly decides that what one ham 
terms a good signal another calls ter- 
rible. Each one, since he has no re- 
liable observed data to go on, comes up 
with a different suggestion based on his 
own narrow experience. Nine times out 
of ten, trying to find your trouble that 
way is just a waste of time and a 
nuisance.” 

“How did you wind the talk up?” 

“T tried to explain that troubleshoot- 
ing is composed of roughly these steps: 
First, you gather all the symptoms you 
can from observation, voltage and cur- 
rent checks, listening on the monitor, 
and so on. Then, keeping all these symp- 
toms in mind, you study the diagram 
and try to imagine a c8mponent failure 
that could produce all the symptoms. 
Having decided on such a component, 
you test it individually or replace it 
with a unit known to be good and see 
if that clears up the trouble. If not, 
you replace the original part and look 
for another likely suspect. It is im- 
portant that you change only one part 
at a time so that when and if you do 
cure the trouble you will know what 
was causing it. Changing parts in a 
helter-skelter manner may easily con- 
tribute new troubles to those with 
which you started. 

“As a finale I gave an example of 
what I meant. Suppose I receive a re- 
port my modulation is distorted. Im- 
mediately I pull the transmitter off 
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, Mallory 
2 “Gems” 


pace setters in 
paper capacitors 


Next time you replace paper tubu- 

lars, make sure you use these new 
Mallory capacitors. They give you 
a lot of extra value features— without 
extra cost. 


Soldering iron heat can’t loosen 

leads. Wires are permanently 
attached in the plastic end seal... 
can’t work loose from heating or 
vibration. 


Moistureproof construction, using a 
protective case of high grade mica- 
filled bakelite, ends worries about pre- 


mature shorts due to high humidity. 


in each capacitor. 


True center construction protects the 
foil element from deformation during 
assembly ... assures uniform quality 


Get your stock now, from your local 
Mallory distributor. Ask for Mallory 
““Gems”’—you’ll agree they’re a gem 


MALLORY & CO. Inc 


of a capacitor! 


eos si 
INDIANAPOLIS 6, INDIANA 


MODEL O-10 


MODEL OM-1 


(C) MODEL OL-1 


® Heathkit ETCHED CIRCUIT 
5” OSCILLOSCOPE KIT 


Amplifier response essentially flat (+2 db —5 db) from 5 mc 
down to 2 cps without extra switching. Sweep oscillator allows 
single-cycle observation up to 500,000 cps, and will sync signals 
even higher. Uses etched metal circuit boards. MODEL 0-10 
Push-pull vertical and horizontal amplifiers— 
built in peak-to-peak calibrating source—step $ 50 
attenuated input—preformed and cabled wiring e 
harness. A professional scope ideal for color TV Shoe. Wi 
work in the lab or service shop. 11-tube circuit ae Bho. : 
features SUP1 CRT. 


Heathkit ETCHED CIRCUIT 
5” OSCILLOSCOPE KIT 


The OM-1 has many big scope features, including 5’, 5BP1 cath- 
ode ray tube, and yet it is priced reasonably. Features etched 
metal circuit boards. Incorporates 3 step input attenuator— 
phasing control—built-in peak-to-peak voltage = MODEL OM-1 
calibrator—and push-pull vertical and hori- 

zontal amplifiers. Vertical amplifier flat within $4g9°° 
+3 db from 2 cps to 200 kc. Sweep circuit func- © 
tions from 20 cps to 100,000 cps. An excellent Shpg. Wt. 
general purpose scope for service shop or lab. 21 Lbs. 


Heathkit ETCHED CIRCUIT 
3” OSCILLOSCOPE KIT 


Has many of the features of the Model OM-1, yet is smaller in 
physical size for portability, and for use in the home workshop. 
Employs etched metal circuit boards. Vertical mopet ot-1 
frequency response within +3 db from 2 cps to 

200 kc. Sweep generator operates from 20 to $29°° 
100,000 cps. The 8-tube circuit features a type * 
3GP1 cathode ray tube. Measures only 914” h. Shpg. Wt. 

x 614" w. x 1134" d. 14 Lbs. 


Heathkit PROFESSIONAL RADIATION COUNTER KIT 


HEATHKIT 


... World’s finest 


electronic equipment 
in kit form 


MODEL M-1 
HANDITESTER 


MODEL MM.-1 
VOM 


MODEL V-7A 


VTVM 


¥ 


Heathkit 20,000 OHMS/VOLT 
VOM KIT 


Requires no external power. Sensitivity is 20,000 ohms/v. DC 
and 5,000 ohms /v. AC. Black Bakelite case—414” 50 ua. meter— 
1% precision resistors. AC and DC ranges are __ 

0-1.5 5, 50, 150, 500, 1500, and 5000 volts. MODEL MM-1 
Direct current ranges are 0-150 ua., 15 ma., 150 $29°° 
ma., 500 ma., and 15 a. Resistance multipliers e 
are X1, X100, and X10,000. DB range from 
-—10dbto +65 db. Especially valuable in port- 
able applications. 


Shpg. Wt. 
6 Lbs. 


Heathkit HANDITESTER KIT 


This compact model easily slips into tool box, glove compart- 
ment, or coat pocket. Valuable as “‘extra” instrument in service 
Shop, and ideal for the home experimenter. MODEL M-1 
Very popular with appliance repairmen, and 

electricians. Measures AC or DC voltage at $yqs° 
0-10, 30, 300, 100, and 5000 volts. Direct cur- e 
rent ranges are 0-10 ma., and 0-100 ma. At- Shpg. Wt. 
tractive black Bakelite case. 3 Lbs. 


Heathkit ETCHED CIRCUIT VACUUM TUBE 
VOLTMETER KIT 


The V-7A is used in scientific laboratories, technical schools, 
Service shops, ham shacks, and in the home workshop. Features 
200 ua. meter, 1% precision resistors,.and etched metal circuit 
board. Measures DC voltage, ACV (rms), AVC (peak-to-peak), 
and resistance. AC (rms) and DC voltage ranges are 0-1.5, 5, 15, 
50, 150, 500, and 1500 volts. Peak-to-peak ope v-7a 
ranges are 4, 14, 40, 140. 400, 1400, and 4 

volts. Ohmmeter ranges provide multipliers of $245° 
X1, X10, X100, X1000, XI10K, X100K, and X « 

1 megohm. DB scale also provided. 11 megohm Shpg. Wt. 
input impedance. 7 Lbs. 


This radiation counter features ranges of 0-100, 600, 6000, and 
60,000 counts per minute and 0-.02, .1, 1, and 10 milliroentgens 
per hour. The probe uses a 6306 Bismuth tube. MODEL RC-1 
The 5-tube circuit employs a 414”, 200 ua. meter, 

calibrated in cpm, and mR /hr. Also aural sig- $79** 
nal provided from panel-mounted speaker. e 
Simple to build from the instructions supplied, Shpg. Wt. 
even for a beginner. 8 Lbs. 


Modern circuit design for maximum 
sensitivity and reliability. 


Employs 900 volt Bismuth tube in beta/ 
‘gamma sensitive probe. 


| 
f 
] 
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i 


Both visual and aural indicators for 
radiation level. 


HEATH COMPANY :: 


Jiary of Daystrom, Inc. BENTON HARBOR 15, MICH. 
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ETCHED CIRCUIT RF PROBES FOR SCOPE 


No. 309-C. $3.50 
Shpg. Wt. 1 Lb. 


soit Use with any 11 
megohm VTVM for RF 
gana = - LOW CAPACITY 
; se agg Bie blag 42, $3.50 
accuracy. Employs No. 342, $3. 
Heathkit etched circuit. kp noptlonie is 
y 
PROBE KITS — circult loading. 
eatures variable 
30,000 VOLT D.C. capacitor for correct 
HIGH VOLTAGE seoteare mates. 
bal atio of attenuatio 
- No. 336. $4.50 can be controlled. 


Shpg. Wt. 2 Lbs. 
Use to measure high DC 


ETCHED CIRCUIT voltage with vive. 
Precision multiplier 
No 398-6. $5.50. earn 
. -C. $5. - plastic probe. Multiplication 
Shpg. Wt. 2 Lbs. factor of 100 on Heathkit SCOPE DEMODULATOR 
Use to read peak- 11-megohm VTVM. No. 337-C. $3.50 
Be see voltages on Shpg. Wt. 1 Lb. 
og : 11-megohm This probe functions like 
d direct detector to pass only 
on av IVM nase from PROBES modulation of signal, 
5 kc to 5 mc. FOR VIVM and not signal itself. 
Applied voltage limits are 
30 volts rms, and 500 


Heathkit ELECTRONIC SWITCH KIT 


This instrument allows simultaneous oscilloscope observation of two input 
signals by producing both signals, alternately, at its output. All-electronic 
circuit provides 4 switching rates, selected by panel switch. 

Provides gain for input signals, and features frequency response MODEL S-3 
of +1 db 0-100 kc. Employs seven miniature tubes. Sync output $2195 
provided to control scope sweep. Functions at signal levels as e 
low as 0.1 volt. Shpg. Wt. 8 Lbs. 


Heathkit VARIABLE VOLTAGE BQQWER SUPPLY KIT 


REGULATED 
This power supply provides regulated DC output that can be manually con- 
trolled from Oto 500 volts. Supplies up to 130 ma at 200 VDC, 
and up to 10 ma at 450 VDC. Large panel meter monitors MODEL PS-3 
output voltage or current. Supplies filament voltage ai 6.3 volts $3550 
AC (4 amperes). Filament and B+ circuits isolated from * 


ground. Ideal lab power supply for use in experimental work. Shpg. Wt. 17 Lbs. 


Heathkit ISOLATION TRANSFORMER KIT 


Provides isolation between the power line and equipment under test. No direct 
connection between primary and secondary. Keeps chassis of 

AC-DC sets “‘cold.”” Fused in the primary circuit. Also pro- MODEL IT-1 
vides manual voltage control from 90 volts to 130 volts for $ 50 
test purposes. Rated at 100 volt-amperes continuously. Panel 16 * 
meter monitors output voltage. Shpg. Wt. 9 Lbs. 


Heathkit DIRECT READING CAPACITY METER KIT 


This unique instrument indicates capacity in mmf, or mfd, di- 
rectly on a 444” 50 ua. meter. Ranges are 0 to 100 mnff, 0-1000 MODEL CM-1 
mmf, 0-.01 mfd, and 0-.1 mfd. Residual capacity less than 1 $2950 
mmf. Scales are linear. Instrument not susceptible to hand ® 
capacity effects. Will measure even smail value trimmers or Shpg. Wt. 
variable air capacitors. 7 Lbs. 


Heathkit VIBRATOR TESTER KIT 


Checks condition of vibrators under operating conditions. MODEL VT-1 
Tests 6-volt vibrators only. Use in conjunction with BE-4 bat- 

tery eliminator, or similar variable power source. Indicates $]450 
vibrator quality on large ‘“‘good-bad”’ scale. Tests both inter- Shpg. Wt. 

rupter and self-rectifier types. 5 different sockets. 


Photographers ! Heathkit ENLARGER TIMER KIT 


Use to time photographic enlarger. “Time” dial allows settings of 
from 5 to 60 seconds. Will also control safe-light “ton” when en- 
larger is “‘off.”’ Enlarger and safelight plug into recepticals on front 
panel. Handles up to 350 watts. Ideal device to. = MOpeL ET-1: ve 
free operator for other operations, and very $1150 a 
simple to build. Compact plastic case. 
Shpg. Wt. 
3 Lbs. 
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MODEL S-3 
ELECTRONIC SWITCH KIT 


MODEL PS-3 
VARIABLE VOLTAGE 
REGULATED 

POWER SUPPLY KIT 


MODEL IT-1 
ISOLATION 
TRANSFORMER KIT 


MODEL CM-1 
CAPACITY 
METER KIT 


BE 
rs 


MODEL VT-1 
VIBRATOR TESTER KIT 
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MODEL TS-4 
TY SWEEP GENERATOR KIT 


MODEL LG-1 . 
LABORATORY GENERATOR KIT 


_HEATHKIT 


instruments 


CONTAIN HIGH QUALITY 
COMPONENTS THROUGHOUT. 
EACH AN OUTSTANDING DOLLAR 
VALUE IN TEST EQUIPMENT. 


MODEL LP-2.  <¥ 
LINEARITY PATTERN 
GENERATOR KIT 


MODEL 
S$G-8 
RF SIGNAL 
GENERATOR 
KIT 


MODEL BE-4 


6-12 VOLT BATTERY ELIMINATOR 


KIT 


Heathkit TV SWEEP GENERATOR KIT 


All-electronic sweep circuit eliminates mechanical hum and vibration. Fea- 
tures improved linearity—effective AGC—flat output—0 to 40 mc sweep. 
Covers all frequencies for black and white or color TV work, as well as FM. 
High output for alignment of tuners, IF strips, boosters, etc. 

Fundamental output from 4 to 220 mc in four bands. Has MODEL TS-4 
crystal oscillator (4.5 mc and multiples thereof), and vari- $4950 
able marker covering 19 to 60 mc—up to 180 mc on har- ° 

monics. Provision for external marker. Effective two-way Shpg. Wt. 
blanking. 16 Lbs. 


Heathkit LABORATORY GENERATOR KIT 


This signal generator covers from 100 kc to 30 mc on fundamentals in 5 
bands. 400 cycle modulation variable from 0 to 50%. RF output up to 
100,000 microvolts. Meter reads RF output of percentage MODEL LG-1 
of modulation. Fixed step and variable output attenuation. 

Voltage regulation, double copper-plated shielding for sta- $3950 
bility, and other ‘‘extras.”’ Provision for external modulation. Shpg. Wt. 
Output impedance 50 ohms. 16 Lbs. 


Heathkit 
LINEARITY PATTERN GENERATOR KIT 


Supplies information for white dots, cross-hatch pattern, horizontal bar 
pattern, or vertical bar pattern. Use for adjustment of vertical and horizontal 
linearity, picture size, aspect ratio, and focus. Dot pattern is MODEL LP-2 
a must for color convergence adjustments. Clip merely con- 50 
nects to antenna terminals of TV set. Panel provision for ex- $22 . 
ternal sync if desired. Covers channels 2 to 13. 5 to 6 vert. Shpg. Wt. 
bars and 4 to 5 hor. bars. 7 Lbs. 


Heathkit SIGNAL GENERATOR KIT 


This tried and proven generator covers 160 kc to 110 mc on fundamentals in 
five bands, and calibrated harmonics extend to 220 mc. Very MODEL SG-8 
popular in service shops, laboratories, and home workshops. 

RF output is in excess of 100,000 microvolts, controlled by a $1950 
variable and a fixed-step attenuator. Output is pure RF, RF _—ghog. we, 
modulated at 400 cps, or 400 cps audio for amplifier testing. 8 Lbs. 


Heathkit BATTERY ELIMINATOR KIT 6-12 voit 


This up-to-date battery eliminator will supply either 6 or 12-volt output to 
take care of auto radios from even the most modern automobiles. Output 
voltage is variable 0-8 volts DC or 0-16 volts DC. Will deliver up to 15 am- 
peres at 6 volts or up to 7 amperes at 12 volts. Two 10,000 mopeL BE-4 
microfarad output filter capacitors insure smooth DC out- $ 50 
put. Panel meters monitor output current. Will double as a 31 " 
battery charger. Definitely required for automobile radio Shpg. Wt. 
Service work. 17 Lbs. 


Heathkit CONDENSER CHECKER KIT 


Measures paper, mica, ceramic, and electro- 
lytic capacitors in 4 ranges from .00001 to 
1,000 microfarads. Indicates condenser value 
and quality. Also measures resistance from 100 
ohms to 5 megohms. All values indicated di- 
rectly on panel scale, after .ad- 
justing for null on electron beam MODEL C-3 
“eye” tube. No calculations $1950 
necessary. A valuable instru- e 
ment in service or laboratory Shpg. Wt. 
applications. 7 Lbs. 


Heathkit SUBSTITUTION BOX KITS 
Model CS-1 $550 Shpg: Wt. Model RS-1 $550 ee 


This unit provides switch Provides switch selection of re- 
selection of capacitor val- sistances from 15 ohms to 10 
ues from .001 mfd. to .22 megohms, in 36 RTMA values. 
mfd, in 18 RTMA stand- Resistors are 1 watt, 10%. Ex- 
ard values. Kit includes 18” tremely valuable in all types of 
flexible leads with alligator _ electronic activity. 

clips. 
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MODEL QM-1 
“Q” METER KIT 


MODEL DR-1 MODEL DC-1 
DECADE RESISTANCE DECADE CONDENSER 
KIT KIT 


Heathkit “Q*’ METER KIT 


The model QM-1 measures the Q of inductances and the RF re- 
sistance and distributed capacity of coils. Employs a 444” 50 
microampere meter for direct indication. Features built-in signal 
source for tests at frequencies of 150 kc to 18 mc in four ranges. 
Measures capacity from 40 mmf to 450 mmf with- MODEL QM-1 
in +3 mnf. Indispensable for coil winding, <nd 
determining unknown capacitor values. A wo:th- $4450 


while addition to the laboratory or ham shaci: at Shpg. Wt. 
a very low price. 14 Lbs. 
Heathkit DECADE RESISTANCE KIT 
Provides 20 1% precision resistors that are MODEL DR-1 
switched to provide values from 1 to 99,999 ohms, $1950 
in l-ohm steps. High quality components for - 
precision lab work. a 


Heathkit DECADE CONDENSER KIT 
Employs high precision 1% silver-mica capacitors MODEL DC-1 
for switch selection of values from 100 mmf to $ 50 
0.111 mfd. in steps of 100 mmf. Employs ceramic 16 e 
switches for reduced leakage. Invaluable in the Shpg. Wt. 
laboratory. 3 Lbs. 


Heathkit IMPEDANCE BRIDGE KIT 

This bridge features built-in oscillator and amplifier. Measures 
resistance, capacitance, inductance, dissipation factors of con- 
densers, and storage factor of inductance. D, Q, and DQ func- 


tions combined in one control. Employs 4% MODEL 1B-2 
resistors and 14% silver-mica capacitors. 100-0- 

100 ua. meter indicates null. Two-section CRL SRQso 
dial provides ten separate “‘units’’ with accuracy 
of .5%. Fractions of units read on variable con- ee 


trol. 


Heathkit TUBE CHECKER KIT 

You can afford your own tube tester, even if you are an experi- 
menter, or only do part time service work. Uses a 414” meter with 
3-color meter face for simple ‘‘good-bad” indications of tube 


HEATH COMPANY : 


MODEL IB-2 
IMPEDANCE BRIDGE KIT 


Subsidiary « 


MODEL TC-2 
TUBE 
CHECKER 

KIT 


MODEL TC-2P 
PORTABLE 
TUBE CHECKER 
KIT 


quality, on the basis of emission. Will test all tubes commonly 
encountered in radio and TV service work. 14 MODEL TC-2 
different filament voltage values provided. Built- $ 50 
in roll chart—ten 3 position lever switches for 295° 
open or short tests on each tube element. Space Shpg. Wt. 
provided for future socket addition. 12 Lbs. 


Heathkit PORTABLE tusBeE CHECKER KIT 


The Model TC-2P is identical to the Model TC-2 

except that it is housed in a rugged carrying case. MODEL TC-2P 
This two-tone case is finished in proxylin im- $3450 

pregnated fabric. The cover is detachable, and ° 
the hardware is brass plated. Ideal for home Shpg. Wt. 

service calls. 15 Lbs. 


Heathkit TV PICTURE TUBE 


TESTER ADAPTER 


MODEL 355 Use with TC-2. Tests picture tubes for emis- 
Shpg. Wt. $450 sion and shorts. 12-pin socket, 4 ft. cable, 
1 Lb. * octal connector, and technical data. Not a kit. 


Heathkit CATHODE RAY TuBE CHECKER KIT 


Indicates condition of CRT on large ‘“‘good-bad” scale. Spring- 
loaded switches protect operator. Checks all electro-magnetic 
deflection picture tubes normally encountered in TV servicing. 
Housed in portable case for service calls. Sup- MODEL CC-1 
plies all operating potentials. Tests for shorts, $ 50 
leakage, and emission. Checks tubes on the work 22 . 
bench, in the carton, or in the set. Features shad- Shpg. Wt. 
owgraph test (spot of light on the screen). 10 Lbs. 


Heathkit AC VACUUM TUBE VOLTMETER KIT 


Here is a VITVM designed especially for 
audio work. Combines high impedance, 
wide frequency range, and high sensitivity. 
Frequency response, substantially flat from 
10 cps to 50 ke. Sensitivity allows measure- 
ments as low as 1 mv at high 
impedance. Ranges are .01, 
.03, .1, .3, 1, 3, 10, 30, 100, 


MODEL AV-2 


and 300 volts rms. Total db $Q@50 
range -—52 to +52 db. 1 Sh 

m . pg. Wh. 
megohm input impedance 5 Lbs. 


at 1 ke. 
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MODEL HD-1 MODEL CR-1 


HARMONIC DISTORTION METER KIT 


MODEL AA-1 
AUDIO ANALYZER KIT 


MODEL AO-1 
AUDIO OSCILLATOR KIT 


Heathkit HARMONIC DISTORTION 
METER KIT 


Designed for use with low distortion audio generator, (such as 
the Model AG-9). Measures harmonic distortion of audio am- 
plifiers under a variety of conditions. Reads distortion on meter 
as percentage of input signal. Operates between 20 and 20,000 
cps. High impedance VTVM built in for initial opeLt HD-1 
reference settings and final distortion readings. 

VTVM ranges are 0-1, 3, 10, and 30 volts full $4g°° 


scale. 1% precision resistors employed. Distor- Shpg. Wt. 
tion scales are 0-1, 3, 10, 30, and 100% full scale. 13 Lbs. 
Heathkit CRYSTAL RECEIVER KIT 

This crystal radio covers standard broadcast band MODEL CR-1 


(540 to 1600 kc). Employs two high-Q tank cir- 
cuits. A sealed germanium diode is used for de- $795 
tection—no critical “‘cat’s whisker’ adjustment. ® 
Kit includes pair of high impedance headsets, Shpg. Wt. 
and is easy to build, even for a beginner. Requires 3 Lbs. 
no external power. 


Heathkit AUDIO GENERATOR KIT 


Low distortion audio generator (less than .1%). Ideal for use 
with Model HD-1, or in other applications requiring low signal 
distortion. Frequency accuracy within +5%. Features step-type 
tuning from 10 cps to 100 kc, with three rotary 

Switches that provide two significant figures and MODEL AG-9 
a multiplier. Output monitored on large 414” $3450 
meter. Meter calibrated for output voltage or db. € 

Output ranges are 0-.003, .01, .03, .1, .3, 1, 3, 
and 10 volts. 


Shpg. Wt. 
8 Lbs. 


Heathkit AUDIO GENERATOR KIT 


This generator covers from 20 cps to 1 mc in 5 ranges. Output 
constant within + 1 db from 20 cps to 400 kc, and down only 3 db 
at 600 kc. Produces good sine wave with distortion percentage 
below .4% from 100 cps through the audio range. MODEL AG-8 
Provides 10 volts output under no load condi- 50 
tions. Has continuously variable and step-type $29 ° 


attenuator with settings of 1 millivolt, 100 milli- Shpg. Wt. 


volts, 1 volt, and 10 volts. Cathode follower output. 11 Lbs. 


HEATH COMPANY . 


CRYSTAL RECEIVER KIT 


MODEL AG-8 
AUDIO GENERATOR KIT 


MODEL AG-9 
AUDIO GENERATOR KIT 


MODEL T-3 
SIGNAL TRACER KIT 


MODEL BR-2 
BROADCAST BAND RECEIVER KIT 


Heathkit AUDIO OSCILLATOR KIT 
(Sine Wave—Square Wave) 


Produces sine wave or square wave signals from 20 to 20,000 cps 
in 3 ranges. Designed for use in service shop, or home workshop. 
Employs thermistor for output regulation. Features high level 
output, low distortion, and low impedance out- MODEL AO-1 
put. Produces sine waves for audio testing, or $ 50 
will produce good clean square waves with a rise 24 ® 
time of only 2 microseconds. Very simple to Shpg. Wt. 
build from complete instructions supplied. 10 Lbs. 


Heathkit AUDIO ANALYZER KIT 


Combines AC VTVM, audio wattmeter, and intermodulation 
distortion analyzer in one instrument. Includes built-in high and 
low frequency oscillators for IM tests. VTVM ranges are .01, 
.03, .1, .3, 1, 3, 10, 30, 100, and 300 volts rms. Wattmeter ranges 
are .15 mw, 1.5 mw, 15 mw, 150 mw, 1.5 w, 15 w, MODEL AA-1 
and 150 w. IM scales are 1%, 3%, 10%, 30%, 

and 100%. Provides internal loads of 4, 8, 16, or $5950 
600 ohms. An extremely valuable instrument for Shpg. We. 
the audio engineer, or for the serious audiophile. 13 Lbs. 


Heathkit BROADCAST BAND RECEIVER KIT 


Build your own radio with confidence, even if 
you are a beginner. Features transformer power MODEL BR-2 
supply, miniature tubes, built-in antenna, 514” $]75° 
PM speaker, and planetary tuning from 550 ke e 
to 1600 kc. Complete step-by-step instructions 
supplied. 

Cabinet, as shown, available separately. 


(less cabinet) 
Shpg. Wt. 
10 Lbs. 


Heathkit VISUAL-AURAL SIGNAL 
TRACER KIT 


Features a high-gain RF input channel for signal tracing and 
troubleshooting from the receiver antenna input clear through 
all RF and IF stages. Separate low-gain channel for audio circuit 
exploration. Built-in loudspeaker provides audio MOpEL T-3 
response, while electron beam “‘eye’’ tube gives 50 
visual indication. Ideal for signal tracing in AM, $23 ® 
FM, and TV receivers. Built-in wattmeter and 


‘ : “eg Shpg. Wt. 
noise locating circuit. 9 Lbs. 
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Heathkit DX-100 
PHONE & CW TRANSMITTER KIT 


This transmitter is rapidly becoming the accepted standard in its price class. 
100 watts RF output—built-in power supplies—built-in VFO and modulator— 


bandswitching on 160, 80, 40, 20, 15, 11, and 10 meters— MODEL 
phone or CW operation. 100 watts output on phone, and 100 
120 watts on CW. TVI suppresscd—pi network output DX- 
coupling—extensive shielding—matches $0 to 600 ohms— $1895° 
high quality components. Uses 1625 tubes in push-pull to « 
susdulede 6146 tubes in parallel. Schematic and Specifiva- Shpg. Wt. 
tions available on request. 107 Lbs. 


Heathkit DX-35 
PHONE & CW TRANSMITTER KIT 


This exciting new kit features bandswitching phone and CW operation on 80, 
40, 20, 15, 11, and 10 meters. Plate power input to 65 watts = one px.35 
on CW, with controlled-carrier modulation peaks to 50 is 


watts on phone. Features built-in modulator, power sup- $5695 
plies, pi network output circuit. Panel meter reads grid or ° 
plate current for 6146 final. Schematic and specifications on Shpg. Wt. 
request. 24 Lbs. 


Heathkit CW AMATEUR TRANSMITTER KIT 


Outstanding dollar-per-watt value! 30-35 watts plate power MODEL AT-1 
input, bandswitching for 80, 40, 20, 15, 11, and 10 meters. 50 
Crystal or external VFO excitation. 52 ohm ouput—key $29 
click filter—copper-plated chassis—pre-wound coils. Uses 28 
6AG7 ocsillator, 6L6 final. 


Heathkit VFO KIT 


Go VFO for added convenience and flexibility. Covers 160- MODEL VF-1 
80-40-20-15-11 and 10 meters. Three basic oscillator fre- 50 
quencies provide better than 10 volt average RF output. $19 
Plug for crystal socket of transmitter. VR tube for stability. . 


Shpg. Wt. 
15 Lbs. 


Requires only 250 VDC at 20 ma, and 6.3 VAC at 0.45 A. — 
Heathkit ANTENNA COUPLER KIT 
Matches between transmitter and a long-wire, end-fed an- MODEL AC-1 


tenna. Incorporates an L-type filter to attenuate signals : 
above 36 mc and reduce TVI. 52-ohm coaxial input. Tapped $]45° 
inductor and variable capacitor. Neon RF indicator—simple ° 
to build. Handles up to 75 watts, 10 through 80 meters. Use Shpg. Wt. 
with AT-1 or DX-35. 4 Lbs. 


Heathkit ‘‘Q’‘’ MULTIPLIER KIT 


Tunes any signal within IF of receiver, with effective Q of MODEL QF-1 
approximately 4,000. Sharp ‘‘peak’’ or ‘“‘null’’ surpasses $995 
crystal filter in operation. Use with 450-460 kc IF. Will not e 
function with AC-DC receivers. Requires 6.3 VAC at 300 Shp... Wt. 
ma, and 150-250 VDC at 2 ma. Cable and plugs supplied. 3 Lbs. 
Heathkit COMMUNICATIONS TYPE 

ALL BAND RECEIVER KIT MODEL AR3 


Unusual sensitivity and selectivity for price. Covers 550 kc $ 95 
to 30 mc in 4 bands. AC power supply—electrical band- 27 
spread—antenna trimmer—separate RF and AF gain con- (Less Cobinet) 
trols—noise limiter—headphone jacks—AGC—BFO. Cab- —— 
inet available separately as shown. Part 91-15A, shipping Shpg. Wt. 
weight 5 Ibs. $4.50. 12 the. 


Heathkit GRID DIP METER KIT 


Use for determining unknown frequency, for 
checking resonance of tuned circuits, or for adjust- 
ing wave traps. Equally valuable in ham shack, 
service shop, or laboratory. Features 500 ua. meter 
with sensitivity control. Covers 2 mc to 250 mc MODEL 
with five coils, supplied with kit. Coils pre-wound, GD-1B 
dial scale pre-calibrated. $1950 Shpg. Wt 
e 4 Lbs. 


Heathkit 
ANTENNA IMPEDANCE METER KIT 


Use this instrument, with a source of RF signal, to 
determine antenna impedance, line impedance, and to 
solve impedance matching problems with fixed or 
mobile antennas or transmission lines. 
MODEL AM-1 i. will — as a field em 
Shpg. Wt. indicator, or phone monitor. Uses 100 ua. 

$145° 2 ibs. meter. Covers 0 to 600 ohms. 
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MODEL DX-100 
PHONE & CW TRANSMITTER KIT 


MODEL PX-35 
PHONE & CW TRANSMITTER KIT 


MODEL AT-1 
CW AMATEUR TRANSMITTER KIT 


MODEL VF-1 
VFO KIT 


MODEL AC-1 
ANTENNA 
COUPLER KIT 


MODEL QF-1 
“Q” MULTIPLIER 
KIT 


MODEL AR-3 
ALL BAND RECEIVER KIT 
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MODEL W-3M 


MODEL W-4M 


MODEL A-7D 


HEATH COMPANY : 


78 


Heathkit ADVANCE-DESIGN 
HIGH FIDELITY AMPLIFIER KIT 


This 25 watt amplifier incorporates the “extra” features required for really 
outstanding performance, and yet is priced within the range of the average 
audiophile. Employs KT66 output tubes in push-pull, and features the famous 
Peerless output transformer. Response is within +1 db from 5 cps to 160 kc at 
1. watt. Harmonic distortion only 1% at 25 watts, 20 to 20,000 cps. IM distor- 
tion only 1% at 20 watts. Output impedance is 4, 8, or 16 ohms. Hum and noise 
are 99 db below rated output. Features “tweeter saver,” and unique balancing 
circuit. Handles power peaks up to 42 watts. 

KIT COMBINATIONS: 

W-5M Amplifier Kit: Consists of main amplifier and power sup- $5975 
ply, all on one chassis. Complete with all necessary parts, tubes, 

and comprehensive manual. mae” 
W-5 Combination Amplifier Kit: Consists of W-5M Amplifier __ ‘ 

Kit listed above plus Heathkit Model WA-P2 Preamplifier Kit. Complete 
with all necessary parts, tubes, and construction manuals. 

Express only—Shipping weight 38 Ibs........ Lesa abeeeeee Swe peanee $79.50 


Heathkit DUAL-CHASSIS 
HIGH FIDELITY AMPLIFIER KIT 


The Model W-3M features the famous Acrosound TO-300 “ultra linear’ 
output transformer. It uses 5881 tubes and has a frequency response within 
+1 db from 6 cps to 150 kc at 1 watt. Harmonic distortion only 1% at 21 watts. 
IM distortion at 20 watts only 1.3% at 60 and 3,000 cps. Power output is 20 
watts. Output impedance is 4, 8, or 16 ohms. Hum and noise is 88 db below 
20 watts. A very popular high fidelity unit. Main amplifier and 
power supply on separate chassis. 


Express only 


Express only 


KIT COMBINATIONS: $4975 
W-3M: Consists of main amplifier and power supply for sep- Shpg. Wt. 
arate chassis construction. Includes all tubes and components 29 Lbs. 


necessary for assembly. 

W-3: Consists of W-3M Kit listed above plus Heathkit Model WA-P2 Pre- 
amplifier described on opposite page. 

Express only—Shipping weight 37 Ibs........ Sib bAGRGEERSaR wane eaers $69.50 


Heathkit SINGLE-CHASSIS 
HIGH FIDELITY AMPLIFIER KIT 


Model W-4A is the original low-priced Williamson Amplifier Kit. A Chicago 
Output transformer and 5881 output tubes are featured. Frequency response is 
+1 db from 10 cps to 100 ke at | watt. Harmonic distortion only 1.5% at 20 
watts. IM distortion only 2.7%. 20 watts output at 4, 8, or 16 ohms. Hum and 
noise 95 db below 20 watts. A tried and proven unit featuring a “polished” 
circuit that may be depended ‘on for reliable high fidelity per- 


formance. Express only 


KIT COMBINATIONS: $3975 
W-4AM: Consists of main amplifier and power supply for single Shpg. Wt. 
chassis construction. Includes all tubes and components neces- 28 Lbs. 


sary for assembly. 


W-4A: Consists of W-4AM Kit listed above plus Heathkit Model WA-P2 
Preamplifier described on opposite page. 
Express only—Shipping weight 35 Ibs...... Sewecewew owes cece sSenme cena 


Heathkit 20-WATT 
HIGH FIDELITY AMPLIFIER KIT 


This amplifier can provide you with high fidelity at a surprisingly low price. 
Preamplifier built into same chassis as main amplifier. Four switch selected, 
compensated inputs are available, as are bass and treble tone controls, provid- 
ing necessary flexibility for home or public address installations at a minimum 
investment. Features full 20-watt output using push-pull 6L6 ODEL A-9B 
tubes. Employs miniature tube types in preamp for low hum M ‘ 
and noise. Frequency response is +1 db from 20 to 20,000 cps. $35°° 
Harmonic distortion only 1% at full output. Shop and compare © 
—a real “best buy” for you. Shpg. Wt. 
23 Lbs. 


Heathkit 7-WATT AMPLIFIER KIT 


The 7-watt output of this amazing little amplifier is more than adequate for 
normal home installations. Using a tapped-screen output transformer of new 
design, its frequency response is +114 db from 20 to 20,000 cps. It provides 
good sensitivity, with surprisingly low distortion. Transformer 

tapped at 4, 8, and 16 ohms. Push-pull output. Separate bass MODEL A-7D 


and treble tone controls are provided. $] 95 
MODEL A-7E: Same as Model A-7D, but with stage of preamplifi- 6 2 
cation. Extra gain for low level cartridges. RIAA compensation. Shpg. Wt. 
Shipping weight 10 Ibs.......cccccccsccccccccceces $18.50 10 Lbs. 


SPECIAL NOTE: Don’t overlook the possibilities of a hi-fi system consisting 
of the FM-3, the Model A-7E, and the Model SS-1 Speaker System. For only 
$82.95, you can have high fidelity in your home. 


i 
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Heathkit HIGH FIDELITY 


PREAMPLIFIER KIT 


Designed specifically for use with 
Heathkit main amplifiers. Fea- 
tures five separate switch-selected 
input channels, each with its own 


input level control. Four-position MODEL WA-P2 
turnover and roll-off controls for $1975 
record equalization. Separate e 
bass and treble tone controls. Shpg. Wt. 7 


(with 
cabinet) 


Lbs. 


Special hum control to insure minimum hum level. 


Heathkit AM TUNER KIT 


Designed for use with high fidelity 
systems. Low distortion voltage- 
doubler detector. Covers 550 to 
1600 kc. 20 ke IF bandwidth. 
Audio response +1 db from 20 
cps to 2 kc. 6 db signal-to-noise 
ratio at 2.5 microvolts. RF and 
IF coils pre-aligned. Power sup- 
ply built-in. Efficient, modern 


$245° 


Shpg. Wt. 8 


=m 0 


MODEL BC-1 


(with 


cabinet) 


Lbs. 


circuit. Matches WA-P2 and FM-3 in color and style. 


Heathkit HIGH FIDELITY 


FM TUNER KIT 


This FM tuner offers sensitivity, 
Selectivity, and stability, not ex- 
pected at this price level. Efficient 
7-tube circuit is entirely new, and 
incorporates AGC, cascode front 
end, temperature compensated 
oscillator, built-in power supply, 
and other outstanding design fea- 


tures. Only minimum adjustments required after assembly with 
pre-aligned IF and ratio transformers. Sensitivity is better than 


hee 


MODEL FM-3 


$7450 


Shpg. Wt. 7 


(with 


cabinet) 


Lbs. 


Will do 
justice to finest program sources. Beautiful satin-gold finish. 


%© 


10 microvolts for 20 db of quieting. Covers 88 to 108 mc. 


Heathkit 


ELECTRONIC CROSS-OVER KIT 


MODEL XO-1 


$1895 Shpg. Wt. 
a 6 Lbs. 


200, 400, 700, 


The XO-1 separates high and low fre- 
quencies at selectable crossover points, 
to feed two separate power amplifiers, 
one for high frequencies and one for 
low frequencies. Speakers are then con- 
nected to the amplifiers directly, with- 
out the usual LC crossover. Separate 
level controls provided for both out- 
puts. The XO-1 consumes no audio 
power. Crossover frequencies are 100, 
1200, 2000, and 3500 
cps. Attenuation is 12 db per octave. 


HEATHKIT 


HIGH FIDELITY SPEAKER 


SYSTEM 


The Models SS-1 and SS-1B are matched 
so that when the smaller unit is placed on 


] 


top of the larger unit, the appearance of a 
single piece of furniture is achieved. They 
form an integrated 4-speaker system. 


Heathkit HIGH FIDELITY SS-1 
es — KIT 


MODEL SS-1 


$3995 Shpg. Wt. 
e 30 Lbs. 


This speaker system employs two 
Jensen speakers to cover the fre- 
quency range from 50 to 12,000 
cps. Response is within +5 db 
through this range. Built-in cross- 
over functions at 1600 cps. Sys- 
tem rated at 25 watts, with nom- 
inal impedance of 16 ohms. En- 
closure is a ducted-port bass re- 
flex type. The attractive “‘picture 


frame” molding blends with any decorating scheme. You merely 
assemble the cabinet, wire the speakers and crossover network, 
and treat the furniture-grade plywood in the finish of your choice. 


Heathkit HIGH FIDELITY SS-1B 
SPEAKER SYSTEM KIT 


This Range Extending Speaker System employs a 15” woofer 
and a super tweeter to cover the frequencies between 35 and 600 
cps, and between 4000 and 16,000 cps. When used with the 
Model SS-1, it extends the fre- 


quency range at both ends of the 


TIE 


spectrum for a total coverage of 
+5 db from 35 to 16,000 cps. 
Provides unbelievably rich sound 


over the audio range. 


Exposed panels are furniture 
grade plywood, suitable for light 
or dark finish of your choice. All 
parts are pre-cut and ready for 
assembly. The kit includes neces- 
Sary crossover circuits and bal- 
ance control. Crossover frequen- 
1600, and 4,000. 
is 35 watts for 
speech and music. Nominal im- 


cies are 600, 
Power rating 


pedance is 16 ohms. 


The SS-1B, alone, measures 29” 
deep. 


high by 23” wide by 1714” 


MODEL SS-1B 


@ Shpg. Wt. 
209 5 80 Lbs. 


BLANK 


NOTE: All prices subject to 
change without notice. 
Enclosed find ( ) check ( ) 
money order for. ° 
Please ship C.0.D. ( ) postage 
enclosed for. pounds. 
On Express orders do not in- 
clude transportation charges 
— they will be collected by 
the express agency at time of 
delivery. 

ON PARCEL POST ORDERS in- 
clude pottene for Shr ry! shown. 
ORDERS FROM CANADA and 
APO’s must include full remit- 


SHIP VIA 
Name CD Parcel Post 
Address secs! 
O Freight 
City & Zone State CO Best Way 
«(PLEASE PRINT) 
QUANTITY ITEM MODEL NO. PRICE 


July, 1956 


tance. 
cn 


HEATH COMPANY . 


Dsidiary 


of Daystron 


BENTON HARBOR 15, MICH. 


Only planned high fidelity 


can give you true high fidelity! 


Putting together a hi-fi system for your 
home can be simple—and it probably 
will cost a lot less than you think! 
Here at MusiCraft we offer the kind 
of information and guidance that will 
help you get started right and avoid 
mistakes. 

As you may know, possible combi- 
nations of components are practically 


limitless. We’re happy to help you 
choose what will best suit your home 
and your budget. You can start small 
and add as you wish. 

Stop in at MusiCraft soon or write 
us for further information. Let us help 
you plan the kind of high fidelity 
system that will give you true high 
fidelity. 


Send your name and address if you would like to be on our mailing list for our 
announcements. Would you like a free copy of “Understanding High Fidelity”? 


If you want to ‘‘build-it-yourself’’ and save—MusiCraft 
has a complete line of component parts in stock. The 


step-by-step directions are easy to 
follow—and you can feel free to call 


on us for any technical assistance 
ied you may need. 


48 East Oak Street * Chicago 11, Illinois * DElaware 7-4150 


Lowest Prices + Largest Component Selections * Complete Custom Installation Service 


Dept. 1016 


@ Electronics Classes 
© Study & Employee Groups 

_ @ Service Technician Organizations 
@ Ciub Members 


Subscriptions to RADIO & TELEVISION NEWS—the world’s 
leading electronics magazine—are available at special bulk rates 
for schools, study and employee groups, clubs, etc. 


For information, write to: 


RADIO & TELEVISION NEWS 
366 Madison Ave. 


New York 17, N. Y. 


Crystal Marker 
for TV Alignment 


By GUY DEXTER 


Add this simple circuit to your 
TV sweep generator for marking 
the 4.5 mc. sound channel point. 


ELF-EXCITED oscillators are not ac- 

curate enough for marking the 4.5 
me. sound channel point in visual TV 
alignment. Crystal-type marker oscilla- 
tors are used for this purpose. 

A number of earlier-model TV sweep 
generators still in use have no provision 
for crystal marker operation. A small 
external crystal oscillator would be de- 
sirable but usually is not built by the 
technician because of size and power 
requirements. 

A transistorized crystal oscillator is 
an excellent alternative since it is small, 
requires little d.c. power, and has none 
of the complications introduced by 
power-line operation. 

Fig. 1 is the circuit of a 4.5 me. 
crystal oscillator employing a Sylvania 
2N94A _ r.f. transistor. This is an 
“n-p-n” type. The circuit is resonated 
by means of a slug-tuned inductor, L.. 
Peak deflection of an a.c. v.t.v.m. con- 
nected temporarily to the output termi- 
nals of the oscillator and set to its 10- 
volt range will indicate resonance. The 
resonant voltage is approximately 5 
volts r.m.s. 

The total current drain of 13 milli- 
amperes can be supplied by five series- 
connected penlite cells, six mercury cells 
(8.07 velts), or a small, flat 7% volt 
battery like the Burgess 5540. —30- 


Fig. 1. Schematic of the crystal marker. 


st 13MA. _ ” + 
a 
R1r—330 ohm, 1/2 w. res. 

Re—220 ohm, 2 w. res. 

Rs—27,000 ohm, 2 ». res. 

Ri—820 ohm, ¥2 wm. res. 

C1, Cz, Cs—.01 yfd. mica capacitor 

Ci—150 ppufd. silver mica capacitor 

Cs—10 ppufd. mica capacitor 

Lr—9-16 hy., slug-tuned inductor (Miller 
#4506) 

RFC:—1'/2 mhy. 1.f. choke (Miller #4532) 

S1—S.p.s.t. switch 

Br—72 volt battery 

Xtal.—4.5 me. crystal 

Vr—2N94A transistor (Sylvania) 
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‘Ham Special! Famous BC-645 
XMITTER-RECEIVER 


With DIAGRAM for 
iasy Conversion 
to CITIZENS’ BAND! 
Makes wonderful mobile rig 
for 420-500 Mc. Easy to 
convert for phone or CW 2- 
way communication. CON- 
VERSION DIAGRAM IN- 
CLUDED. This swell rig 
arisionty * cost ey $1000—yours ~ practically a 
song! ou get it all, in eB ORe factory carton, 
BRAND NEW, complete with 17 tubes, less power 
supply. Conversion Instr incl d 29 
Ss. Whe. MING 00 0 ae 0480 6 040-6 6-0 s 


PE-101C DYNAMOTOR for BC-645, has 12-24V 

input — to convert for 6V Battery 

ab oe alk hie Cate dake © 1 8 

UHF ANTENNA ASSEMBLY, for BC-645....$2.45 

pang oe = of 10 Plugs 50 
r] 


BC-6 
CONTROL | BOX for above. covcccccss S248 
HOCK MOUNT for above............+:- 1.25 
CONVERSION BOOKLET. Instructions for $2 50 
most useful surplus rigs...........-++:. LJ 


HEADPHONES 


BRAND 
NEW 


Excellent BRAND 
Used NEW 


Model Description 
HS-23 High Impedance. -$2.25 $4.35 
HS-33 Low Impedance .. 1.99 4.65 
HS-30 Low Imp. (featherwt.). 1.49 2.25 
H-16/U_ High Imp. (2 units). 2.75 7.95 
CD-307A Cords, with PL55 plu, ug 

and JK26 Jack. ........+++ 99 


HI-Fl DYNAMIC HEADSET with Cushions 
Freq. Range: 40-14000 CPS. No Distortion, .$5 9 
BRAND NEW occcccccccccscccsecccccces bd 


MOBILE TRANSCEIVER 
DYNAMOTOR 


Soociet et Output ae A yore 


+ ay bes: 
BRAND NEW ...... iiss 
Excellent Used .....-+- Ss 
OTHER DYNAMOTOR VALUES: Exycelient BRAND 
é Type input Output Used NEW 


224V.07A $1.95 $4.95 
250V.05A 2.95 5.95 
575V.16A 1.95 3.95 
' 540V.25A 1.95 3.95 

DM-34D 12V 2A 220V 080A 4.25 5.50 

DM-37 25.5V9.2A 625V .225A 5.95 8.95 
| DM-40 14V3.4A _172V.138A_ 175 3.45 
y DM-S3A 28V14A_ 220V.080A__ 3.95 5.95 

DM-64A 12V 5.1A _275V.150A_ 7.95 
I pE-73c 28V 20A 1000V .350A 8.50 11.50 
ll PE-86 28V 1.25A 250V.050A 2.95 5.24 


§ DM-33A 28V SA 
28V 7A 


ff PE-103 6V 500V .160A 
12V 500V.160A 19.50 34.50 
i PE-186 28V 11A 400V .400A 6.95 


SPECIAL G.E. DYNAMOTOR 
INPUT: 28 V. D.C. @ 19 A. 

OUTPUT: 1000 V. D.C. @ .350 A, . $4. 95 
Model 5D48B9A, BRAND NEW. . 


Easily converted for use 
Bench! 
BRAND NEW 
Supplied only with 5” 
Scope type 95 
RCA Crys- 14 
tal Unit... 
BRAND NEW OUR 134° 
(worth $750) PRICE 
test scope. Cables included. Also used with pone 
sweep as precision range calibrator. Self-contained 
Demilitarized, New, with all tubes includ- 
ing come and C. R. Tube, 
NEW. With Carrying Case......+.. 
AIRCRAFT ""ABC'’ POWER SUPPLY 
Output 1.5V @ 3A; ; —6V. BRAND 
NEW, metal case 41/4 x 41/2 x Tye . 2 


TERRIFIC LOW PRICE! 
on radio-TV Service 
Completely Assembled 
5CP1 and 
“TS-1007 AP OSCILLOSCOPE 
Can be used with linear sweep or general purpo: 
metal =e 8” x 12%" x 16” deep. For 110V_ 50 to 1200 
cycles 
GE WAVEMETER TS1-111/CP. BRAND > $39. 50 
Made by Setchell- ae on ty 8 amps. 
Only .cccccccccccccees 


eeoeeersecee 


BC-375 TRANSMITTER 
200-500 Kc, 1500-12500 Kc using plugin units. 
100 watts. Voice & CW. 


Excel. Used, complete with wad ‘thee. 22, 
All Tuning Units for Above. -$2. .25 and up. 


AIRCRAFT RADIO 
TRANSMITTER-RECEIVER 


SET SCR-AR-283. Consists of: RE- 
CEIVER, 201 to 398 Ke and 2500 to 7850 Ke. 
TRANSMITTER, 2500 to 7700 Ke. for unmodu- 
lated, tone- modulated, or voice. Here’s what 
you get, at this fantastically low price: Receiver 
complete with tubes; seer complete 
with 4 tubes, Dynamotor for 24 V DC operation, 
5 coil sets, 2 control boxes, antenna 15.95 


relay, operating manual. ALL BRAND > $15 15. 
NEW—and All Yours, for only. 


TS-161APN TEST SET 


Very Special at this low price. BRAND 
NEW. Complete with all 95 
CRIES 4 0.66.0 550.4065: 6006-6aisis ‘ 


Type 2J1F1 SELSYNS 


Operates from 571/2 volts, 400 cycles. New tested. 
Conversion diagram for 110 volts AC 

included. BRAND NEW, each...e.eeeee a 
CAPS FOR ABOVE... .cseccsessecceeees SOC 


TYPE APN/1 ALTIMETER 
Complete with all tubes. Limited $8 95 
quantity at this special low price: g 


CATHODE RAY "TUBES 


All Brand New in Original Packing 


Corer sesees $ .88 SBP4 ...,++++0++$2.22 
eeeeeeeeeee -88 SOPL wcccccccccs BM 
ee eeeresees 2.22 QOLPT ...eeeeeees 1.88 


BUBBLE SEXTANT 


Made for U.S. Armed Forces, 
by AGFA ANSCO. Actually 
worth $150 or more! Has 
illuminated averaging disc 
for nighttime use. Complete 


ith 
po fame case. $9.95 


BENDIX DIRECTION FINDER 


MN-26-C, 12-tube remote control Navigation wrens 
ag Finder and communications receiver. 150 to hate 

3 bands. 28 V. DC input. Ideal for comme! 
cial a, on boats and planes. Complete installa. 
tion comprise $1 0 
MN-26-C saasivee, mood, with 12 tubes..... ® 
an oe. -e With 12 Tubes, BRAND NEW 

Rotatable Loop.....ssee-s ee . 

MN- 52. Msimuth Control Box. ..sessssesseees 


a a aE TREE ERE 
MN26Y BENDIX DIRECTION FINDER 

150 to 7 Mc. Complete with tubes, motor. 

BRAD EW occ cccesegectecccseccccses $26.95 

Used, like new, incl. tubes and dynamotor. .$18.95 


MICROPHONES 


Excelient BRAND 


Model Description Used NEW 

T-17 Carbon Hand Mike..... $5.45 $7.95 
T-30 Carbon Throat Mike 3 69 
T-45 Navy Lip Mike. ....2. «++. 9 

RS-38 Navy Type ..... e 2.45 4.95 
T-24 Carbon Mike .....+++ o« oe 3.95 
Ts-9 Handset ...cccccccce cece 4.95 
St RR 


"TG-34A CODE KEYER 


f unit, reproduces code practice 
signals ge on paper pe. y use of built-in 
t speaker, groviees code-practice signals to one or more 


Persons at speeds from 5 to 25 WPM. 
$16.88 


t BRAND NEW, In net cod carton. 
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| NAVY RECEIVER TYPE ARB 


>Four Band. 105 to 9050 ke. Low Freaq., Ship, J 
> Broadcast—-40 to 80 meters. Includes tubes 
}and dynamotor, for 24 volt operation. Easily 
converted for 110 V., 12 V, or 6 V. Schematic § 
ere. popes Condition. Overall: 81/4” “ 


P 71/4” x 1513/4”. 
$21.50; 


lbs. 
>COMPLETE WITH ‘ALL "TUBES, 
PSpecial. . 2.6.0.0:0-06.0 WeUSUuLUL 
EE-8 FIELD PHONES 

Talk as far as 17 miles! Dependable 2-way com- 
munication at low cost! Ideal for home, farm, field. 
Up to six phones can be used on one line. Each 
phone complete with ringer. Originally cost govt. 


$65.00 each. Excellent condition, 6 
OUR PRICE, EACH... .ccccccccccece bd 


2-VOLT BATTERY 
"PACKAGE"! 


1—2V. 20 Amp. Hr. Willard 
ae Battery....... :$ 
prong Synchro 
rad Plug-in Vibrator... 1.49 
— aes =, Electrolyte 
(for 2 cells). .....2..% 


ALL BRAND NEW! "$4.99 


Combination Price. 


Willard 6-Volt Midget Storege seery 
3 Amp. Hour. BRAND NEW. 35/4” x 1- sped ty Fy 
Uses Standard Electrolyte........... $2.22 


WRITE FOR FREE CATALOG! 


Please include 250% Deposit with order--Balance C.0.D. 
MINIMUM ORDER $3.00. All Shipments F.0.8. Our 


Radio Supply Co. 


Gs 


Dept. N-7 
51 Vesey St., New York 7, N. Y., CO 7-4605 


BC-946B 
BROADCAST RECEIVER 


520 to’ 1500 Ke. 6 tubes: 3— 
12SK7, 12SR7, 12A6, 12K8. For 
dynamotor operation. Easily con- 
verted to 110 or 32 Volt. 2—IF 
stages, 3-gang tuning cond. BRAND 


Serer 19.95 


with tubes, man- 
rags BP hpi orth ym 5.3. Mc, complete with fo 


ual, less dynamotor, 


SCR-274 COMMAND EQUIPMENT ' 
ALL COMPLETE WITH TUBES Excellent Brand § 


Type Description Used se 
BC-453 Receiver 190-550 Ke..$9.95 $11.95 $4. 3 i 
BC-454 Receiver 3-6 Mc...... 7.19 8.29 11.95 
C-455 Receiver 6-9 Mc...... 5.25 7.95 9.95 4 
BC-456 Modulator ........... 24 2.75 4.24 
BC-450 3-Receiver Control Box ... 1.49 1.95 i 
BC-451 Transmitter Control Box ... 1.25 1.49 
BC-696 Xmtr 3-4 Mc (like new) ... 7.95 10.95 5 


110 VOLT AC POWER SUPPLY KITE 


FOR ALL 274-N RECEIVERS {f 
Can be suseminien uickly and easily. Plugs into the 
‘ar of any mod 2h45N receiver an "delivers a4 sont 
as well as ‘‘B’ - Pemitecn. mss wiring changes 
Complete kit of parts with metal case, ‘$1. 45 
instructions .....+. ee ceesescesessesseees q 


SPLINED Lhe KNOB — 274- nad ompR 2 Fits 
BC-453, BC-454 and other: Only. 49: 


ARC-5/R-28 RECEIVER 4 


2 Meter superhet, 100 to 156 Mc in 4 xtal channels. 
Louvred alum, cabinet 79g x 47g x 14”. Complete 
with 10 tubes and 4 xtals. q 
Excel. Cond... ....- Seer aS ee 5 


ARC-5/T-23 TRANSMITTER 


Companion for above, incl. 2-832A, 2- a tubes fl 
and 4 xtals. ccccocccccccccs evccccceeS ie | 


Less Tubes. nate Lex tnatin hehe ese 


ARC-5 MARINE RECEIVER-TRANSMITTER 
lavy - ee Comm. Receiver 1.5 to 3 Mc BRAND NEW 
rn i Rnd eR eer s: $16. 95 3 


ope Commi. OS eer 2.1-3 Me BRAND 
with 4 tubes and Xtal 


, VEE 
all components. 100-156 Mc. 4 channels. + 
trolled, pompiteae modulated voice. They’re ce Ngee 
ae eee 2 tio 


SscR- te with 

all is ioe: COMBINATION. eecccce Special $33. 33 

——— Only, with ao tubes... cee ececcccce so §j 
ter Onl with all tubes............ $23: 2s 


LORAN APN-4! 


FINE QUALITY 
NAVIGATIONAL 
EQUIPMENT §f 


Determine exact geographic position of your boat or a 
lane! Complete, AND NEW installation consists 
of: ID-6B/APN-4 Indicator; R-9B/APN-4 Receiver; 
PE-206 Inverter; Set of Plugs; Visor for Indicator: 
Operation manual; Brand New, Export $ { 29.5 50 g 
packed. COMPLETE. ...---------- & 
R65/APN-9 LORAN Receiver-Indicator, complete 
with tubes and operating manual, 5.00 1 


BRAND NEW, export packed........ 
APN-9A LORAN Receiver Indicator, fj 
SPECIA less tubes, 50 
demilitarized) ........ bd q 


BC1206-C BEACON RECEIVER I 


195 to 420 Kc. made by 
Setchel-Carison. Works on 24- 
28 volts DC. 135 Ke. IF. 
Complete with 5 tubes. Size 
4” x 4" x6". Wt. 4 

Ibs. BRAND NEW. $8.88 
Brand New, less tubes. . $5.95 
BRAND NEW, less tubes.........+ eeccces $5.95 


USED, with tubes. .cccccccccccccsccccs 5-98 
USED, less tubes. .eccccscccccccccccccs 298 


BC-221 FREQ. METER 
Limited quantity, first come first served! Range 
125 to 20,000 Ke with crystal check points in 
all ranges. Complete with tubes, crystal, cali- 
bration charts, Excellent condition. .$111.11 


—_ 221 FREQ. METER CASE 5 


seinen case for BC-221 or 
TS-16 Freq. Meters. With 
volt. ae supply using VR105. | 
2 ballast tubes, relay, cable, 
Inside front: 934 x 72x 4 
. Inside rear; 2” deep. 
Shock-mounted. 


BRAND NEW, 
(Add 50c for $399 
king) 


pry ta ge $8.45 | 
COMPLETE OPERATING MANUAL $i 95 
for BC-221 Freq. Meter.............. Dis 


BC-442 ANTENNA 
RELAY UNIT 


Wondertat Value! Consists of % Reg 

2” Ammeter (antenna current in- 

+ at 0-10 scale 

ceiver Switching relay, in aluminum 

case with associated compo- $2 24 
BRAND NEW a 


a 
t 
i 
' 
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The New 
GOODMANS 


plus 
YOUR LOUDSPEAKER 


plus 
A SIMPLE ENCLOSURE 


only two-thirds the size required 
for a bass reflex 


will give you 

IMPROVED 
SPEAKER SYSTEM 
PERFORMANCE... 


through ‘Friction Loading’ 


e Extended bass response to 20 cycles 

e Virtually no peaks above this frequency 

Effective air-loading to zero cycles — 
greatly reducing distortion due to ex- 
cessive cone displacement 


See your hi-fi dealer, or write for 
complete details to Dept. RG-5 


ROCKBAR CORPORATION 
650 Halstead Avenue, Mamaroneck, N. Y. 


In Canada: A. C. Simmonds & Sons, Ltd., Toronto, Can. 
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New Hi-Fi-Audio 
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TAPE TIMING CHART 

Reeves Soundcraft Corp., 10 East 
52nd Street, New York 22, New York 
has added a timing chart to its line of 
audio accessories. 

The need for a timing chart has be- 
come increasingly apparent because of 
the confusion that has developed 
through the introduction of long-play 
and extra-long-play recording tapes. 

The chart enables the user to deter- 
mine at a glance the time and length 
factors used in tape recording. Be- 
cause the chart is semi-logarithmic, it 
is exceedingly accurate in determining 
the length and time factors for short 
commercial and spot announcements. 

The company’s dealers are handling 
this item which sells for $1.20. 


G-E COAX SPEAKER 

The General Electric Company is 
now marketing a 12-inch dual coaxial 
high-fidelity loudspeaker which has 
been designated as the “Golden Co- 
Ax” Model A1-401. 

The speaker is rated at 25 watts and 
provides smooth response from 40 to 
15,000 cps. The unit consists of a 12” 


woofer and a 2%” tweeter with a 
built-in crossover network. The spe- 
cially-designed slotted baffle plate 
serves as a baffle for the tweeter and 
a low-pass filter which reduces inter- 
ference between the woofer and tweet- 
er waves. The baffle plate is finished 
in gold so that the speaker can be 
front-mounted without covering. 

A data sheet on the “Golden Co-Ax”’ 
is available from the company’s audio 
department at Syracuse, New York or 
from the firm’s sound distributors. 


NEW SHURE ITEMS 
Shure Brothers, Inc., 222 Hartrey 
Ave., Evanston, Illinois has added two 
new items to its line of audio compo- 
nents. 
The Model “535 Slendyne” micro- 


Onn Equipment 


phone is of the dynamic type. It can 
be used in the hand, on a floor stand, 
on a desk stand, or hung around the 
neck on a lavalier cord and clip assem- 
bly. The miké also has an “on-off” 
switch adapter.and a dual-impedance 
switch to provide a versatile, rugged 
unit. 

The second item is a replacement 
cartridge kit, the RK56. The three 
cartridges in the kit provide depend- 
able, quickly installed replacements 
for 217 cartridges of seven manufac- 
turers. The kit includes a Model MC10, 
a Model W70, and a Model W72. 


“ACOUSTIC GATE" MICROPHONE 

Altec Lansing Corp., 9356 Santa 
Monica Boulevard, Beverly Hills, Cali- 
fornia is now marketing a new dy- 
namic microphone for broadcast or 
p.a. use which incorporates the firm’s 
unique “Acoustic Gate” principle. 

A peripheral sound entrance channel 
of 2 mil width, the “Acoustic Gate” 
provides an acoustical resistance load- 
ing, virtually independent of frequen- 
cy to the front of the diaphragm, 
thereby eliminating high-frequency 
peaks and extending the smooth fre- 
quency response over an exceptionally 
wide range. This design also lessens 
the effects of wind, water, dirt, or 
weather and allows the microphone to 
be used under adverse conditions. 

Write Dept. RV-6 of the company 
for full details and specifications. 


CERAMIC CARTRIDGE LINE 

Sonotone Corporation, Elmsford, 
New York is currently marketing a 
new line of ceramic phonograph car- 
tridges which has been designated as 
the “3” series. 

One of the units in the line is the 
“3T,” a turnover type which plays rec- 
ords at all speeds. Diamond needles 
are recommended to insure the full 
benefits of the performance character- 


istics of the cartridge, although the 
unit is also available with sapphire 
needles if desired. 

The color scheme is jet black and 
gold. Since this entire line is of the 
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ceramic type, equalizers and preampli- 
fiers are not required. 
“HI-Fl TECHNIQUE" 

M. A. Miller Manufacturing Co., 4th 
& Church Streets, Libertyville, Ill. has 
introduced a new product designed to 
clean records and keep them static 
free. 

Tradenamed “Hi-Fi Technique,” the 
product consists of a two-step opera- 
tion involving the use of a special cel- 
lulose sponge and an anti-static lubri- 
cant. The lubricant is in spray form 


and is applied in a fine mist over the 
record after the record has _ been 
washed with the special sponge. 

The product is being marketed as a 
package with the aerosol can and 
sponge packed together in an poly- 
ethylene pouch. 

Address requests for further infor- 
mation on this product to the sales 
manager of the company, Leroy W. 
Mintz. 


PORTABLE DISC RECORDER 

A new portable disc recorder and 
playback reproducer, known as the 
“Imperial,” has been introduced by 
Rek-O-Kut Company, 38-01 Queens 
Blvd., Long Island City 1, New York. 

This deluxe model features a newly- 
designed overhead cutting lathe with 
interchangeable leadscrews and with 
provision for making run-in and run- 


off grooves. It is also calibrated for 
timing. 

Another new feature of the “Impe- 
rial” is the new cutting head having a 
recording range from 50 to 10,000 cps. 
A tone arm for records up to 16” is in- 
cluded with a dual-sapphire G-E vari- 
able reluctance cartridge. 

The amplifier serves for both re- 
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"Servicing 
AGC Systems” 
by 


Henry A. Carter and 
Thomas A. Lesh 


This practical book describes in detail the 
operation of the various types of Automatic Gain 
Control systems used in commercial TV receivers. 
Provides a clear explanation of AGC circuitry and 
describes the best servicing techniques to be ap- 
plied toward finding and correcting AGC troubles. 
Symptoms of AGC troubles are shown in actual 
photographs as they show up on the picture tube. 
An invaluable book for TV Service Technicians. 
132 pages; fully illustrated; 54% x 84”. $1 75 
Order today; postpaid only............ ° 


SAMS BOOKS 


keep you ahead in 


ELECTRONICS 


pr ssesesans USE THIS ORDER FORM [LLLLLLLLLL | 


SERVICING 
AGC SYSTEMS..........21.75 


O Color TV Training Manual. Prepares the 
Technician for Color TV service work. 
Covers principles of the Color TV system 
Color receiver circuits; installation saa 
servicing sets. Includes color blocks out- 
lining the use of color test equipment. 260 
pages; 8144 x 11”; 300 illustrations. $6.95 


oO TV Test Instruments. Revised and enlarged 
to include latest data on instruments used 
in Color TV servicing. Tells clearly how 
to operate each type of test instrument 
used in TV service work. 180 pages; 8% 
x 11’; illustrated... ... 3.5 


O Key Checkpoints in TV Receivers. Prepared 
by the Howard W. Sams engineering staff. 
Provides many applications for general 
TV service work, including time-saving 
information on how to make quick tests 
at key — to determine where trouble 
lies, and how to check overall performance 
pod the receiver after repair, to eee 


O pass and ates | TV Circuits. Presents 
anew a to servicing. 168 pages, 
8%x $3.00 


O Photofact Television Course. Gives a clear 
complete understanding of TV princi: da of 
operation, Fo epee Used me thousand ~ = 
students. pages, 84 x1 


Oo Radio Receiver Servicing. Covers the si 
receiver types—gives time-saving hints 
for solving basic troubles, such as dead 
set, weak set, cae set, etc. 192 pages; 
SSE aU Se oo. ooh dots ce can $2.50 


oO Technical Dictionary. Over 4,000 definitions 
of radio, television, electronic, Fy owen 
and —s — Includes veel 


eee eee eee eee 


Order from your Parts Jobber today, or 


ke Saar ee: ..+ is enclosed. 


| ehehectteiateaiateiaacthes aeahhelelasla aaah tetat hehehehehe eet le telelatetedlelelale 


(outside U.S.A. priced slightly higher) 


Having trouble with 


Sweep 


“Servicing TV 
Sweep Systems” 
Fen ine 


systems? 
iy 
SVicng 


Describes the operation, circuit function and 
circuit variation of the different types of ver- 
tical and horizontal sweep systems common 
to most TV receivers. Describes best meth- 
ods for analyzing circuits and for trouble- 
shooting the vertical and horizontal sweep 
systems; fully supported by helpful photo- 
graphs, waveforms and service hints cover- 
ing specific troubles. Also discusses con- 
struction of sweep transformers, coils and 
deflection yokes. 212p., 544 x oe $2. 75 


fully illustrated. Postpaid, only.. 
USE HANDY ORDER FORM BELOW 


Sams books cover every phase of Electronics for 


the service technician, engineer, student or 


valuable Sams books available at electronic 
parts distributors and leading book stores. 


0 


Oo 


There is an authoritative 
Sams book on virtually any 
Electronic subject in which 
you're i 5 
low for FREE Book List describ- 
ing all Sams books. 


s=2=HOWARD W. SAMS & CO., INC, *«sssussen. 


mail to Howard W. Sams & Co., Inc., Dept. 1-G6, 
2201 East 46th St., Indianapolis 5, India 


Send books checked above. My (check) (money order) 


na. 


SERVICING TV 
SWEEP SYSTEMS.......22:79 


Tape Recorders—How They Work. Explains 
recording theory, tape , sesaatanatiens 
motorboard mechanisms, drive motors, 
amplifiers, magnetic heads, volume indi- 
cators, equalization circuits—covers 
everything you want to know about 
recorders. 176 pages; 54% x 834”. $2.75 


The Recording and Reproduction of Sound. 
Oliver Read’s best-seller on audio and Hi- 
Fi. Covers theory of sound, basic record- 
ing methods, phono reproducers, ampli- 
fiers, speakers and enclosures, attenuators 
and mixers, tuners, home music and P.A. 
systems. 810 pages; 6 x 9”...... ..$7.95 


Transistors—Their gr rig in Television- 
Radio-Electronics. The first practical, com- 
plete book on transistors; explains cir- 
cuitry, installation, testing techniques, 
theory and servicing. 100 pages; 54% ge 4 
illustrated $1.50 


So You Want to Be a Ham. Tells you what 
— need to know about getting your 

icense and acquiring equipment. Covers 
such subjects as: Conquering the Code; 
Getting Your Ticket; Going on the Air; 
Electronics as a Career; etc. 196 pages; 
5% x 814’; illustrated $2.50 


& Practices of Telecasting Operations. 
Discusses Reyes mor and oe 
vers such subjects as: TV Cameras 
mtrol Rooms; Fundamentals of Studio 
Lighting; Relay Systems; Maintenance 
Practices; Technical Production; etc. one 
pages; 6 x 9”; illustrated,......... $7.9: 


Check be- 


O Send Book List 


Look for 
SAMS BOOKS 
on the 
“Book Tree” 
at your Parts 
Distributor 


experimenter. Listed below are a few of the many 


Ma ere eee 
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AMERICA’S GREATEST TUNER BUY! 
The Sensational 


FM TUNER 
Amazing Q5* 
Value... $34 si 


Compare its performance with high priced tuners 


PROVIDES ENDLESS HOURS OF STATIC-FREE 
AND DRIFT-FREE FM LISTENING PLEASURE 


The perfect addition to any HI-FI system, 
TV set, phonograph or tape recorder! 


Model 7-160 © Frequency Range: 88-108 Mc. e@ Hum Level: 70 db below 1 volt. 


@ Selectivity: 200 Kc at 3 db points. 
e Audio Frequency Response: 
20 cps to 20,000 cps. 
@ Sensitivity: 4 microvolts 
for 20 db quieting. 
e@ Coaxial Tuner: Exclusive Granco 
feature assures drift-free reception. 


ASK YOUR DEALER FOR A DEMONSTRATION 


See and heor Granco’s FM and FM-AM table radios 
and high fidelity radio-phonograph combinations 


e Maximum Audio Output: 2 volts. 


e@ Antenna Input: 300 ohms or 
built-in line cord antenna, 


@ Overall Dimensions: 
7" w.x 5" h. x 4%" d. 


*Price slightly higher 
in West and South 


t dealer, write 


GRANCO PRODUCTS, INC. 


36-07 20th Ave., Long Island City 5, N. Y 


NEW QUICK 


HOUR 
SERVICE 
AVAILABLE! 


All Tubes Unconditionally Guaranteed 
For | Year 

PRETESTED TUBES INDIVIDUALLY BOXED 
6SK7GT | 12ALS 12807 
6SL7GT | 12AT7 12SR7 
6BL7GT | GSN7GT | 12AU6 19BG6G 
G6BQ6GT | 6SQ7 12au7_ ‘| 25BQ6GT 
6SR7 12Av6 | 25L6GT 
wo 12av7_ ‘| 25wacT 
6v3 12AX4GT | 25Z5 
evecr |12AX7_ | 2szecT 
6w4cT 12BA6 3585S 
6W6GT | 12BE6 3scs 
6X4 12A27 35L6GT 
6XSGT 12BH7 35w4 
6Y6G |12BY7 | 35¥4 


7¢s 12SA7 35ZS5GT A N Y 

7¢6 12SG7 50AS 

wry [azsx7 | socs ASSORTMENT 
78 12SL7GT | SOL6GT 

7N7 L2SN7GT | 127Z3 RECEIVING 


upon the purchase of a 
BRAND NEW 
DUMONT or RCA lic. 
PICTURE TUBE 


= — cama ee e If you supply dud, deduct from the list 


10”-14”—$2 | 15”—$2.50 | 16”-17”—$3.50 | 19”—$4 | 20”—$4.50 | 21”—$5 
Prices indicated below are without trade-in. 


TUBES 


Als 


10BP4 $10.95 | I5DP4 $16.95 | IGRP4 $17.00 | I9AP4 $23.00 
I2LP4 12.95 | 16DP4 18.50 | 17PB4 19.00 | 20CP4 24.00 Quantity Buyers! 
120P4 12.95 | 16GP4 18.95 | 17GP4 21.00 | 21ALP4A 24.00 

MCP4 614.95 | 16KP4 17.00 | I7LP4 18.00 | 21EP4 24.00 MAUUMN IT) KT B11) 


Picture Tubes Shipped F.O.B. Passaic, N. J. 
Shipped Via Railway Express Dept. MR-7 PRescott 3-0330 


TUBE MAR T 


The Lokpet bidg 


FREE POSTAGE on all pre- 
paid Continental U. S. A. or- 
ders. 25c handling charge on 
all orders under $5.00. 25% 
Deposit on all C.0.D.’s. Sub- 
ject to prior sale. Write for 
FREE TUBE LIST! 


ccrding and playback and has high 
level and low level inputs for record- 
ing live, from tape, off-the-air, or from 
other record discs. A recording level 
meter is mounted on the control panel 
which also includes volume, level, and 
mixing controls. 

Write Avery Yudin, sales manager 
of the company, for full details, prices, 
and specifications. 


“MAGNELOOP" 
Amplifier Corporation of America, 
398 Broadway, New York 13, New 
York has developed and is now mar- 
keting an entirely new tape drive sys- 
tem for its continuous loop magnetic 
tape recorder. 
The new unit permits the stepless 
control of tape speeds from 1% to 15 


ips with a frequency response of 50 to 
15,000 cps at the higher speed. Con- 
tinuously variable automatic equaliza- 
tion and amplitude compensation are 
incorporated. Unusual recording and 
playback possibilities are created be- 
cause speed control over an 8 to 1 ra- 
tio is now possible on a single unit. 

Recorders, reproducers, or recorder- 
reproducers are available in single, 
dual, and triple channel models each 
incorporating a shock-mounted rug- 
gedized low-noise-level preamp, a 100 
ke. ultrasonic bias and erase oscilla- 
tor, and an efficient d.c. motor. 

Write the manufacturer for com- 
plete information on this new “Mag- 
neloop”’ series. 


FOUR-SPEAKER P.A. SYSTEM 
Newcomb Audio Products Co., 6824 
Lexington Avenue, Hollywood, Califor- 
nia has added a four-speaker combina- 


prom erey 


tion transcription player-public § ad- 
dress system to its line of portable 
equipment for use in large halls, gyms, 
and out of doors. 

The TR-25AM-4 unit assembles into 
three portable carrying cases. Four 
12-inch Alnico V PM speakers are 
capable of covering any room size with 
hi-fi sound from records or micro- 
phones. The new equipment has a 25- 
watt amplifier with frequency response 

(Continued on page 113) 
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rd- 
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few 
ar- 
VS- 
tic 
ess 
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; 
"Okay! Okay! | know it’s powerful, but | don’t need one." 
e Don’t get yourself in a whirl thinking about how you can pay for that new 
ham gear you have been dreaming about. Your used (factory-built) com- 
munications and test equipment, plus a Walter Ashe "Surprise" trade-in 
allowance, will go a long way toward making your dream come true. Here 
is how — just tellus what used equipment you have to trade and what new 
gear you want. Our liberal, money-saving "Surprise" trade-in allowance 
j will more than please you. Get your trade-in deal working today. Wire, 
to write, phone, or use the handy coupon. 
on- oP 
Za- =2_—- 
are - 
und DYNAMOTOR 
be- Brand new, government surplus. 
ra- 12 VDC input. 440 VDC, 400 ma 
& output. Can be filtered with 2 
er- mfd paper condenser. Starting re- 
rle, lay not included. Has snap-on 
ach mounting plate with Jones $-412- 
1g AB socket for input and output 
100 leads. Size 534Hx4¥2Dx9"W, and 
la weighs 13! Ibs. Net....... $ 14.95 VIKING “PACEMAKER” 
MULTI-ELMAC TRANS.CITER 
ym- rere s MODEL AF -67. Net......§ 177.00 New transmitter for SSB, AM, and 
ag- z 22% CW. Built-in VFO. Wired and tested. 
NGbciccsssnesecerimsepweemcnice $ 495.00 
824 
or- 
na- 
j 
MULTI-ELMAC PMR-7 MOBILE 
’ RECEIVER. Less Power Supply. GONSET G.66 RECEIVER. Less 
Netessssserseessersseeeeennens $ 159.00 power supply and speaker. MORROW MOBILE RECEIVER 
Neti scvswsvevecesvevevesesens $ 169.50 MODEL MBR.-5. 80 thru 10 meters. 
PSR412 POWER SUPPLY. 6-12 Power Supply. 6-12VDC-115VAC. Dual conversion. 13 tubes. Less pow- 
Ve ers svetecscepraseseee $ 34.00 Built-in speaker. Net...... $ 39.95 er supply and speaker. Net..$ 224.50 
All prices f. o. b. St. Louis © Phone CHestnut 1-1125 WRITE FOR FULL INFORMATION ABOUT OUR TIME PAYMENT PLAN 
ad- Re ee a Ee ST A ie ee a a Pe 
ble 
co I WALTER ASHE RADIO COMPANY RN-7-56 Ei 
re B 1125 Pine Street, St. Louis, Mo. 3 
sn § CO Rush" PNDEISO™ TUMUOMY OVERS GR TBS coc. 00iccnckys on xnas dvmecdscavh cacod {caren adenpechcebacseass i 
i AE RES FEDER PE Cop We Ae eM iene MA SPOR Ree ET RO EN i 
co € (show make and model of new equipment desired) ° i 
on § © Rush FREE 1956 Walter Ashe catalog. P 
- . J Nome..........ccccerececrseccssccencccscccecsscsscvsescessssesesaeeenesceesecencnsscceecssscesnesseecenssaeeccusers y 
4 : B  Address..............csccccroscccrsscscrcssccvscscccresccsencccnsccosevestensscceseccnscsccenseceseteceesecensseses q 
ase J City.........s.sccsrscecenssceceescseveccenscrssesccees epee PICU vane us chhauanctqnatpcoinscsen des amie 4 
ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee ee es 
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WORLD 
RADIO LABORATORIES 
“The World’s Largest Distributor of 
Amateur Radio Equipment” 
Jam packed with bargains — everything in Radic, 
TV, and Hi-Fi — for Handyman, Ham, Experimenter 
or Serviceman! 


@ Pay Only 10% 
wn 

@ Easy Terms 

®@ Liberal 
Trade-Ins 

@ Save Over 50% 
on Recond. 
Equpt. 

® Over 800 
Guaranteed 
Recond. Items 


WORLD RADIO LABORATORIES 
3415 WEST BROADWAY 
COUNCIL BLUFFS, 10WA 


PERSONALIZED 
=) Leo 1. Meyerson SERVICE 


‘ IMAIL HANDY COUPON 
WORLD RADIO LABORATORIES, INC. 


a R-7 @ 
sm W. Broadway — Council Bluffs, towa - 
@( Free 1956 Catalog () New Beam Manual : 
© ©) Wall-Sized Radio Map 25¢ * 
| NAME : 
& 5 
@ ADDRESS a 
4 city STATE F 

a 
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WANTED 


Willing to pay cash for Early 
Phonographs with outside 
horns 


WANT Coronet (illustrated), Double 
Bell Wonder, Victor Types A, D, E, and 
O, Monarch Special and Improved 
Monarch. Also Edison Tin-foil (replica) 
machine, his Idelia, Excelsior, and 
Treadle Phonographs. Want early Bell- 
Tainter, American Gramophones, Multi- 
phone, Multinola, Scott Magaziae Pho- 
nograph, Peerless, Sovereign, Wizard 
Phonograph, Regina Hexaphone, and 
Graphophones. Also catalogues or old 
literature on phonos made prior to 
1906. Want unusual machines and coin- 
in-slot cylinder phonographs. Need a 
few early reproducers (sound boxes) 
for Victor. Columbia, and Edison. 


A few duplicate Edisons 

and graphophones are now 

available for sale or trade. 
Send clear snapshot and full information to 


Box 50 
RADIO & TELEVISION NEWS 
366 Madison Ave., New York 17, N. Y. 


Repairing Portables 
(Continued from page 51) 


is obtained from the same source as 
the “B+.” The critical filament volt- 
age of the 1R5 converter has already 
been treated. Its contribution to os- 
cillator instability is aggravated by 
lowered “B+” from an old selenium 
rectifier or old filter capacitors that 
have developed leakage. 

The “B+” power supply and fila- 
ment circuits of a typical 3-way port- 
able are shown in Fig. 6. The change- 
over switch frém battery to power line 
operation has been omitted for the 
sake of clarity. 

The first test on such a power sup- 
ply should be a voltage check at the 
junction of Ru and R::—the output of 
the rectifier. If the voltage is low, 
then the rectifier is bad, or the filter 
capacitors are low in capacity or have 
excess leakage (assuming the ab- 
sence of a shorted tube or component). 

Rectifier SH: can be checked by 
shunting it with another test rectifier 
as indicated in Fig. 6. Observe proper 
polarity. The output voltage (junction 
Ru, Rss) will rise irrespective of 
whether the selenium in the circuit is 
good or bad. If the amount of rise is 
5% or less (about 5 to 6 volts) then 
the rectifier is good. If the rise is 
more than this percentage, then the 
selenium is bad regardless of resist- 
ance checks on it. The bridging test 
is far more conclusive than testing 
the forward and the back resistance 
with an ohmmeter. Be sure to use a 
test rectifier with the same rating as 
the one in the set—do not use one ap- 
preciably different in rating or the 
test will not furnish the desired in- 
formation. 

If the rectifier is OK or has been 
replaced and the “B+” voltage is still 
low, try bridging the input filter ca- 
pacitor (Cs, 40 vfd., in Fig. 6). In the 
absence of short circuits, this will 
bring the input voltage up to par. Do 
not use a capacity appreciably greater 
than that of the unit being bridged. 
The surge may blow the weakest tube 
in the filament string. 

Failure of the filament filter capac- 
itor Cx will permit audio current to 
travel to the 1st audio, if., and con- 


verter stages. The result may be mo- 
tor-boating and assorced “burps” and 
squeals. 

If shunting the filament filter capac- 
itor (Cz) eliminates the symptom, 
then it is defective. This is test point 
wie ix, Mad 

This capacitor can have high leak- 
age and rob the other tubes of enough 
filament current so that trouble such 
as oscillator failure or 3V4 burnout 
may develop. The same is true of 
capacitors Cx» and Cu. A positive test 
for this condition is to disconnect the 
suspected capacitor. If the filament 
voltage rises, ‘the capacitor should be 
replaced. Do not rely on an ohmmeter 
measurement of leakage unless the 
indicated leakage is definitely out of 
line. Also, do not use a very low range 
of the ohmmeter in testing this circuit 
“cold,” tubes can be blown easily here! 

An increase in value of the shunt- 
ing resistors Ri and Ru will permit an 
excess of current to flow through the 
tubes to the ground side of the fila- 
ment string. Premature burnout may 
result. When checking with an ohm- 
meter, remove the tubes. 

Opening of the second “B+” filter 
capacitor (Cx, 40 ufd.) may result in 
whistles and high-pitched squeals plus 
hum. There will also be a slight low- 
ering of “B+” at both test points 
“T2” and “T1,” since this capacitor 
helps Cz; hold up the d.c. voltage at 
“T1,” the rectifier output. Shunt with 
a test capacitor to check for low ca- 
pacity. Disconnect the capacitor and 
observe the d.c. voltage as a test for 
excess leakage; the d.c. voltage will 
rise appreciably if Cx is defective. 

Numerous modern portable radios 
employ a printed circuit for audio 
coupling—a “Couplate” or similar 
unit. With a defective component in 
such a circuit, it is advisable to re- 
place the entire unit rather than en- 
deavor to shunt the defective compo- 
nent with another or make a similar 
type repair. The danger is that the 
original part (capacitor, resistor, etc.) 
left in the “Couplate” may change its 
value or connect itself back into the 
circuit. The result may be instability 
in one form or another. 

Take care in testing these “Cou- 
plates” since they may crack and the 
damage may be latent only to show up 
at some subsequent date. 


Fig. 6. Schematic diagram of the basic power supply circuit of an Emerson portable. 
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ALLIED 
knight-kits 


FINEST ELECTRONIC EQUIPMENT 
IN LOWEST-COST KIT FORM 


% Latest Advanced Design *% Quality Components 


% Easiest to Assemble *% Save Up To 50% 


5” Wide-Band 
Oscilloscope Kit 
F-144 69.00 


SAVE ON THESE 


Printed Circuit 
Kit 
F-125 24.95 


Tube Tester Kit 
F-143 counter type 29.75 
F-142 portable type 34.75 


BUY DIRECT... 


YoU SAVE MORE 


free 1956 CATALOG 


Send for it! Describes the famous 
KNIGHT-KITS in detail—shows you how 
you can easily assemble your own instru- 
ments and get performance and appear- 
ance equal to equipment selling for 
several times the KNIGHT-KIT price. 
The 324-page ALLIED Catalog is the 
leading buying guide to everything in 
Electronics—write for your copy. 


QUALITY Knight-kit TEST INSTRUMENTS 


VOM Kit VOM Kit in-Circuit Capacitor 
1000 Ohms/Volt 20,000 Ohms/Volt Checker Kit 
F-128 15.95 F-140 28.50 F-119 11.65 


Audio Generator Kit 
F-137 31.50 


Resistance-Capac- 
itance Tester Kit 


F-124 18.75 


High-Gain 
Signal Tracer Kit . 
F-135 23.75 


FAMOUS knight-kits FOR THE HOBBYIST 


“Space Spanner" 
2-Band Receiver Kit 
$-243 13.95 
$-247 cabinet, 2.85 


“10-in-1" Lab Kit 
$-265 12.45 


“Ranger"’ Superhet 
Receiver Kit 
S-735 14.85 


“Ocean Hopper”’ 
Receiver Kit 
$-740 10.75 


v 


Transistor Radio Kit 
S-765 3.95 


Geiger Counter Kit 
S-242 15.95 


3-Way 
Portable Radio Kit 
$-730 19.95 


~ 
* 


Photoflash Kit 
$-244 28.50 
$-246 AC supply, 


Wireless Broadcaster 


$-705 8.75 


All Prices Net F.O.B. Chicago 


ALLIED RADIO 


ORDER FROM 


100 N. Western Ave., Chicago 80, Ill. 


July, 1956 


RF Signal Resistance Substitu- Capacitance 
Generator Kit tion Box Kit Substitution Box Kit 
F-145 19.75 F-139 5.95 F-138 5.50 


TOP QUALITY HIGH FIDELITY knight-kits 


qo 


Basic 25-Watt Deluxe 10-Watt Hi-Fi 20-Watt Hi-Fi 
Amplifier Kit Amplifier Kit Amplifier Kit 
S-755 41.50 $-234 22.95 $-750 35.75 


50-Watt CW Self-Powered Code Practice 
Transmitter Kit Oscillator Kit 
S-255 42.50 $-725 27.50 S-239 3.95 


Send for the 324-page ALLIED Catalog 
describing all KNIGHT-KITS—and your buying 
guide to everything in Electronics. 


LOW-COST knight-kits FOR THE AMATEUR 


ALLIED RADIO CORP., Dept. 1-G-6 

100 N. Western Ave., Chicago 80, Ill. 
Please ship the following Knight-Kits: 

My check [], money order [] for $...... enclosed. 
() Please send FREE 1956 Catalog. 
Se a Me eave i Mah th 

Address bas 

City Zone State 
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A New Radiation Counter 


AAR .F 


Over-all view of the radia- 
tion counter. The coil cord 
on the probe prevents un- 
necessary tangling of leads. 


Operational details on a recently introduced Geiger counter 


unit which provides “professional” results at moderate cost. 


prospector, the new Heath RC-1 
radiation counter’ incorporates 
many of the features normally found 
only in the expensive, extremely 
sensitive units used by professionals. 
The circuit employs a_prewired, 
high-voltage supply with a four-tube 
amplifier and pulse shaper. A 4% inch 
meter, calibrated in counts-per-minute, 
gives full-scale readings from 100 to 
60,000 cpm. In addition, the meter is 
calibrated in milliroentgens per hour 
from .02 to 10 mr/hr. full scale. 
A glance at the circuit diagram be- 


[) ‘rrespect for the serious uranium 


low will show that loudspeaker indi- 
cation has been incorporated in addi- 
tion to the meter. The circuit is ex- 
cited by a transistor oscillator which 
provides a pleasant tone for monitor- 
ing. A panel control cuts out the 
loudspeaker circuit as desired. 

The counter incorporates four “cpm” 
ranges: 0-100, 600, 6000, and 60,000 
and four milliroentgen ranges: 0-.02, 
.1, 1, and 10. The time constant of the 
circuit can be adjusted from .5 to 10 
seconds in steps of .5, 1, 5, and 10 sec- 
onds. 

The probe, which houses the 6306 


Complete schematic diagram of the Heath RC-1 radiation counter in kit form. 


bismuth counter tube, is of satin alu- 
minum and chrome-plated steel. A 
coiled cord between the probe and the 
instrument helps to prevent tangling. 

The unit is powered by one 67% 
volt “B” battery and two 1% volt “A” 
batteries. The “B” battery lasts ap- 
proximately 200 hours in intermittent 
operation while the “A” batteries 
should last about 20 hours under the 
same operating conditions. 

The entire instrument is housed in 
an aluminum cabinet which measures 
914” high, 64%” wide, and 5” deep. The 
complete unit weighs 6% pounds. A 
top-mounted handle facilitates the 
transportation of the unit. 


How The Counter Works 


In the circuit of the RC-1, negative 
pulses generated in the probe are im- 
pressed across the input grid resistor 
through the .01 zfd. blocking capacitor 
(see diagram) and are amplified and 
inverted by V:, appearing across the 
68,000-ohm plate load resistor. V2 fur- 
ther amplifies and re-inverts the sig- 
nal pulses and injects them into the 
grid of V;. The two stages of ampli- 
fication are so designed to provide a 
sensitivity of approximately .1 volt 
and to limit at an input of .25 volt. 
This design insures a pulse of proper 
amplitude for triggering Vs even 
though the input pulses may vary 
considerably in height. 

V; and V, together comprise a mon- 
ostable multivibrator. These two tubes 
have a common 15,000-ohm cathode 
resistor which serves as one leg of 
the coupling impedance necessary for 
oscillation and also as a source of cut 
off bias for V.. The control grid of V: 
is returned to a positive point on the 
voltage divider connected between 
“B+” and ground, causing it to con- 
duct. This conduction causes current 
flow through the common cathode re- 
sistor and the voltage drop across it 
is sufficient to cut V, off, since the 
grid of V, is returned to ground. This 
makes it possible to use a tube of 
comparatively large emission capabili- 
ties without increasing the “B” bat- 
tery drain since V, doesn’t draw cur- 
rent except during the short operat- 
ing cycle following each input trigger. 

The range switch connects various 
precision capacitors between’ the 
plate of Vs and the grid of V, and, in 
conjunction with the common cathode 
resistor, provides the necessary cross 
coupling to enable multivibrator oper- 
ation. The capacitors switched be- 
tween the two tubes determine the 
period of time the multivibrator will 
remain in its unstable state. This, in 
turn, determines the average current 
flowing through the meter. 

The aural monitoring circuit fea- 
tures a special 2000-ohm “pitch” con- 
trol which enables the user to select 
the tone most pleasing to his ears. 
This is a front-panel control. 

The RC-1 is being offered in kit 
form for $79.95 complete with probe, 
step-by-step assembly instructions, 
and details on how to use and trouble- 
shoot the instrument. —30-— 
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SUMMER CLEARANCE BARGAINS—IN OUTSTANDING SURPLUS ELECTRONICS 
LORAN RECEIVING EQPT., APN- 
4, AT LOWEST PRICE EVER 


50 W. 6-CHANNEL RADIOTELEPHONE 
for BOATS, MOBILE, or FIXED STATIONS 


THE BIGGEST BARGAIN IN PLEASURE OR FISHING 
BOAT RADI@OTELEPHONES!! Big-power ship-to-shore 
This Transmitter-Receiver (BC-669, 
is beautifully and ruggedly built. 
Jesigned for rough military service engineered 
for maximum efficiency, it will provide trouble-free 
long-range communications from boat, vehicle, port- 
able or fixed station installations, Both Transmitter 
id Receiver operate in the frequency range of 1680 
+ and bom ar crystal-controlied on all six 
. Manual tuning ef the igodge 
» Power Output (Phone) is 50 60 
Vv. DC Power Supply. 

Transmitter operation is performed. with a minimum 
of controls, after installation adjustments have been 
made. The BC-669 is type approved by FCC for ma- 
— band use except on 2738 Ke for which frequency 
wave trap - eliminate 2nd sige ee radiation must 
be employed. Operation of the 50 Watt Radiotelephone may oar from 110 V. AC, 110 V, DC, 32 pc, 24 V. DC, 
12 DC, Complete constructional data and diagrams are ines for building any of the anove power supplies 
at minkenum cost. Each set is supplied with 12 crystals (6 for X-m r receive) which were used by the mili- 
tary. Receiving ate differ by385 KC (IF frequency). Most of cies crystals can be reground to marine band 
freauenct 8. Receiver uses high-efficiency 10 Tube Superhet circuit with RF Stage for maximum selectivity, built-it. 
oe ker, Statice Filter (Noise Eliminator) Circyit with Switch, and RF Gain Control. Transmitter uses 8 Tubes 
2-807 Final) with 100% Plate Modulation, ‘and Metering Switch with multi-range milliameter ‘for instant 

chec king of any part of transmitting circuit 
SO-WATT RADIOTELEPHONE (BC-669A, B. or C Mod- 
cums on soe th stals ores specified), 

. Boo onnecting .) 5 (to Power Supply), ¥ 

Modific ation and Power S$ ply Constructional A ata, none A, 8 or ¢, ‘110 v. ‘ac POWER captains .$89.50 
USED, GOOD CONDITION. Shp. wt. 189 lbs. $99.50 PE-110 D, 110 V. AC POWER SUPPLY, EACH. .$99.50 


EACH 
SAME AS ABOVE, NEW UNUSED CONDITION . . $139.50 12 V. DC POWER SUPPLY KIT, complete with transmit- 
MODELS BC-669 D or E, Same as Abx but provides bo and nye ihr Po epg it pr relay, filter cepenterns 
“"W (telegraph t i Ce ( choke, switches, ‘use olders, etc, plus undr 
in, Tae reception sieodo chassis and wiring diagram. EACH. .........$45.00 
HANDSET, * with “appropriate” RM-21 REMOTE CONTROL. Permits transmission & re- 
Terrrrerrrrrerrn nr oss esecee ception (by handset) from remote position. EACH. .$6.95 


DELUXE TRANSMITTER FOR 
_ HAM OR COMMERCIAL USE 
AT REAL LOW PRICE! 


This unit (BC-1100, part of RC-263) is excep- 
tionally well-built and finely engineered 
versatile features that mal splendid 
transmitter for Ham or 
peer coverage is 1.5 ¥ 
ither crystal or VFO control are provided, 
each siaenel Sovernix the entire 1.5 to 10.0 me range: 


Hyd Mead gape 12 Vv. Dc as SUPPLY FOR ABE CS 


Operation 
+ r ‘‘off,’? channel selection, 
with wt? ic Dial permits complete control of all r eee oe 

cellar, gs inn omy or any remote point up to 11 miles distance) c 2 pairs of wire, an 
amplifier and line level indicating mo AS Transmitter circuit em loys a 6L6 as cr 
6L6 as putter-Doubler, and 3 807 tubes in RF Power Stage modu’ ator section has a 6J5 5s 
and 4-6L6 tubes in power stage. Power Supply section uses a 5Z3 low-voltage rectifier, 2-RK60’s as high-voltage 
rectifier. Re aaote Contos uses a 6J5 speech amplifier and an 80 rectifier, Additional feature is Pi-Network in 
onan circuit to reduce harmonic radiation and interference. 

RICE, BC-1100 "TRANSMITT » NEW-UNUSED, With all tubes, instruction Book, pees aod — _.$239 50 
packed. ‘shpg. wt. total (canes) 600 Ibs ee cceccccensececccecces : = 

M-40 REMOTE CONTROL, for above. heg. “wt. 75 ibs... , $69.50 
nae of Spare Parts, cludes all ie lor transmitter and Remote Controi, “ait relays, complete’ set of 
tubes, spare microphone, capacitors, resistors, etc. Shpg. wt. 70 Ibs. .... sessccceseeee $99.50 


600 W. A.F. POWER AMPLIFIER 


Designed by_ Bell 
Telephone Labo- 
ratories, ruggedly 


g controls pow ver *‘or 


available) for 
ship and shore 
application. De- 
signed 
llov. La 
60 cycle opera- 
tion. _Rece 
cw, cw 
Phone _ signals, 
! throughout the 
odes in push- pull 

arereess 

>u n aa 
blower for cool- Employs 7 modern metal tubes in 
ing. High voltage regeneration, plus tw 

power supply uses two band widths, 

selenium rectifi- 
ers, no tubes. Re- Also incorporated audio A 

quires 40-60 watt reduces noise and interference. 

receiver for wireless operators, ee 

get y in the long and 

y. Input im. Dim: 1754” L. x 1512” D. 

Ppedance 250/500 mounts). Supplied complete with 

sheets — diagram. Shpg. wt. 135 Ibs. 19 

€ a PRICE, EACH, Excellent—Line rbd Connie 8 
(to a PRICE, Each, Used—Good Condition..........$64.50 


“8c: | LIMITED QUANTITY BARGAINS 


s). Op 
from 115 to 230 Volts, 3 phase 50/60 eveles AC. 
Dimensions of wooden chest 245% 

7 . GENERAL ELECTRIC 10 KW RF POWER AMPLIFIER 
gram, ete. Shipping weight 290 Ibs, 169.50 model BF-3A, desi 


Supplied with tubes, connecting ca bie. A. oD 5 
PRICE EACH, SLASHED TO........ee00 Transmitters ( 
fied to operate on other srequesines. 
less nectiger ge Supply and Tubes. 
COLLINS MODEL MBF TRANSCEIVERS, covers 60 to 8 
8 $ 


! 
| 
{ 
I 
' 
H 
\ 
‘\ 
y 


600 W. 
LOUDSPEAKER ; 
Geatanea 00k wae: ith cable less other accessories. Operates from 1 
oomaee SWANGE SIGNAL GENERATOR. 


engineered, this 
for laboratories, 


ra 
roduction — 
rest A A 
V.H. 


3 output variable from 150 to 250 mc.; (2) a 1s ‘me. out- 
improved low-frequency put (which can be changed to another nearby frequency 
response. Dim. of 6- speak: _ hy S IF alignment): and (3) Multivibrator output o' 
er Section ¢ 10.0 and 100 KC by means of a selector switch. 
“Hx21 Fremieney stability is excellent and calibration at least 
good as any exce 4 . In- 
cludes following tu r3G —6SK7, 1— 
Operation is sg Pe 110 V 
" - Dimensions are L—191%”, 1334 
%”. Shpg. wt. 85 Ibs. NEW units, with operating 
instructions and Schematic. 


/ 


_ 


\ 


peaker snction. $73-00 
ONLY 
DM-37 DYNAMOTORS. Same ‘as Dy amotor (625 
V. DC at 225 ma) but for 24 V. be input. "excellent for 


50-60 W. SPEAKER UNIT pleasure boat radio power supply. Used pee RT 


— EA 
TT"77y ~«=«Western Electric Speaker | pe318.INVERTERS.. 24 27.5 ‘V. DC taput, 110 Vv. 400 

: units, for horn or baffie- cveles/1 phase, 150 VA. Outpu NE sd UNITS. 

mtg. NEW units, re- EACH es coe eecccceses -$14.95 

map te plete F Above Material Subject to Prior Sale. 25% 

diaphragm, will handie up | Minimum Deposit with All C.0.D.'s. Min. Order 


to 60 watts. Response to | $5.00. All Prices F.O.B. Our Address. 


7,000 cps, favoring high 

mien oon — TELEMARINE — 

tt nee te COMMUNICATIONS CO. 
eae ot. te ite. 3030 W. 21st Street, Brooklyn 24, N. Y. 


EACH, dress: Telemarine ‘ 
stasnas To. $11.95 Phone: ES 2-4300 


July, 1956 


lus for $100.00 or 
uy an extra set for 


4 cles, required) available at this time. Inverters 
_ this a=s uipment are easily available from many sur- 
plus hous: 

PRICE PER “SET, each consisting of one Indicator and 
one Receiver, as above. Not Tested. 9 
Excellent—Used. Shpg. wt. 80 Ibs. .....+++ ‘ 


SENSATIONAL BARGAIN!! TCS TRANSMIT- 
TERS, RECEIVERS, AND ACCESSORIES 


You’ve never seen TCS Transmitters and Rece 
ced so low! This_communications ‘‘work horse’’ 


* 
applications 
Transmitter are removed, af 
cies, to meet FCC requirements. 
requirements regarding second harmonic radiation, since 
the transmitter uses a Buffer stage, plus Og = 
-networ! 


ransmitters and Receiv: com) 
erage 1.5 to 12.0 me, all band-switching. 


when transmitter plate worte: re ut 
power can be easily doubled by using 600 “volts plate 
* Transmitter or Receiver designed era 
DC, or 110/2 
Supply ' Diagrams 
r-sensitive superhet, with excellent 
selectivity characteristics, and 


diagram and pores supply diagrams, as outlin 

Shpg. wt. sity 

PRICE EAC severe 

TCS-9(to 4) TRANSMITTER, same as above but has 
minor modifications which make these mandens more 
desirable. EACH -95 
TCS-S(to 14) RECEI! ge —Sonprete with tubes and 
schematic diagram, as cribed above. Shi wt. 
50 Ibs. EACH $69.9 
WRITE FOR PRICES ON OTHER TCS ACCESSORIES. 


TCS ANTENNA LOADING COIL. 
vi 


6-position 

various lengtne of antenna, 

ay 3 aos a. “we 

x 65 " PE. 

EACH’. ...- cesses $7.95 


V. H. F. TEST EQPT. 150-230 MC. 


plete Ogee Instrument covering 150 to 230 me. 
operating from 0 V. 50/70 cycles AC, mfd 
Model OAP. Sao | one ad in May °56 issue of R 
illustration and_ full specifications. Permits following 
Tun pinay oe to given frequency. 
eS he (3) Adiust an- 
814” 1014” -In- 


tenna system, 
cludes calibration chart, separate rece ae ver gain couiseoks 
T-connector, and line cord. LIKE-NEW condi- $49 9.50 
tion. Shpg. wt. 50 Ibs. EACH......-+---- 


SELECTIVE RINGER for MOBILE 
or MARINE RADIOTELEPHONES 


h, and 6 
operating voltage of 
rom 90 a0 cae 4s is ob- 
tain eiver. 
NEW_UNUSED units with 


Book. <8; 
TEED OSATISFACTOR t 


Value $245.00 each. GUAR 
Shpg. wt. 25 Ibs. OUR LOW pric 
EACH ........ cere eeescece ® 
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MAA Te Streamlined 
Superior's New Model TC-55 | | T U 3 z T o ST é R Ss 


The Experimenter or Part-time Serviceman, who has Speedy, yet efficient operation 
delayed purchasing a higher priced Tube Tester. is accomplished by: Elimination 
The Professional Serviceman, who needs an extra of old style sockets used for 


Tube Tester for outside calls. a obsolete tubes (26, 27, 
The busy TV Service Organization, which needs 57, 59, etc.) and providing sock- 
extra Tube Testers for its field men. ets and circuits for efficiently 
testing the new Noval and Sub- 
You can’t insert a tube in wrong socket. Separate sockets are Minar types. 
used, one for each type of tube base. ¢ “Free-point” element 
switching system Any pin may be used as a filament pin and oe tee — 2 
the voltage applied between that pin and any other pin, or even — charts and streamlined carrying 
the “‘top-cap’’. ¢ Checks for shorts and leakages between all case. 
elements. Provides a super sensitive method of checking for 


shorts and leakages up to 5 Megohms between any and all of 
the terminals. Continuity between various sections is individ- 
ually indicated. ¢ Elemental switches are numbered in strict 
accordance with R.M.A. specification. The 4 position fast-action 
snap switches are all numbered in exact accordance with the 
standard R.M.A. numbering system. 


PICTURE 
TUBE 
wititi.e-> TESTER 


@ Tests all weer deflected tubes... 
in the set... out of the set . . . in the carton!! 


© A complete picture tube tester for little more 
than the price of a ‘“‘make-shift” adapter!! 


Superior's New Model TV-11 
Standard Professional 


TUBE 
TESTER | 


% Uses the new self-cleaning Lever Action Switches for individual 
element testing. Because all elements are numbered according 
to pin-number in the RMA base numbering system, the_user 
can instantly identify which element is under test. Tubes 


The Model TV-40 is absolutely complete! Self- having tapped filaments and tubes with filaments ater oar | 
contained, including built-in power supply, it tests in more than one pin are truly tested with the Model TV-I/ 
picture tubes in the only practical way to efficiently as any of the pins may be placed in the neutral position 
test such tubes; that is by the use of a separate when necessary. 
instrument which is designed exclusively to test % The Model TV-i! does not use any combination type sockets. 
the ever increasing number of picture tubes! Instead individual sockets are used for each type of tube. 
Thus it is impossible to damage a tube by inserting it in 
SPECIFICATIONS the wrong socket. 
Tests all magnetically deflected picture % Free-moving built-in roll chart provides complete data for 
pas vagy 7 ny = > So e all tubes. 
ests for quality by the well estab- % NOISE TEST: Phono-jack on front panel for plugging In either 
lished emission method. All read- 
on me phones or external amplifier will detect microp wale tubes or 
ings on ‘‘Good-Bad”’ scale. @ Tests noise due to faulty elements and loose internal connections. 


for inter-element shorts and leak- 
ages up to 5 megohms. @ Test 
for open elements. 


Model TV-40 comes abso- 
lutely complete — noth- 
ing else to buy. Housed 


EXTRA SERVICE — The Model TV-I] may be used as an extremely 
sensitive Condenser Leakage Checker. A relaxation type oscillator 


incorporated in this model will 
detect leakages even when the 
f frequency is one per minute. 


in round cornered, 
molded bakelite 
case. Only . . 


The model TV-11 operates on 105- 

130 Volt 60 Cycles A.C. Comes NET 
housed in a beautiful hand-rubbed 

oak cabinet complete with portable 

cover. 


——e TUBE TESTER 


¥ TESTING TUBES * NEWLY oseremee FIVE POSITION LEVER 
Superior's New Model TV-12 —  cxsioys improved TRANS-CONDUCTANCE circuit. An SWITCH ASSEMBLY. Permits application of 
in-phase signal is impressed on the input section separate voltages as required for both plate 
of a tube and the resultant plate current change and grid of tube under test, resuiting in im- 
is ye te 2 bases apg the uae ae proved Trans-Conductance circuit. 
me of simulating the manner in which tubes TESTING TRANSISTORS 
actually operate in Radio & TV receivers, ampli- 
fiers and other circuits. Amplification factor, plate A transistor can be safely and adequately 


tested only under dynamic conditions. The 
resistance and cathode emission are all correlated Model TV-12 will test all transistors in that 


approved manner, and-quality is read directly 
on a special “transistor only’’ meter scale. 


in one meter reading. 


%& NEW LINE VOLTAGE ADJUSTING SYSTEM. A tapped 
transformer makes it possible to compensate for 


line voltage variations to a tolerance of better than Model TV-12 
2%. housed in hand- 
te SAFETY BUTTON—protects both the tube under test some rugged 
and the instrument meter against damage due to portable cabinet NET 
overload or other form of improper switching. sells for only 


ALSO TESTS EXAMINE BEFORE YOU BUY! 


TRANSISTORS! BIRYM Waa cn Cee) ee ee 
Hr ! iil 
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e il i) 
_... p ao ‘ET a ommeid 
SPECIFICATIONS 
we ADDED FEATURE: 
i 0.C. VOLTS: 0 to 7.5/15/75/150/750/1,500/7,500 Volts Built-in ISOLATION TRANSFORMER reduces pos- 
H} §=——A.C. VOLTS: 0 to 15/30/150/300/1,500/3,000 Volts sialiny of burning est meter through misuse. 
i 
| OUTPUT VOLTS: 0 to 15/30/150/300/1,500/3,000 Volts The Model 670-A comes housed, in a rugged 
J 0.C. CURRENT: 0 to 1.5/15/150 Ma. 0 to 1.5/15 Amperes crackle-finished steel cabinet complete with 
G RESISTANCE: 0 to 1,000/100,000 Ohms 0 to 10 Megohms test leads and operating instructions. 
| CAPACITY: .001 to 1 Mfd. 1 to 50 Mfd. (Good-Bad scale for 
checking quality of electrolytic condensers.) 
| REACTANCE: 50 to 2,500 Ohms 2,500 Ohms to 2.5 Megohms 
it INDUCTANCE: .15 to 7 Henries 7 to 7,000 Henries 
¥ DECIBELS: —6 to +18 +14 to +38 +34 to +58 
re 
New Mode] 20.000 OHMS PER VOLT 


veo ALLMETER 


Includes services never 
before provided by an 
instrument of this type. 
Read and compare fea- 
tures _ specifications 


below Superior’s 


. onguotn | aaa” ETER 


anita 
i ; mirrored scale. 
rt ne ry oe Transformer. A versatile all-inclusive GENERATOR which provides ALL the outputs for servicing: 
e n Y . . ‘ * 
itu”. A.M. Radio * F.M. Radio » Amplifiers * Black and White TV * Color TV 

SPECIFICATIONS R. F. SIGNAL GENERATOR: Provides complete coverage for A.M. and F.M. alignment. 
8 D.C. VOLTAGE RANGES: (At a sensitivity of 20,000 Ohms per Volt) Generates Radio Frequencies from 100 Kilocycles to 60 Megacycles on funda- 
0 to 15/75/150/300/750/1500/7500/30,000 Volts. mentals and from 60 Megacycles to 180 Megacycles on powerful harmonics. ¢ 
7 A.C. VOLTAGE RANGES: (At a sensitivity of 5,000 Ohms per Volt) VARIABLE AUDIO FREQUENCY GENERATOR: In addition to a fixed 400 cycle sine- 
0 to 15/75/150/300/750/1500/7500 Volts. wave audio, the Genometer provides a variable 300 cycle to 20,000 cycle peaked 
3 RESISTANCE RANGES: 0 to 2,000/200,000 Ohms, 0-20 Megohms wave audio signal. ¢ BAR GENERATOR: Projects an actual Bar Pattern on any 
f . , TV Receiver Screen. Pattern will consist of 4 to 16 horizontal bars or 7 to 20 
2 CAPACITY RANGES: .00025 Mfd. to 30 Mfd. vertical bars. « CROSS HATCH GENERATOR: Genometer will project a cross- 
5 D.C. CURRENT RANGES: 0-75 Microamperes, 0 to 7.5/75/750 Mil- hatch pattern on any TV picture tube. The pattern will consist of non-shifting 
liamperes, 0 to 15 Amperes. shine Tyce) Gomins ceens horizontal and vertical lines interlaced to provide a stable cross-hatch effect. 
3 DECIBEL RANGES: —6 db to +58 db plete crits book ot in ° ng co aees meee = cory ~~ Pes op —n gmp 2 = 
" . structions; pair of fF color eceiver tube by the Model TV-50 will enable you to adjust for 
lowing the RF. signal from the antenna to Sianattdyt “probe: de: proper color convergence. © MARKER GENERATOR: The following markers are 
speaker of any radio or TV receiver and tachable line cord; R.P provided: 189 Kc., 262.5 Ke., 456 Kc., 600 Kc., 1000 Kc., 1400 Kc., 1600 Kc., 
using that signal as a basis of measure- Signal Tracer Probe and 2000 Kc., 2500 Ke., 3579 Ke., 4.5 Mc., 5 Mc., 10.7 Mc., (3579 Ke. is the 

ment to first isolate the faulty stage and Audio Signal Tracer color burst frequency.) 


finally the component or circuit condition til above accessories is 


causing the trouble. luded. Price 

AUDIO SIGNAL TRACER SERVICE: Functions plete. “Nothing else to “—. Tv-50 omnes ee 

in the same manner as the R.F. Signal —_ complete w | 

Tracing service specified above except that 50 snie ti ~~ ee 

it is used for the location of cause of lh or ng instruc- NET il 
uble in all audio and amplifier systems. In. all 

trouble in all audi fi Ih le ll 


SHIPPED _ APPROVAL 
NO MONEY WITH ORDER - NO C.O.D. 


VW ‘| — << =e ae que stem ceme cue came cee aes au au se GD ame cee cme cee caw oem ose om ew Ss oa = 
TRY ANY of the | MOSS ELECTRONIC DISTRIBUTING CO., INC. $688) within” 10" dajn "Balance $5.0 | 
mo 
instruments on this page, for Dept. D-248, 3849 Tenth Ave. New York 34, N. Y. m od el Tei2. ea a Price 472.50 ] 
Please send me the units checked. | agree to pay down pay- -50 within ays. Balance $10. 
10 days before you buy. If ment wate 5 oes and . pay ne oeey batons YY shown. 0 eae 5 months. Seles Sil. dni | 
H t the e no finance or interest charges «eg gn ne ae: 
conpnrny: sone 4 -“ added. 4 it is further enderttood that should | fail to make pay monthiy for’ ‘Senthe. Ding saath 
down payment and pay balance ment when due, the full unpaid balance shall become im- © Model TV-11........ Total Price $47.50 i 
as indicated on coupon. No mediately due and payable. tear Le Balance aiseaad | 
odel TV-40........ T 

Interest or Finance Charges Name $3.85 within 10 Pag Est vi 00 | 

added! If not completely satis- / 0 aera Bt months. Total Price $47.58 

eeeccece ic 
fied return unit to us, no Address. $11.50 within 10 days. Balance $6.00 ] 
explanation necessary | oO Model TV.60. ot otal Price $52.50 F 
: City —Zone State—___ $12.50 within iG days Balane 
I} mi All prices net, F.0.B., N.Y.C. mbwlu | 
cee ae I END GEE were ems Sem ee SSE Se OR RN RN ENED GENS ONENESS SE! mC SHED RS Seem SST CNN, A SR 
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SHAV-PAK 
, LOW PRICE! 


S 
Thine 
SHAVE IN THE COMFORT 


— caer for 


cee Shavers in 
Automobiles, Buses, 


TV Programs on Magnetic Tape 


Newly developed system permits up to one hour of program 
material to be recorded on a single 14-inch reel of tape. 


NEW process for recording and re- 
producing TV programs on mag- 
| netic tape has been publicly demon- 
strated by Ampex Corporation of Red- 
wood City, Cal. 

The new video recorders, several of 
| which have been ordered by the major 
| television networks, operate at 15 ips 


e | and provide a full hour of television pro- 
| gram on 14” reels of 2” magnetic tape. 


The system records both picture and 
sound on a single magnetic tape 2 
inches wide. The picture quality is 
said to be considerably better than 
that obtained with current kinescope 
techniques using photographic film. 
The “gray scale” (the ability to repro- 
duce accurately all shades from black 
to white) is uniform in this new sys- 
tem. On the other hand, the gradient 
from black to white is not uniform in 
photographic film, the company noted. 

The resolution of the new system is 


field impresses a pattern on the mag- 
netic surface of the tape as it passes 
the recording head. The pattern on 
the tape thus corresponds to the elec- 
trical signals in the coil on the record- 
ing head. Since these signals are gen- 
erated by the TV camera, the pattern 
on the tape corresponds to what the 
camera “sees.” 

To reproduce the picture, the tape 
is passed across the same magnetic 
head. The magnetic pattern on the 
tape induces a current in the coil 
around the head. Since the pattern 
corresponds to the original picture, the 
induced current can be fed to a TV 
transmitter just as though it were 
coming directly from the TV camera. 

To obtain the 4 mc. response needed 
for video recording, theoretically the 
tape speed would have to be 2000 ips. 
At that rate, a reel of magnetic tape 
14” in diameter would record only 29 


— Boats, and 


mo | LisT 


S. OUTPUT 
% vipat 
vous | ee creves | WATTAGE PRICE 


seconds of program material. 

In order to cope with this problem 
Ampex engineers have developed a 
system which permits a tape speed of 


said to be beyond the capability of the 
average television receiver. Thus, 
when a tape recorded program is tele- 
cast, the limitation of picture quality 


iv 
INVERTER 
WITH GREATER OUTPUT 
DICTATE REPORTS ACCURATELY-PROMPTLY! 


uke your car, boat or plane 


a “rolling office’’ 
we with ATR INVERTERS 


will be in the home receiver rather 
than in the quality of transmission. 
The maximum number of lines a TV 
station can transmit is 340. The new 
tape recorder will record and repro- 
duce more than 320 lines. 

With the new system, programs can 
be recorded directly from the TV cam- 
era, from a TV receiver, from TV 
transmission lines, or from microwave 
relay systems. The program can then 
be immediately replayed without proc- 
essing of any kind. The tape can be 
erased and re-used, if desired. 

One of the most interesting features 


only 15 ips, yet allows a full hour’s 
program to be recording on a single 
14” reel. To achieve this relatively 
slow tape speed, a magnetic head as- 
sembly which rotates at a high speed 
is used, giving an effective tape speed 
sufficient to record and reproduced the 
full 4-me. bandwidth. Thus, while 
the tape moves slowly, the heads move 
across the surface of the tape at a 
very high speed. The head assembly 
actually consists of four heads placed 
on a rotating drum. One head is al- 
ways in contact with the surface of 
the tape. As one head leaves the tape, 
the next head makes contact. The 


of this new equipment is the type and 
operation of the heads. Electrical sig- 
nals are passed through a coil around 
an electromagnet (the recording head) 


for changing your 
storage battery 
current to A. C. 


magnetic pattern is recorded trans- 
versely across the tape instead of 
longitudinally as in conventional audio 


ELECTRICITY 

with the strength of the magnetic field recorders. The sound that accompanies 
Plugsinto 47 on conf in the recording head dependent on the picture is recorded in the ordinary aiante 
Recere cane -* SSeS the electrical current in the coil at a manner along one edge of the mag- 20”, 21 
given instant. In turn, the magnetic netic tape. —30- LOC 
$ FREI 
25 UP oir 
LIST PRICE @ 10, 


Top view of the Am- © 20 
pex tape recorder bli 
for TV. The special 

tape for this unit is FRI 
2 inches wide and wit 
both video and au- 
dio portions of the 


ATR INVERTERS ... 
especially designed for operating 
standard 110 volt A. C.. .. 


¢@ DICTATING MACHINES © TAPE RECORDER 
» ELECTRIC RAZORS — © WIRE RECORDERS 


WATTAGE raict program are record- 
ed on the one tape. 
30-40 | 19.95 Despite the number 
of controls, record- 


ing and playback in- 
volve the pushing 

of only one button FREE 
for each operation. 


purchas 
will be 


* Free ¢ 
- tificate « 
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ape LIFETIME 
miGUARANTEED TUBES 


BRAND NEW 
oad PICTURE TUBES HERE’S HOW 


_ passes 


@ RCA Licensed 

wont @ One Year Unconditional Guarantee : LIFETIME GUARANTEED TUBES 
record- Type Price Type Price 

attest 10BP4 = $11.90 17BP4 = $20.63 SAVE YOU MONEY! 

nat the 12LP4 $14.38 I19AP4 $24.81 e We Guarantee to Replace Tubes Labeled MAJOR BRAND For- 


14BP4 $16.86 21AP4 $28.79 ever 


1e tape 16RP4 $19.38 21EP4 $28.79 e Each Tube Individually Boxed and Guaranteed 
agneths 16LP4 19.38 24AP4 42.50 | ° Over A Half Million Tubes Always In Stock 
weaggioes $ § f e Immediate Shipment 
he coil Picture Tubes shipped F.O.B. Harrison, N. J. . 
pattern Above fypes are suset pa. oan yeu e Free Postage On All Orders With Full Remittance 
May order an juivaient size a' @ same price. 
re, the Penis : e There are fewer “call backs”’ 
ya TV NEW INDOOR e There are no “out of date”’ tubes 
t were e “Peak Performance’’ testing in our fully equipped Testing De- 
amera. partment before shipment guarantees quality 
needed Both UHF and VHF. Brings ee) en | Satake .37 | 12AV6.. . .. .35 
. ee ee AME GME weet cases we, bi | eat iene ca eo, eae > 
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é‘ door antennas. UseontopofTV. BH icsar °.::::: is | ears 222212! (29 | euz 22225521 [a2 | azazz 212212! tes 
ic tape iDSGP ||... :: 43 | GAGS ooo 6s se ‘SO | GNZ oes ec. “60 | 1284 .. 00... 68 
: Teriryan. §. aurea SOF BEF ccccscuce o ee 00 8a es ie 
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12” SET 16” SET —....... ‘a9 | SCBG ........ 49 | 7E7 ......---- '.28  £sepever j 
ad of Table Model. - $22. 95 Table Model. - $32. 00 py Sais Sots = SED sas sic 6s 1.15 oz te eeeeeee - SOLGGT ...... 43 
audio Console...... $24.95 Console ...... $34.95 saws . See 75 Ses nee + new ree = secs ces 4 bY wa werd are ae = 
. 17” SET ee tad 18 | SES cece ecees ° 7u7 :.°)) °°! {80 ecoceccecee * 
panies Table Model. - $37. 00 SIG ...... ee +63 ae pare Ole +4 Seite .75 zz ‘gage peel ay cc 
Jinary Console ...... $39.00 eae , Ee Beesccts . a BSR R eben kB Seteekeeon : 
All prices F.0.8. Werrisen, N. 3. Prices on request for 18", Bus... 21.2) ra | GAS ores eee 38 1 aire zs e4/eze_...... a4 
mag- 20", 21" and 24 po Sa a 0 4 ae °°°°°°°°° ES | teams... ... > ae. 4d aaa 1 Re 
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FREE BONUS BOX = With Every $25 Order 
° 3 = eee Se... 0 2 eeeeT ete ALL PARTS SHIPPED F.O.B. FROM HARRISON, N. J. 


® 10 Assorted resistors 


® 1 GAUG tube 
1e Am- ® 10 Assorted 2 color 
order “blank” tube cartons ® 1 6CB6 tube WE PAY ALL POSTAGE on ertere stoned » USA, Ter- Write for FREE Tube List— 
=a! JFREE CLOCK RADIO) Seecee Steere | Smee 
unit is Ada ase hendiing aces cals Gale! Guielie ple Tube Carton. We want 
e and With Every $125 Purchase Within 30 Days users write for special discount. Y-O-U on Our Mailing List! 
id au 
Wakemaster clock radio with 
ofa famous Sessions clock movement SPECIAL SURPRISE 
wakes you to music or alarm. . P "s wit 
Bosse say be puedbeedd extdaie hem Mention where you saw our ad and we will send you FREE three 6SNGT's with any 
me rd: MAJOR BRAND for $17.95. In order of $10 or more. 
oe ivory or rust. 
rck in . 
shing 
FREE GIFT CERTIFICATE* = worth $5 toward the M A J 0 0 B Q A N D 
button purchase of any of our merchandise on future orders T UB E CO s 
ration. will be sent with any order of $50 or more. 
TiktTae, Sit Certificate cannot be used to obtain another cor Romano Bldg. ESsex 4-1106 Harrison, N. J. 
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dont do it | 


the hard way! 


} 


% 


ROTARY CABLE STRIPPER 


Model S-1 


43 Easy 
as Sharpening 
a Pencil 
FAST 
ACCURATE e CLEAN 


and Practically AUTOMATIC 


Cuts and strips the outer covering of coax 
cable without injuring the shielding. 


Cuts the shielding witheut pulling, fray- 
ing or unbraiding. 


Cuts and strips the inner insulation and... 


Measures just the right length of lead | 
desired. 


Ideal for stripping all insulated wire and 
cable — as well as non-metallic tubing. 


— and its ONLY $372, 


A Must For Your Kit — 
Get One Today 


at your Parts Distributor. 


BLONDER-TONGUE LABORATORIES, INC. 
Dept. JG-4, Westfield, New Jersey 


» i a A A 


Manufacturers of TV Cameras, 
TV Amplifiers, Boosters, 

UHF Converters, TV Accessories 
and Originators of the Masterline 
and ‘Add-A-Unit’ 

Master TV Systems. 
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Single-Sideband 
| (Continued from page 57) 


distort the quality of the audio intelli- 
gence. The total input power required 
from the prime source of power, wheth- 
er batteries, motor-generator, etc., is 
considerably less for the SSB system 
than for a comparable AM system. 
For transmitters in the region of 100 
to 1000 watts in peak envelope out- 
put power, the input a.c. power of the 
SSB system will, in general, be 25% 
to 50% that of the AM system. The 
advantage to a mobile station (air- 
borne or mobile-marine) is rather 
obvious. 

The physical size and weight will 
be considerably less in the SSB case. 
This, in many instances, will be a 
factor of from two to four times 
between the two systems. This matter 
of power consumption and weight is 
of particular importance in airborne 
communication equipment applications. 

It is believed that conversion of an 
AM radio telephone system to SSB 
can only be appreciated by the user 
when operation of such a system in- 
volves signals which are weak and 
near the ambient noise level. It will 
then be apparent that signals that are 
only slightly above the receiver noise 
level will be completely intelligible 


whereas with the conventional AM- 
type of transmission it might only be 
possible to detect the carrier signal 
with a beat frequency oscillator. 


Conclusions 


Just as surely as night follows day 
single-sideband will supplant practi- 
cally all of the AM radiotelephone 
systems now in use. There will un- 
doubtedly be reaction in some circles 
against this new mode of transmission. 
This is to be expected—it is human 
nature. Progress will be made in spite 
of ourselves. History has proven this 
many hundreds of times. Despite the 
added complexity and _ considerably 
different techniques of single-sideband 
the average technician and user can 
become accustomed to them and will 
learn in a very short time to appre- 
ciate the several advantages. There 
will shortly be many reputable manu- 
facturers offering single-sideband gear 
to the commercial users. Look over the 
market and make your choice care- 
fully. See you on single sideband! 
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A TWO-TRANSISTOR BROADCAST RECEIVER 


ANY readers have expressed an inter- 
est in a pocket broadcast receiver us- 
ing transistors. One recently released 
circuit, which calls for two readily avail- 
able transistors, may meet these readers’ 
requirements and is, therefore, repro- 
duced here. 

By using subminiature parts and as- 
sembling the unit with great care, the 
entire receiver can be built into a plastic 
box measuring a mere 21%” wide, 2%” 
long, and 144” deep. The box should 
be of the type that opens at the top to 
facilitate mounting of the components. 
The tuning capacitor, “‘Loopstick,” pin 
jacks, and transistors are all installed in 
the bottom of the case as are the bat- 
teries and their holder. 

The circuit is a regenerative type. 
Feedback is from the collector to the 
emitter. Since the emitter circuit im- 
pedance is very low, the fixed capacitor 
and “Loopstick” are placed in the col- 


lector circuit. Here the impedance is 
moderately high. The tickler winding 
feeds the emitter. In order to permit 
the transistor to oscillate and still detect 
the signal, a separate 1N34A diode recti- 
fier is used. 

The circuit can be used with either 
crystal or dynamic earphones. If a crys- 
tal earpiece is used, a 4700-ohm resistor 
should be connected across the output 
lugs to which the earphone is connected. 
If the dynamic earphone is used the 
resistor must be omitted. 

The transformer used in this circuit is 
a special miniature transistor unit made 
by Argonne Electronics Mfg. Corp., avail- 
able at jobbers as the AR-104. 

Those who prefer to buy all of the 
parts from a single source can obtain a 
kit from Lafayette Radio, 100 Sixth Ave., 
New York 13, New York for $11.80 (less 
earphone ). It is catalogued as the KT-68. 


Schematic of a two-transistor broadcast-band miniature receiver. The “secondary” 
of the antenna coil is a separate winding on the “Loopstick.” Regeneration will 
occur with from 5 to 15 turns. Correct number should be determined experimentally. 


= EARPHONE 
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| AM- 
nly be 
signal 
r. 
i dad WAYS TO BETTER PICTURES THIS SUMMER! 
yracti- 
phone 
ll un- 
‘ircles 
ree PHOTOGRAPHY IS FUN... WHEN THE PICTURES YOU TAKE TURN OUT THE WAY 
| scttl YOU WANT THEM. THESE OUTSTANDING ZIFF-DAVIS PHOTO PUBLICATIONS WILL 
n this SHOW YOU HOW TO GET THE BEST PICTURES YOU’VE EVER TAKEN! 
e the 
srably 
eband the world’s leading photographic magazine 
r can 
i will 
ippre- 
stem: If you own a 35mm camera... or plan to buy one soon... 
| gear don’t miss this big Special 35mm Issue of POPULAR 
or the PHOTOGRAPHY. It’s filled with tips, suggestions, “‘how-to” 
oe features and great pictures you’re sure to profit from and enjoy! 
AUGUST ISSUE ON SALE JULY 5 
Side- 
led by 
10 8. PHOTOGRAPHY | lists virtually every piece of photo equipment available! 
mond, 
e M ill 
—i0- Contains over 1,000 illustrations of the latest cameras, 
filters, films and papers, processing materials, movie, lighting; 
stereo, projection and other accessories. If you want to 
Te: buy, sell, or trade equipment, here’s your guide! 
ermit 
letect NOW ON SALE 
recti- 
‘ither ‘“‘must’”’ reading for color fans 
crys- 
sistor 
utput 
‘cted. 
| the Everybody’s shooting color! And here’s the world’s first 
uit is Annual devoted exclusively to color photography— including 
aw | the largest collection of color photos ever published in a 
single issue! A nationwide newsstand bestseller! 
f the 
how NOW ON SALE 
(less 
r-68. 
a selection of the world’s greatest photographs 
| \\ \ | \l Coming soon, the 1957 PHOTOGRAPHY ANNUAL will 
ns a be a brilliant showcase for the world’s finest photos— 
both black-and-white and color. A handy reference section 
tells you how all of the pictures were taken—will help you 
improve the quality of your own work! 
’ ON SALE SOON 
LOOK FOR THESE ZIFF-DAVIS MAGAZINES AT YOUR FAVORITE NEWSSTAND! 
ZIFF-DAVIS PUBLISHING COMPANY, 366 Madison Avenue, New York 17, New York 
= 
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AMERICA’S FINEST VALUES IN “LOW COST” HIGH FIDELITY 


ECOnomy 20 WATT AMPLIFIER $22.95 
NEW 1957 MODEL 


Push-Pull 6L6 Output Tubes 
Response 30-15,000 CPS 
Bass and Treble Tone Controls 
Input for Xtal or Dynamic Mike 
Input for Xtal or V.R. Phono 
With CU-14Y, 12” Coax Speaker. ..$32.95 
With Pi5-CR, 15” Coax Speaker. ..$42.95 
With Imperial IV System...........$39.95 


With SP- 12125CR. A Ps $44.95 With HF-33GE ..........$69.95 
5,000 cps. Electronic 


1 
y yp Hino tone controls, Use this amplifier with any record 
changer having crystal, or variable reluctance cartridge, radio tuner or high impedance 


Model HF-20 


w 
° h i i ‘a 
—6 12AX7 and SU4G. ly to use 
high fidelity amplifier at less than the cost of a amy Ship. wt. 17 Ibs. Modet HF-20, 
20 watt Hi-Fi amplifier. McGee's sale price, $22.9) 


IMPERIAL 30 WATT AMPLIFIER $29.95 


NEW 1957 MODEL 
Push-Pull 6L6 Output Tubes 
Response (5-20,000 CPS 
Bass and Treble Tone Controls 
Compensated Gain for G.E. Cart. 
Input for Xtal or Dynamic Mike 
With CU-14Y, 12” Coax Speaker .$39.95 
With P15-CR, 15” Coax Speaker. .$49.95 
With Imperial IV Speaker System. $46.95 
With SP12(25CR .......$51.95 With HF-33GE ..........$76.95 
New 1957 model 7 tube Imperial 30 watt = Sa tga audio amplifier. A $100.00 
list. value for only $29.95. Features a he Ib., specially wound ‘e egg 


output transformer with 15% inverse feed. Gackt maahe pull 6L6 output 
to 20, 8 or 16 ohm 


Model 
IMP-30 


15” coaxial speaker or any 3-way speaker system. Tone 
janet for ‘either a crystal phono pickup or a General Electric variable 


CONSOLE HI-FI SPEAKER SYSTEM $49. 95 

12” GE. PM WOOFER—(0” PM MID-RANGE— 

8” GE. MODEL 850 MID-HIGH RANGE SPEAKER 
AND 600 CYCLE L-C CROSSOVER NETWORK. 


Have Juke Box tone quality in your own home. mertetty. High 

fidelity. Three speakers a fg pow re toa ie frequency 

ividi 2 wires teed the eet from any 

4 or 8 ohm radio or web er. A variable tone compensating 

——— incorporated in the circuit makes brilliant highs or boomy 

Any aga cpecned that you now have aie 
vA ot 


ready to con- 
a General 


lows to your own 
fie you a much wider ar 
ood speaker system. The 3-way system is shipped 
your amplifier or hi-fi radio. Equipped with 
Electric 12° woofer, an 8” famous G.E. 

range speaker. Frequency response 30 to 1 oO 

choice of cabinets; bionde oak, wainut or "mahogany. (Specify 
finish desired when ordering) <4 high, 24” wide and 20” 
75 Ibs. Stock No. HF-33GE, Sale Acer $49. 


95 
ve except 


Model HF-44GE, console speaker system, same as al h 

12” G.E. PM Model 1201, pilus 8” G. PM Model 85: mid-rang 

5” hard con Ye le price, $54.95. (Specify cabinet finish. 

Model HF-SSGE, super —- quality console speaker system, same as HF-33GE 
described above, except is”, 1 ie Riots V magnet woofer, 10” mid-range 


2 gne' 
PM speaker and’ Mode! 4401 University ho type tweeter. All 3 systems incorporate 
100 cycle L-C pe crossover network with \vartaple tone compensating control. Model 
HF-! SSGE. Sale price $69.95 (specify cabinet finish). 


DELUXE CONSOLE SPEAKER SYSTEM $89.50 
15" UTAH WOOFER—8” GE—2 - 5” TWEETERS—CROSSOVER 


New, deluxe quality High-Fidelity console speaker system. Utah woofer 
with 21 oz. Ainico V magnet, 8” mode! 850 G.E. mid-range von Di nd and Utah 
5” tweeters. This is the finest console speaker system that we offer. Available in 
blond oak or natural mahogany finish. Cabinet size, 43” high, 31” wide and 23” 
with attractive hardware and ornament on grill below 
4 r ~e4 600 cycle frequency me gp network, so 
that there are only 2 wires to connect any 4 or 8 ohm output of your radio or 
amplifier. Has variable tone compensating control ete. Model HF-1S5CR4, deluxe 
pron Hi-Fi console speaker system. hip. 150 Ibs. (Specify cabinet finish 
ired.) Sale price, $89.50. 


NEW 15” COAXIAL IMPERIAL 
SPEAKER SYSTEM SALE PRICE 


20 to 17,500 CPS $3495 


BUILT-IN CROSSOVER 


CHOICE OF BLOND, MAHOGANY OR MAPLE 


Imperial Model 15-BF speaker system. Choice of pron, mahog- 
-~ or mapie finish cabinet. Baffle is equipped with a 15 watt, 


$100.00. S$ IMP-1SBF, 3° coaxial speaker and baffle. Shi 
price, $34.95. Specify cabinet finish; biond, mahogany or maple nip, wt order ri 
Stock No. IMP-XPR, speaker system same as above, ee equipped —— our "S1s-cr, 


15” coaxial PM speaker described on opposite page. Sale price, $39. 


wiGH FIDELITY SPEAKER systeM $392 


15” WOOFER PLUS—ELECTROVOICE MODEL 847 
MID-HIGH RANGE SPEAKER — 600 CYCLE LC 
CROSSOVER. 


Imperial IV 3-Way 

with 8” G.E. lapaatet vi 

High Fidelity with 12” G.E. 
Speaker Speaker 


i 1957 Model IMPERIAL IV, High fidelity speaker system with General Electric 8” 
aker. Housed in a high quality leatherette covered plywood cabinet 10” x 10” x 
back. “ge ~ 2 - jae, te 


34” yl ouny ‘—~ ton covered vi all sides except 


———s avy wi 
appearance to the Imperial, iv pictured above, except " ‘taller 
=. Equipped with 3 matched s¢: A 12” G.E. ode! ames no! og 9 
= net 51/4” PM for middle ran eo and 3” twee 

con ne tn idolity ‘amplifier. (8 ohms impedance). Stock Noe “imp. vir "Sale 
Price, pene 9s. tdeat for wire 2 HF-. a — ae Nid O-ampliters _—— sgt abo 


McGEE RADIO COMPANY 


s 
ponents would cost you up wo 
Va” x h 


“PRICES F F. Ot B. KANSAS © city 


ULL 
REMITTANCE WITH ORDER. 
BAL. SENT C.O.D. 


Complete with tubes: GATG6, 12AU7, a inv, 2—6L LOGA, plus’ SU4G rectifier. 
Stock No. IMP-30, 30 watt imperial ‘High- Fidelity y amplifier complete with tubes ana 
2-12” Woofers SALE PRICE 
” 
2-5” Tweeters 
Power Supply $ 95 
and L-C Cross- 
over Network 
25 watt, High-Fidelity Dynamic Speaker Sys- 
tem, complete. with 000 cycie aoe con 
12” woofer speakers, two s” hig h “requenc 
tweeter speakers and separate 110 voit A 
a supply for only $24.95. prenmeney 
18, ps. the 
‘weeters are apesiaily made with cones designed to respond 


—Yy cross-over net- 
which prevents Nig gp 


the. 2000 cycle cross-over network ‘ond with a separate attenuator pooh — le price, 
$14.95. Ideal for use with HF-20 and IMP-30 amplifiers described above 


| FM-AM TUNER 7 


' 

ul 
i SELF POWERED i 
i Use with any F 
I Audio Amplifier § a 
I SALE PRICE | i 
a Air King factory built, 6 opens Fo pp ong od FM-AM radio tuner. Receives ast i 


Use with any Hi-Fi audio liken or or on 
4 positions for fj 
ion nd . 3 other controls are volume-off-on, tone and tunin With 
tubes: 12AT7, 2—6AU6, GALS, 6$Q7, and SY3 rectifier. Chassis size, it” x 
7Y, nf x SVG high. illuminated glee rule dial 71/2" f te! 


Note: A separate audio ere is A as ag to operate 
a aoa, . AIR- -K6, self-powered FM u ete with ubes, §j 
knobs and Gleam. Ship. wt. 10 1 Sale price, $24. 

9 ae on an an ab 00 an Ge On ab Gn a ce een on 


Bans ttn 


$59.95 


$59.95  NRT-21M $59.95 BT-210 $22.95 
27” Mahogany Full Door Cab. $59.95 


{a No. 27-MA. Mahogany with full doors i 7 28", 24” ane 27” TV. 43” h. 3014” 
23” deep. Chassis area 273/ 2s” 18% Ce Tn yn for 10” beanie, A 
Beautiful cabinet that cost the “4 or $100. a set. Ship. 


sis. Sale price, $59.95. Blank panel $5. 00" — By "shipped with 27” mask 


ona safety g 
27” % Door Mahon Cab. $59.95 

2 No. 27-34MA. Fg any with 3% doors for 21”, 24” and 27” sets. 43” h. 

rey Ww. 223%” hassis area 271/2” w. 26: 63/4" h, 21” deep. Baffle cut for 

ie of frnorion’e largest builders. Cost over $100. 


0” on ten Made for on 
Blank panel $5.00 extra. ‘Shipped with 


Snip. 135 Ibs. Sale price, $59.95. 
beak and safety glass. 
DELUXE 21” MAHOGANY TV-PHONO CABINET 
No. NRT-21M, DeLuxe piano finish radio-phono-TV cabinet 
for 20” or 21” TV chassis. Beautiful Tait door style with matching front panels. 
37” high, 401/2” wide and 2234" deep. Baffie cut r a 12” speaker. TV chassis 
area 21” high, 231/2” wide and . deep. Changer shelf 15” x47" with 9” hei a 
i 65 Ibs. . NRT-21M, mahogany cabinet, sale price, $59. 
21” mask and safety glass, $6.95 ware 
21” BLONDE $22.95—MAHOGANY OR WALNUT $19.95 
No, BT-210, blonde oak 21” TV cabinet. 371/2” HA 24” wide and 201/2” Bae 1 


TV chassis area 201/2” high, 2313/2” wide and 181” deep. Baffle cut 10” 
sonsne Open front, no blank panel furnished. Sulopiie weight 68 Ibs. Sale ‘ oriee, 


No. WT-210, wainut 21” TV cabinet, same as above. Sale price, $19.95. 
say a ee ca atigd 21” bal se ae anne A as Dhicgccttp Sale price, $19.95. 


“TELEPHONE VICTOR 2-5092, 
1903 McGEE ST., KANSAS CITY, MISSOURI 
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$100°° VALUE 
1957 MODEL 


AMPLIFIER ONLY.... 


COMPLETE 25 WATT, 6-110 VOLT 


P. A. SYSTEM 
AMPLIFIER, SALE PRICE 
MICROPHONE 
2-TRUMPETS 149% 5 


(AS ILLUSTRATED) 


MG-625S, complete 25 watt, 6 voit BC a» and 236 
volt AC sound system. Includes 2 mod 

Electro-Voice CDP coaxial horn eee oe 
i 1 6L6, 6-110 voit 


ell on a 6 volt storage battery or 110 voits 

AC. Amplifier features push-pull 6L6 output tubes, inputs for two high impedance 
d paone with crystal pickup ee top. Phono me is packed separately 
e nly a few minutes required to ao in phono and attach top cover to am- 

. Amplifier aime, $60.35. Comp high, Stock No. MG-62S amplifier only. A_$100.00 
5S. Complete 6-110 voit system as described above, Stock No. 
Model 848 Electro-Voice speakers and Turner mike, Sale 


NEW IMPORTED MONARCH 
HIGH FIDELITY AUTOMATIC CHANGER 


WITH GOLDRING 

#500 VAR. REL. SALE $99° 
CARTRIDGE PRICE 

Monarch Model UAGU—new, imported high ae 


Piays 7”, 10” Pid 
is oO 


speed in any ate, 
Pickup automatically returns to rest and motor turns off after 
Full size 10” turnta 

size, 107%@”x123%4"”. Tone 
—— er features, at no added co 
ctance serwie e for the finest high fidelity record reproduction. ous ut 


arm is counter balanced to assur 
-90 net calee Goldring =500 
10 millivolts. 
jain as popular American made 
matic changer with Goldring 
45 RPM records, 


ost the regular $9 


Response, 20 t 6,500 cps. 
variable reluctance, ‘ea cartridges. 
trig ee ship. wt. 15 Ibs. 
$1.88 extra. 


it model UA the same input 
jel UAGU. oe au 


Sale price, $29.95: Large spindie for 


ically and manually. Inter-mixes records of 
record. Fast 6 second change cycie. 


MODEL RC-456 
LESS CARTRIDGE $99% 
DIAMOND 1 MIL- $44 
SAPPHIRE 3 MIL STYLUS 
the same speed and ehuteien after last 
of idler wheels eliminates 
le re. Tae "shite: — oS. Sees. reluctance cartridge with 3 mil 


-@>, NEW 4 SPEED COLLARO 
WITH G.E. VAR. REL. 
Latest 1957 Model RC-456, Collaro 4 ge record changer. 
pe spots. that cause wow and flutter. All of the desirable features of the Model RC-53 
peed automatic record changer with 


dge, Sa 
sapphire and 1 mi 


NEW CHROME WEBCOR CHANGER § 
WITH RPX-050 G.E. VAR. REL. gh 


New Webcor mode! 1121-270, chrome plated, 


HIGH FIDELITY RECORD CHANGER 
CARTRIDGE AND 
lays all 4 speeds, 16, 33, 45 and 78 RPM both automat- 
aly us 4 speed operation. Model RC- 456 Collaro 4 speed automatic record changer, less car- 
ne motor. Plays 


all 3 speeds and all 3 sizes. Shuts off penne oti after last recor: noon at fy 
tion to prevent damaging of drive wheels. Chrome ry Size 133304" s Require 
below and 6 mounting board. Shipping wt. 15 Ibs. Only a few to “sell at this 


price of $34.9 


G.E. VR CARTRIDGE WITH 
DIAMOND 1 MIL STYLUS 
SIMILAR TO RPX-052A 


Stock No. VR-S2A, genuine General 


15" OS 


atiestrte variable reluctance cartrid \ imilar % 
RPX-OS2A PS oem Treasure model. new turnabout baton stylus with Shug-in 1 mil 
diamond and 3 mil sapphire stylus. This is the owe that GE furnishes to the Cappo nd 
manufacturers and it has a stainless steel case instead of the = —, eg case. We made 
a terrific purchase and s the saving on to a Only a few red to sell. A regular 
$23.00 value on sale at McGee for only $15.95. 


TWO-TUBE ——_21MC OR 41MC $7.95 
SARKES- 35 Woh. “ertertgeayrinade Sante 


i TARZIAN Sig shai With tubes. "$7.98 ‘cach, 2 for 


TV TUNER No. TT-2C, 2 tube Sarkes-Tarzian 41 me 
— Sraalvest eo ies eae - Popuiar in 
WITH ; ‘ 


many sets. $7.95 each, 2 for 
TUBES Either ed the above tuners ‘with ‘or shaft, 
$1.00 extra. 


MINIATURE BROADCASTING STATION 


FOR MICROPHONE AND PHONO 
WITH CRYSTAL MICROPHONE 


SALE PRICE $9.95 


25 WATT 6-110 VOLT PUBLIC ADDRESS AMPLIFIER sgq5 


McGEE’S ELECTION YEAR AMPLIFIER SPECIALS 


25 WATT, 6-110 VOLT 
$69" 


NEW 30 WATT AMPLIFIER 95 
FOR 110 VOLT AC ONLY.. °O® 


| COMPLETE 30 WATT, 110 VOLT PUBLIC 
ADDRESS SYSTEM WITH 


SALE PRICE 
2-TRUMPETS 


(As Illustrated) s] 09% 


50 Watt P. A. System...........$129.95 


30 WATT AMPLIFIER 
MICROPHONE AND 


2.stece. Suse. Seca, 12a 4 and GAUG6. Full 200 mii upply 
ier compares with amps ode! 848, for $60.00 to $80.00 dealers net. System 

lar'$24,50. lit’ Turner dynamic hand Tukes claee’ yon tnt "$180.00 value for 

. i ic han ee offers you is value 

only $109.95. Stock No. GPA30-848 compat P.A. s: stem.” 

Model GPA-30X, 30 watt amplifier only, Sale price, $39. 95. 

Stock No. GPASO-848, complete A Sno P.A. system simiiar to above, but with 50 watt 

ener two Electro-Voice 848 t ts oe ere and $24.50 list Turner dynamic 

mike with off-on switch. Sale price, $12 
Model GPA-SOX, 50 watt amplifier only, Sale melee $59.95. 


NEW 1957 MODEL 


25 WATT 12’ COAXIAL SPEAKER 


% 14/2 oz. GE. 12” WOOFER— 

%& 3/2” COAXIALLY SUSPENDED TWEETER— 
%& BUILT-IN CROSSOVER— 

%& ALUMINUM VOICE COIL WOOFER— 


McGee’s new 1957 model, GE-120XT, 
No frills or dummy ent 


12” 25 watt high Sdetity coaxial PM speaker. 
cover, it’s all speaker value. gga es ge Electric. 12”, 
olded 


i4¥a . —_ ow ‘oofer he dt gone air —— soil i 
e weeter is, a specia made 3y aker which exten 
the high frequency response to i?! SOO cps. It) is Ghacteinat ie connected to accept aoa ies 


upper register of audio. Only two wires connect 


thi i 
any 8 ohm amplifier. Ship. wt. 8 Ibs. SORT. McGee Sane ay Narr 


Stock No. GE-120XT. McGee Sale price, $18.95. 


McGee’s Famous 
12 AND 15 INCH COAXIAL P.M. 
HIGH FIDELITY SPEAKERS 


12° ‘23° 


12-inch 15-inch 
Model CU-14Y Model P15-CR 


Model CU-14Y, 12” nigh aetits coaxial PM speaker. Response from 30 to 17,500 
cps. Full 6.8 oz. aie Vv met in the 12” woofer. Special coaxially suspended 

 euieik araacever network. Only two wires to connect to 
Matches 3.2 to 8 —— output. Don’t confuse this speaker 
bis a fine quality speaker. tock 


Response : Soren to 20 cps. and 


ico V magnet in the 15” woofer. 
two 
8 ohm output transform A regular $62. P+ list 


wires to connect. Matches +2 to 
McGee’ Ss. 
i 1S” woofer 


NEW 6-TUBE, “12-VOLT "UNIVERSAL MOUNTING 


AUTO RADIO 
WITH 5” x 7” OR 
6" x 9” SPEAKER 


SALE 99 
PRICE $29 
6-TUBE, 6-VOLT 
WITH 99 
micbeaacpres s19 
McGee makes another tremendous purchase and passes saving oO you. Bag uni- 


versal mounting, 
Made to sell a‘ 


any car or truck. Or, y 
pigs a cut-out 5 
ires no more room A. your 


ui 
t intended od an exact custom 
be custom 


6X4. Ship. wt. 12 ibe, 
9 for the radio complete with 6x9” speaker. 


—68D6. cave, 6AQS and 
rice, $19.9 
2.29 oxtra. 


NEW 12-VOLT MODEL eer ees $29.99 


0. 
3 section top cow! antenna, 


9” rear seat 


ith 
speaker kit for 12 voit 


to 
with crystal hand mike and instructions. Ship. wt. “ ‘ibe Net price "$9.95. 


McGEE RADIO COMPANY 


Sensational new mode! MCL-E3 miniature tation for microphone and phono- NEW 8 TUBE 7 VOLT ‘PUSH- BUT TON “MODEL $39. 95 | 
ragh. Can be rec 4g eae any broadcast radio in the home. No wires to co cose tunes New model SH78SS55, 8 tube, 6 voit universal mounting auto radio with push-buttons 
ust like a radio tion. Has input jacks for crystal mike or record pia: Com | and 2-5x7” PM spaeere. These sets were made for Hudson but due to their small com- 
% e with 12Ks and” Four tubes and instructions. ae on 110 voits Ac. "simple pact construction » aa | be fit into the dash of many cars. Also, ideal for underdash 
erate; one control fades from microphone to record. y = be as 8 tubes with pust-eett 6AQS5 output. Same general appearance and size 
not interfere with local radio Mini tation. Noamptete as model AH-759 pictured above. Ship. wt. 14 Ibs. Stock No. SH78S55, ‘Sale price, | 


} $39.95. Top cow! antenna $2.29 extra. 


PRICES F.O.B. 
SEND 25% OR FUL 

REMITTANCE wiTn OnDaR. 
BAL. SENT C.O.D. 
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V Receivers 
Now Use Selenium D 


By T. P. CLEMENTS and HUGH S. WYETH 
Admiral Corporation Service Division 


Cheaper and more reliable than vacuum tubes for some 


applications, more and more of these units are destined 


to be used in TV sets. Here is operating and test data. 


lenium diodes has resulted in their 

replacing tubes not only in power 
supplies, but in other circuits as well. 
One new application in TV receivers is 
the use of a pair of subminiature se- 
lenium diodes as a horizontal sync 
phase discriminator instead of the duo- 
diode tube previously used in this cir- 
cuit. 

Admiral first used these new sub- 
miniature selenium diodes in its 17X3 
series chassis for 1956 17-inch models. 
Originally, this chassis used a 3AL5 
duo-diode receiver tube as a horizontal 
sync phase discriminator, but this tube 
has been replaced by the plug-in unit 
with two selenium diodes, shown in 
Fig. 1. These diodes are manufactured 
by the International Rectifier Corpora- 
tion. In later Admiral chassis the se- 
lenium duo-diode is wired onto the 
automation - produced printed - wiring 
boards. 

At first, the selenium diodes were 
wired to a tube base so their advan- 
tages could be obtained without wait- 
ing for the redesign of the printed- 
wiring board, and to allow a 3AL5 
tube to be used as a service replace- 
ment in this socket until subminiature 
seleniums become more easily avail- 
able to television service technicians. 
Strangely enough, some service tech- 
nicians thought that the factory had 
left some sort of test plug in the 
socket and promptly replaced the se- 
lenium duo-diode with a tube. 


Te progressive development of se- 
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What advantage is there in using 
subminiature selenium diodes instead 
of tubes? The subminiature seleniums 
cost much less than a duo-diode vac- 
uum tube, are much smaller in size, do 
not require any heater power, and are 
more reliable. They also cost less than 
germanium diodes. When circuit re- 
quirements do not exceed the capabili- 
ties of selenium diodes, there is every 
advantage in using them, and un- 
doubtedly they will be used more and 
more in television receivers. 

Subminiature selenium diodes are 
potted in a thermosetting compound to 
protect them from moisture, corrosive 
atmosphere, and fungus. They will op- 
erate in temperatures as cold as the 

Fig. 2. Static characteristics of the In- 

ternational Rectifier Corp. type 1U1 sub- 


miniature selenium diode. See text. 
1+ 
REVERSE VOLTS-DE, é 
3 
2 at 
FORWARE VOUTS-DE. | | 
rs | 


ga 


REVERSE CURRE! 
Ha.’ 


my 


RATED FORWARD CURRENT =1.5ma. 
MAXIMUM APPLIED VOLTAGE = 26v.r.m.s. 
MAXIMUM D.C. OUTPUT VOLTAGE =20v, 
PEAK INVERSE VOLTAGE =60v. 


Fig. 1. The two small International Rectifier 
Corp. selenium diodes on the tube base at the 
left replace the 3AL5 in a TV sync discrimina- 
tor circuit. The diagram shows wiring details. 


North Pole and as hot as boiling water. 
Aside from their application as hori- 
zontal syne phase discriminators in 
television receivers, they are used for 
bias supplies, power supplies for sensi- 
tive relays, in computers, and in many 
other circuits. 

Their electrical characteristics are 
similar to those of germanium diodes 
with which the television service tech- 
nician is already familiar. Like ger- 
manium diodes, they have a slight re- 
verse current. The characteristics of 
a typical subminiature selenium diode 
are illustrated in Fig. 2. 

Selenium diodes will not replace 
either tubes or germanium diodes in 
all applications. The reverse current 
of selenium and germanium diodes 
often disqualifies them for some ap- 
plications. The capacity of selenium 
diodes is another limitation, for their 
shunt capacitance is greater than that 
of either a germanium or vacuum tube 
diode. The somewhat higher shunt 
capacity of selenium diodes limits their 
use to circuits which handle signal fre- 
quencies below 100 ke. Their opera- 
tion in circuits like the horizontal sync 
phase discriminator is very satisfac- 
tory. How they function here can be 
explained by referring to Fig. 3. 

In Fig. 3 is shown the horizontal 
syne phase discriminator circuit used 
in 1956 Admiral TV receivers. The 
function of this circuit is to generate 
a correcting voltage for the horizontal 
oscillator if the latter’s frequency is 
incorrect. If the grid voltage of the 
horizontal oscillator tube is made less 
negative, the oscillator frequency will 
increase; if the grid voltage is made 
more negative, the frequency will de- 
crease. The horizontal sync discrimi- 
nator compares a sample of the hori- 
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zontal oscillator output with the fre- 
quency and phase of the incoming 
horizontal sync pulses and then de- 
velops a correction voltage that will 
speed up or slow down the horizontal 
oscillator, keeping it in exact syn- 
chronization with the received sync 
pulses. 

From the sync inverter tube, Vau, 
which serves as a phase splitter, posi- 
tive-going horizontal sync pulses are 
applied to the anode of diode 1 and 
negative-going sync pulses of equal 
amplitude are applied to the cathode 
of diode 2. Both diodes will conduct 
during the time of each horizontal 
syne pulse. If both diodes conduct 
equally, the voltage drops across re- 
sistors Ru; and Rws will be equal. Un- 
der this condition of normal opera- 
tion, there will be no d.c. voltage 
across Ri» and no correction voltage 
applied to the horizontal oscillator 
tube grid. 

A saw-tooth waveform is coupled 
from the horizontal deflection circuit 
to the cathode of diode 1 and the 
anode of diode 2. If the horizontal os- 
cillator frequency and phase are cor- 
rect, this saw-tooth voltage will be 
passing through zero at the same time 
the horizontal syne pulses arrive, the 
diodes will conduct equally, and no 
correction voltage will be developed. 
However, if the oscillator frequency 
should change, the horizontal saw- 
tooth voltage will not be passing 
through zero at the time the sync 
pulses arrive and, as a result, the total 
voltage across each diode will differ. 
This will result in unequal conduction 
of the diodes, the voltage across resis- 
tors Rw; and Ris will be unequal, and 
there will be a d.c. voltage across the 
common load resistor, Ris. This d.c. 
voltage will be applied to the grid of 
the horizontal oscillator to bring it 
back to the correct frequency and 
phase for perfect synchronization. 

What trouble symptoms will be 
caused by an open or shorted selenium 
diode in this circuit? Failure of either 
dicde will cause complete loss of hori- 
zontal syne or “touchy” horizontal 
syne. If this symptom exists, there are 
two ways of determining whether the 
selenium diode is good or not. One 
way is to check the resistance of the 
diode with an ohmmeter. In the cir- 
cuit of Fig. 3, it is unnecessary to dis- 
connect the diodes when making ohm- 
meter checks because of the relatively 
high shunting resistance. With the 
ohmmeter leads connected one way 
the resistance will be 2000 ohms or 
less; with the leads reversed the re- 
sistance will be many thousands of 
ohms. The exact resistance measured 
will vary considerably depending on 
the ohmmeter and the scale used, but 
the resistance reading in one direction 
should be at least ten times greater 
than in the reverse direction. 

Ohmmeter resistance readings can 
only be used as a rough check of 
selenium (or germanium) diodes be- 
cause the indicated resistance will de- 
pend on the voltage applied to the 
diode by the ohmmeter. This can be 
understood by examining the static 
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Fig. 3. Horizontal sync phase discrimi- 
nator circuit used in the Admiral 17X3 
serios TV chassis. Originally the two 
subminiature selenium diodes were in- 
serted on a tube base but now they are 
wired directly onto the printed circuit. 


characteristics of the selenium diode 
in Fig. 2. For instance, if the ohm- 
meter should apply 1.5 volts to the 
diode the low, or forward, resistance 
will be about 750 ohms, while if the 
ohmmeter applies only .5 volt across 
the diode, the indicated resistance will 
be about 2000 ohms. 

Another and perhaps better method 
to determine if the selenium diodes are 
OK or not is to first check the volt- 
ages in the circuit where they are 
used. For example, in Fig. 3, if one 
of the diodes is either shorted or open, 
the picture will be far out of horizon- 
tal sync, but the vertical sync will be 
OK. With no signal being received, the 
voltage at the anode of diode 1 should 
be from 5 to 7 volts negative with 
respect to the chassis, and the voltage 
at the cathode of diode 2 should be 
from 5 to 7 volts positive. If these 
voltages are correct, the selenium 
diodes are OK, and the trouble must 
be somewhere else. If these voltages 
are incorrect, chances are that Cu, 
Cs, Or Ci» are leaky, the horizontal 
oscillator tube is defective, Ri; and 
Rws are not equal in value, or, finally 
that one or both diodes are faulty. 

If both voltages are positive, it is 
likely that Cu; is leaky. Cu; can be 
checked for leakage by shorting the 
junction of Rw; and Ris to the chassis; 
if the capacitor is leaky the voltage at 
the anode of diode 1 will change. If 
shorting Ris changes the cathode volt- 
age of diode 2, Cus is leaky. If there 
is a positive voltage at the junction of 
Riu. and Cis, then Ci» is leaky. The 
horizontal oscillator tube can be elimi- 
nated as the cause of the incorrect 
voltages by shorting Cw. 

In addition to the subminiature 
selenium diodes of the kind used in 
Admiral television receivers, a wide 
variety of other types are available. 
They are furnished for output voltages 
of from 20 to 160 volts and output cur- 
rents of from 100 microamperes to 11 
milliamperes. The small size of these 
subminiature diodes, their low cost, 
and their convenient electrical and 
physical characteristics will surely re- 
sult in subminiature seleniums becom- 
ing a common sight to television and 
electronic technicians. 


Your choice of school 
is highly important 
to your career in 


INDUSTRIAL 
ELECTRONICS 


TELEVISION 


Become an 


ELECTRICAL 
ENGINEER 
or an 


ENGINEERING 
TECHNICIAN 
at 


NSOE in Milwaukee 


Choose from courses in: 
ELECTRICAL ENGINEERING 
Bachelor of Science degree in 36 to 42 
months with a major in electronics or 
électrical power. 

ELECTRICAL TECHNOLOGY 


Engineering Technician certificate 
in 12 months in electronics, radio, or 
electrical power; 


Associate in Applied Science degree 
in 18 months in radio and television. 
TECHNICAL SERVICE 


Service certificate in 6 months in electric- 
ity; in 12 months in radio and television. 


MSOE — located in Milwaukee, 
one of America’ 's largest indus- 
trial centers — is a national 
leader in electronics instruction 
— with complete facilities, 
including the latest laboratory 
equipment, visual aid theater, 
amateur radio transmitter — 
offers 93 subjects in electrical 
engineering, electronics, radio, 
television, electrical power, 

and electricity. 

Advisory committee of lead- 
ing industrialists. Courses 
approved for veterans. Over 
50,000 former students. 
Excellent placement record. 


TERMS OPEN SEPTEMBER, 
JANUARY, APRIL, JULY 
Choose wisely — your 


future depends on it. Write 
for more information today! 


Dept. RN-756 1025 N. Milwaukee $t. 
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Send FREE career booklets on: 
D Radio-Television 
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O Electrical Engineering 
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] RIOR... os USS A ie es ee | 
| RMU Ss 2h.c0 stoSateame Coos Zone... .. oS ree | 
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GET INTO ONE OF THESE 


= Electronics 02 


TELEVISION 


=Radio-Color TV 
TRAIN IN THE GREAT SHOPS OF 


Veterans and Non-Veterans—Prepare for a better 
job NOW that offers a real future, too! Get 
practical pestaing in TELEVISION— RADIO 
— ELECTRICITY— ELECTRONICS — (Re- 
frigeration es Electric Appliance Repair can be 
included). Learn on real equipment—no ad- 
vanced education or previous experience needed. 
Lifetime employment service to graduates. 


Finance Plan—enroll now, pay most of tuition 
later. Part time employment help to students. 


Cli for Big F mM ed 
F REE BOOK Bork iesslemnen -! vill oa. Act NOW. 


6. W.COOKE FOUNDED 
President & "% 1899 
ELECTRICAL SCHOOL 


A TECHNICAL BRACE INSTITUTE GPERATED 
NOT FOR PROFIT 
SOO S. PAULINA St., CHICAGO, Dept. B6-8SH 


ELECTRICITY © TELEVISION © RADIO © REFRIGERATION © ELECTRONICS 


[B. W. COOKE, Pres., COYNE ELECTRICAL School 
500 S. Paulina St., Chicago 12, lll., Dept. BS-85H 

I Send FREE BOOK and details on: 

! = TELEVISION-RADIO 

{| © ELECTRICITY-ELECTRONICS 
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On eo ean eas eas eas ems atviold 


always buy 


RAD-TEL 


‘for HIGHEST QUALITY 
TUBES 


at lowest prices 


SAME DAY SERVICE. FULL 1 YEAR GUARANTEE. 
ALL TUBES INDIVIDUALLY BOXED. FOR QUALITY, 
PERFORMANCE, DEPENDABILITY. 


Another Rad-Tel Super-Special! 
beats CATHODE RAY TUBE 


etic el and deflection. 53° 


observ 
suitable Bwitehing, Mfd. by RCA. 
ngle 95c ea. Lots of 


Brand new 44 tube trans- 
ceiver—government unit— 
in — overseas carton, 


7-636 1-2 
1-OD3/VR10S 4-9006 
Also, these useable parts: 
ibe sockets, relays, coax 
ag condensers, resis- 
tors, 24-volt ‘blower 


High Quality Tube T Write id 
~——— EXPORT INQUIRIES way be An 


TERMS: 25% deposit must accom: 
Pany all orde ge Cc.0.D. All 
shipments F.O.B. 

house. 


. Irvington ware- 


ORDERS UNDER 
$5.00—50¢ 
HANDLING CHARGE. 
PLEASE: Send full re- 

mittance. Allow for 
postage and save 
E60 0.D. charges. n- 
used money refunded. 
Subject to prior sale. 


BIKE RADIO 
Silver Bells, Ltd., 3367 Fernside 
Boulevard, Alameda, California is 
handling the U. S. distribution of a 
novel German-built bicycle radio. 
The four-tube set covers the range 
from 510 to 1625 ke. It is housed in a 


colorful unbreakable cabinet with per- 
manent dynamic speaker. A telescop- 
ing antenna extends to 30 inches. A 
special key prevents tampering with 
the receiver. Battery life is at least 
100 hours. 

For information and prices on this 
AWB bicycle receiver write to Peter J. 
Wangoe in care of the distributor. 


SELENIUM RECTIFIER TESTER 

Winston Electronics, Inc., 4312 Main 
Street, Philadelphia 27, Pa. is now of- 
fering its Model 610 dynamic selenium 
rectifier tester, an instrument incor- 
porating dynamic pulsing to test the 
rectifier under actual load conditions. 

A flashing red light acts as a moni- 
tor to show the pulsing action. Recti- 
fier quality as well as shorts, leakage, 
and open circuit conditions are indi- 
cated on the multi-color “Good-Bad” 
scale of the meter. Fixed resistor 
loads avoid instrument burn-outs and 


cELEMnee WETTER TERIER 


give increased accuracy. Five fixed 
resistor loads are calibrated to test 
rectifiers from 20 ma. to 1000 ma. 


CRYSTAL PHOTOCELL 

Clairex Corporation, 50 West 26th 
Street, New York 10, New York, has 
developed a new photoconductive cell 
which is extremely sensitive to the red 
and near infrared region of the spec- 
trum. 

Of polycrystalline cadmium selenide, 


the new unit has a small time constant 
and a very high ratio of dark-to-light 
resistance. The sensitivity element of 
the CL-3 has a rectangular area of ap- 
proximately 14,4” x %.”. The sensitive 
area is %” from one end of an epoxy 
resin cylinder 4%” in diameter and 4” 
long. 

Write the company direct for a copy 
of the data sheet covering the CL-3. 


HEATH CRYSTAL RECEIVER 

An interesting project for the be- 
ginner is the new crystal receiver kit 
just released by The Heath Company, 
Benton Harbor, Michigan. 

The CR-1 covers the band from 540 
to 1600 ke. It has two high “Q” tank 
circuits that employ ferrite-core coils 
and conventional air tuning capacitors. 
The capacitors are tuned individually 
to the desired stations. 

‘The receiver is housed in a black 
Bakelite case. It uses a sealed ger- 


manium diode for detection. The kit 
includes a pair of high-impedance 
headphones, instead of the usual single 
headphone. The company suggests 
that the set could also be used as an 
AM tuner in hi-fi applications. 

In addition to step-by-step assembly 
instructions and pictorial diagrams, 
the construction manual provides the 
kit builder with the basic fundamen- 
tals of signal reception. 


TRANSISTORIZED MIXER-AMP. 
Baird Associates, 33 University Road, 
Cambridge 38, Mass., is now offering a 


new transistorized mixer amplifier, the 


Model JG2. 

Designed especially for remote-pick- 
up recordings, outside p.a. systems, and 
“on-the-spot” interviews, the Model 
JG2 is entirely self-contained including 
a 13-volt power supply which can 
operate with a wide variety of stand- 
ard mercury cells. The batteries are 
housed in specially designed, spring- 
loaded holders that facilitate rapid re- 
placement in the field. 

The circuit consists of two, low-noise 
preamp stages, one low-noise mixer 
stage, one amplifier stage, and one out- 
put stage. Junction transistors of the 
RADIO & TELEVISION NEWS 
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p-n-p type are used in all stages except 
the amplifier or driver stage. The 
driver stage uses n-p-n transistors. 

Complete specifications on this mixer 
amplifier are available from the manu- 
facturer on request. 


MAGNETIC SHIELD TEST KIT 
The Magnetic Shield Division of 
Perfection Mica Company, 20 N. 
Wacker Drive, Chicago 6, Illinois is 
now offering a multi-purpose mag- 
netic shield testing kit which uses the 
company’s recently developed shield- 
ing material. 
The shielding material in the kit is 
designed for a wide variety of applica- 


Eigse 


tions including (1) flat shielding sheets 
capable of being formed into many 
shapes to shield motors, deckplates, 
turntables, etce.; (2) transformer can 
shields in various sizes to attenuate 
hum, prevent coupling from solenoid 
to solenoid and to prevent scope beam 
distortion resulting from the trans- 
former (a combination high-low in- 
tensity shield is used); and (3) rectan- 
gular memory tube storage container 
shield using a combination of high and 
low intensity shields. In addition, the 
kit contains box-shape tape container 
shields for preserving recording tape 
and for numerous evaluation tests, 
CR tube combination shields for high 
and low attenuation, magnetron stor- 
age and shipping container shields, 
and miscellaneous high or low atten- 
uation shields for other experimental 
and evaluation purposes. 


NEW G-E TRANSISTORS 

General Electric Company, Elec- 
tronics Park, Syracuse, New York has 
announced the availability of three 
new inexpensive transistors which 
have been designed especially for high- 
fidelity amplifier or broadcast receiver 
applications. 

The new transistors, all p-n-p types, 
include six different types for the out- 
put stage of an audio amplifier and 
four types for the driver stage. The 
units have been designated as the 
2N186A 2N187A, 2N188A, 2N186, 
2N187, 2N188, 2N189, 2N190, 2N191, 
and 2N192. 

The Semiconductor Products Divi- 
sion of the company will supply addi- 
tional details on request. 

TINY DIELECTRIC TRIMMERS 

Three new miniature air dielectric 
trimmer capacitors, said to be the 
smallest ever produced in the U. S., 
have been introduced by Radio Con- 
denser Company, Davis & Copewood 
Streets, Camden, New Jersey. 

Designated as the “subminiature 
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IBM 


IBM WANTS ENGINEERS 


AND TECHNICIANS 
FOR PROJECT SAGE 


(Condinestal air dofense for 
165,000,000 Amarccans) 


Project SAGE, America’s air defense 
warning system, offers opportunities to 
challenge your ability. Equipped with 
more than 50,000 vacuum tubes, the 
SAGE computer is the result of the most 
advanced electronic concepts. Make your 
own career with SAGE, and the world’s 
largest computer. 


SYSTEMS ENGINEERS 


You will be responsible for the per- 
formance, evaluation, reliability testing, 
and maintenance of the entire system. 


Requirement: Degree or equivalent with 
emphasis in electronics. 


FIELD TECHNICIANS 


Actual maintenance and component 
analysis. Assume high-level responsibility. 


Requirement: Two-year technical school 
training in electronics, or equivalent. 


NOW is the time to investigate 


* Full Employee Benefits 
* Relocation Expense 
Allowance 


* Permanent Employment 
® Training at Full Salary 


Assignments in: 


* Portland, Me. * Richmond, Va. ° Syracuse, N. Y. 


... and other desirable locations 


Write, giving details of education and experience, to: 
Nelson O. Heyer, IBM, Room 4307, 
Military Products Division, Kingston, New York 


DATA PROCESSING 
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ACROSOUND 


TRANSFORMERS 


FOR THE ULTIMATE 
IN HIGH FIDELITY 
AMPLIFICATION 


World-famous Acrosound transformers 
are manufactured under rigid quality 
standards prescribed by Keroes Enter- 
prises. Each transformer is tapped at 
the optimum location for best Ultra- 
Linear performance. As a result, lows 
are more articulate, transient qualities 
of highs are preserved and reproduced 
with sparkling realism. Acrosound 
transformers bear the black and gold 
“K" symbol*—your certification of 
quality electronic products. 


T0-300—5881, KT-66 


Ultra-Linear Wm'son. . . . . 24.75 
TO-310—6V6, EL-84...... 18.75 
loses. SSS 18.75 


TO-330—6550, PP-PAR KT-66 

EL-34 Ultra-Linear Wm'son . 39.75 
T0-350—100W— 

Ultra-Linear 6146... 2... 49.50 


a OUTPUT TRANSFORMER 


THIS SYMBOL IDENTIFIES EQUIPMENT MEETING QUAL- 
ITY STANDARDS PRESCRIBED BY KEROES ENTERPRISES 


4- 


Acrosound Ultra-Linear transformers 

feature: 

@ Greater bandwidth for most realistic 
transient response: + 1 db, 10 CPS 
to 100 KC. 

@ Full rated power 20 CPS to 30 KC. 
Twice rated power 30 CPS to 20 KC. 

@ Correct tap location for optimum 
Ultra-Linear performance. Tight 
coupling between screen and plate 
winding sections. 

@ Low and equalized leakage react- 
ances for maximum stable feedback. 

@ High primary inductance for best 
low frequency stability. 

For the finest in sound, insist on Acro- 

sound transformers with the black and 
gold “K" symbol. 


*Trademarks identifying electronic equipment meeting 
standards controlled and prescribed by Keroes Enterprises. 


ACRO 


PRODUCTS CO. 


369 SHURS LANE. PHILADELPHIA 28, PENNSYLVANIA 
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trimmer series 75,” the new units are 
designed for tab mounting on dip- 
soldered printed wiring boards or 
screw-mounting on conventional chas- 


ne MA 
sis. The new units measure just 254” 
x %e" X 1%" behind the mounting sur- 
face. 

The capacitors have a minimum ef- 
fective capacity range of 5, 10 and 15 
upfd. The nominal minimum capacity 
of the three units is 1.2, 1.2, and 1.5 
uufd. respectively. Complete details 
on the new series is contained in En- 
gineering Bulletin TR-123, which is 
available from the manufacturer on 
request. 


TRANSISTOR OSCILLATOR 

A crystal-controlled transistor oscil- 
lator has been developed by the James 
Knights Company of Sandwich, Illinois 
which offers a complete plug-in signal 
source with fixed temperature and 
humidity environment for transistor 
and circuitry elements. 

Each transistor oscillator includes a 
special crystal, designed for the par- 
ticular application, with tight angle 
control and tolerances. Each oscillator 
is individually tailored for the fre- 
quency and other parameter values of 
the crystal and the transistor with 
which it will be used. 

Write the company direct for full 
details on specific applications. 


TV PICTURE-TUBE TESTER 
The Hickok Electrical Instrument 
Co., 10524 Dupont Avenue, Cleveland 
8, Ohio has released a new cathode- 
ray tube tester specifically designed 
ee re t 7 


for use by TV technicians and dealers, 
in checking the electron gun of CR 
tubes. 

The new unit tests for both shorts 
and open elements in the electrodes of 
the electron gun through use of a 
sensitive neon lamp. Identified as the 
Model CR5 “Videochek,” the instru- 


ment permits a rapid determination 
of the condition or quality of the emit- 
ting cathode. This check uses the 
cathode-ray tube in conjunction with 
a neon lamp in a bridge circuit as a 
peak-reading v.t.v.m. The combination 
is rugged, both electrically and me- 
chanically, and there is no sensitive 
meter to be damaged. 

The entire instrument is housed in a 
metal case measuring 6” x81" x3" 
weighing 5 pounds. The unit operates 
on 117 volts, 50 or 60 cycles. 

“PAGEMASTER" 

The Telephone Division of Strom- 
berg-Carlson, ‘Rochester, New York is 
in production on the firm’s “Page- 
master,” a selective radio paging sys- 
tem. 

The new unit serves to locate per- 
sonnel quickly in locations or situa- 
tions where conventional paging sys- 
tems are undesirable or ineffective. 
The principal feature of ‘““‘Pagemaster” 
is a small radio decoder, about the 


size of a pack of cigarettes. Each such 
decoder responds to a certain coded 
radio signal. When it receives that 
signal, it emits a pleasant audible tone 
which is a message to the individual 
carrying or using that particular de- 
coder that he is being paged. He then 
goes to the nearest telephone and iden- 
tifies himself to the operator to re- 
ceive the message. 

The decoder measures 214” x 3%" x 
1” and weighs 7 ounces. It is housed 
in a plastic case and is completely self- 
contained with no external wires re- 
quired. Power is supplied by a special 
compact power pack which will op- 
erate the decoder for several weeks. 
Up to 4000 channels can be handled by 
this system. 


CRYSTAL SETS 

Radi-Ore Labs, 38 Oneida Street, 
Lynn, Mass. is now offering two ver- 
sions of its “Peppy Pal” crystal re- 
ceiver kit, the KFTP with an ear- 
phone and the KFT without. 

The kits contain all of the necessary 
parts including a pre-wound antenna 
coil. Instructions for assembling the 
receiver are given in step-by-step pro- 
gression. 

As an interesting and simple project 
for the beginner, these kits offer many 
attractive features at low cost. 


CONSTRUCTION PROJECTS 
LMB, 1011 Venice Blvd., Los Angeles 
15, California is now offering a series 
of experimental projects, circuits for 
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which will be packed with the firm’s extensive line of box 
chassis. 

These “Kit Diagrams” are complete in detail with com- 
plete circuit diagrams, photographs, and parts lists. The 
projects are designed for experimenters, beginners, and 
hobbyists as well as for classroom instruction purposes. 
Only standard parts, easily procurable from any distrib- 
utor, are specified in the circuitry. 

The project has been launched with 10 kit diagrams with 
10 new circuits to be added each three months. A list of 
currently available projects can be obtained from the com- 
pany’s distributors or from the manufacturer direct. 


MODERATELY PRICED RECEIVER 

Hammarlund Manufacturing Co., Inc., 460 West 34th 
Street, New York, New York is now offering a moderately 
priced communications receiver, the HQ-140-XA. 

The new model is an improved version of the company’s 
HQ-140-X. It is housed in a functional cabinet and provides 
up to 2 watts of audio power output. A ruggedized yet 
smooth-operating tuning dial drive permits extremely ac- 
curate logging with greatly improved accuracy in the dial 
markings. 


EXPERIMENTAL DESIGN KITS 

Erie Resistor Corporation, Erie, Pa. has announced the 
availability of a series of experimental design kits which 
will enable engineers and designers to produce working 
breadboard prototypes and establish design centers using 
the company’s “PAC” modular technique. 

The kits are available in three models, 5%, 10%, and 
20%. The 5% kit includes 145 RETMA resistor values and 
50 RETMA capacitor values. The 10% kit contains 73 and 
32 components, respectively, while the 20% kit has 37 and 
17 items. Each value is represented by a minimum of 10 
components while the more popular values contain 20 
components. 

(Continued on page 104) 


OPPORTUNITIES 


IN RESEARCH AND DEVELOPMENT 
OF NUCLEAR WEAPONS 


if you have a trade school education or the 
equivalent in any of the following fields— 


ELECTRONIC FABRICATION: for 
custom building of experimental cir- 
cuitry from verbal instructions, schemat- 
ics, sketches and specifications. 


ELECTRONIC EQUIPMENT REPAIR: 


to maintain commercial electronic equip- 
ment, including oscilloscopes, data re- 
corders, signal generators, etc. 


TRANSFORMER: to build a wide variety 
of experimental transformers, working 
from samples and specifications. 


FABRICATION PLANNER: to lay out 
and break down electronic equipment for 
wiring by small pilot assembly group. 


Send resume to GENERAL EMPLOYMENT SECTION 568 


SAN DIA 


CORPORATION 


ALBUQUERQUE, NEW MEXICO 


PHILCO . . World's 
Largest Field 
Now Service Organization 


... is the pioneer in the servicing of electronic 
equipment for BOTH industry and government. 
In all areas of the United States, and in nearly 
every section of the world, PHILCO men are at 
work on vital communications installations. 


{/ ELECTRICAL ENGINEERS 
: and TECHNICIANS 


. . at all levels and in all fields of electronics 
are needed for long range, challenging and 
really interesting assignments, guaranteed to 
utilize the fullest skills of men who are specialists 
in the Design, Maintenance and/or Instruction 
of others in Communication, Radar and Sonar 
Equipment. 


Men... who can qualify for our important proj- 
ects are assured that there is no other company 
offering more fully paid benefits to its em- 
ployees .. . PLUS valuable family insurance and, 
hospitalization programs . . . PLUS top pay, 
special assignment bonuses and a planned, fully 
integrated program for merit and faithful. 
service salary increases. 


T 0 D A Y ... is the time to evaluate 

your past and present, 
growth potential against the FUTURE. Write 
NOW for the PHILCO EMPLOYMENT STORY. 


PHILCO 


TECHREP DIVISION 


22nd & Lehigh Avenue, Phila. 32, Pa. 
First in income and Employee Benefits! 
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You Can Now Afford 
Top Quality 


Test Equipment! 
THE NEW AND VERSATILE 


® Designed for you—and at a price you 
can afford to pay—precision service instru- 
ments made by world-famous ADVANCE 
Components, Ltd. ADVANCE instruments, 
functionally designed and laboratory en- 
gineered, will provide many years of 
reliable, trouble-free performance. 


Sine and Square Wave 


AUDIO GENERATOR 


@ ADVANCE Model H-1 Audio Generator 
covers, in three ranges, 15 cps to 50 Ke, 
both sine and square waves. On sine 
waves, accurate to + 1%, + 1 cycle; 
less than 1% distortion at 1 Kc. Output 
+ 2 db, 200 uv to 20 volts. On square 
waves, less than 3 microseconds rise time; 
output 400 uv to 40 volts. Only $82.50 


RF SIGNAL GENERATOR 


= ApvaNce Model P-1 RF Generator 
covers 100 Ke to 100 Mc on fundamentals 
in six ranges, calibrated to 1%. Output 
variable from 1 uv to 100 mv, + 6 db, 
+ 3 uv. 3 Outputs: 75 ohms, 37 chms, 
10 ohms. Audio modulation 30% at 400 
cycles; AF output 0-8 volts. Only $69.50 


WRITE TODAY FOR COMPLETE SPECIFICATIONS 
Sole United States Agents 


FISHER RADIO SALES Co., Inc. 
21-23 44th DRIVE « Long Island City 1, L. I. 


All kits include a universal wiring 
board which employs the standard .2” 
grid system and will provide a means 
of circuit design which will closely 
duplicate the finished printed wiring 
“PAC” layout. 

Write the company direct for full 
details on these new design kits. 


TRANSISTORIZED V.O.M. 

New London Instrument Company, 
New London, Conn. has developed a 
transistorized voltohmmeter which is 
characterized by light weight and high 
sensitivity. 

The Model 400 features a wide range 
of voltage and resistance measure- 
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ments which extend its usefulness into 
such fields as servo systems, comput- 
ers, and low level audio. In industrial 
applications, it will measure the out- 
put of transducers, thermocouples, and 
bridges. It will also handle signals en- 
countered in magnetic modulators, 
square-law crystals, and photocells. 
Complete technical information on 
the Model 400 is available from the 


company at 53 Union Street, New 
London. 


SOLDERLESS TERMINAL KIT 

Vaco Products Co., 317 East Ontario 
Street, Chicago 11, Illinois is now of- 
fering a new solderless terminal kit 
designed for hobbyists, amateur radio 
and TV set builders, hi-fi fans, TV 
service technicians, etc. 

Kit No. 395 consists of a cutting, 
stripping, and crimping tool 8” long, 
a package of assorted terminals, a 
%46x3” round blade plastic handle 
screwdriver, and a plastic pouch for 
housing all the equipment. 

The kit will be handled through 
hardware stores and parts distributors 
at a special “package” price, which is 
below the cost of the separate items. 


REMOTE CONTROL 

Tello Corp., 342 Madison Ave., New 
York, N.Y. has recently introduced a 
remote switching device which con- 
sists of an 8 ft. cord with a unique 
phone-mounted switch assembly. 

When the phone is ‘used, the output 
of the TV set or hi-fi unit is shorted 
out. Volume is automatically restored 
when the telephone is replaced in its 


cradle. —30- 


MARYLAND PHONE NET 

HE Maryland Emergency Phone Net 

will hold its annual picnic in Brad- 
dock Heights Park, Braddock Heights, 
Md. on Sunday, July 22 from 10 a.m. 
on. 
There will be contests, ladies’ and 
children’s programs, a rummage sale, 
and lots of prizes. 

Make reservations with C. C. Worsley, 
W3TYJ, 104 Northwood, Silver Spring, 
Md. Tickets for adults are priced at 50 
cents each with children under 12 ad- 
mitted free. —30- 


The fact that the Army’s field radios “can take it” was amply demonstrated recently 
and reported to the public by Jack Eggert, a communications expert of the Army’s 
Signal Corps Engineering Laboratories, Fort Monmouth, New Jersey. The equipment 
worked through a test atomic blast that burned the mannequins “operating” them to 
a mound of ashes. The gear stayed on the air although some were as close as 1000 
feet to ground zero. Sets were found outwardly charred and battered at the bottom 
of fox holes, but internal parts remained sound. Modern small radio parts and 
shock-proofing techniques were credited with giving these sets their endurance. 
In the photo (left) a mannequin with a “walkie-talkie” radio slung over his back 
lies face down at the bottom of a fox hole just before an atomic blast at the 
Nevada Proving Ground. (Right) A scattered pile of ashes is all that remained 


of the dummy after the blast but the radio remained in perfect working order. 
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By E. G. LOUIS 


alist 


An interesting circuit application 


using the unique properties of "'p-n-p" 


and "n-p-n" junction transistors. 


as the semiconductor amplifier 

equivalent of the thermionic vacuum 
tube and transistor-vacuum tube anal- 
ogies are frequently used to discuss 
and explain the operation of basic 
transistor circuits. The analogous op- 
eration of these two amplifying de- 
vices is also used in serious circuit 
design work by applying the concept of 
“duality” to the problem of translating 
known vacuum tube circuits to their 
transistor equivalents. A circuit is con- 
sidered the “dual” of another when 
current in one behaves like voltage in 
the other. In circuit design, the tech- 
nique is primarily a mathematical op- 
eration and consists of considering the 
transistor as the dual of the vacuum 
tube, then translating all vacuum 
tube. circuit parameters into their 
“dual” in the proposed transistor cir- 
cuit. Circuit elements which have cur- 
rent characteristics are substituted for 
those with voltage characteristics; 
thus, a series-tuned circuit may be 
substituted for a parallel-resonant cir- 
cuit, a capacitance for an inductance, 
conductance for resistance, and a cur- 
rent source for a voltage supply. 

In a vacuum tube, electron flow is 
always from cathode to plate; in gen- 
eral, a negative-going signal applied 
to the grid electrode results in a de- 
crease in plate current, with a posi- 
tive-going signal giving an increase in 
plate current in the popular grounded- 
cathode circuit. With junction tran- 
sistors, on the other hand, two simi- 
lar, but opposite, conditions may exist, 
depending on the type of transistor 
used. With a p-n-p transistor, in the 
grounded-emitter circuit, a negative- 
going signal results in an increase in 
collector current, but with an n-p-n 
transistor, in a similar circuit, a nega- 
tive-going signal results in a decrease 
in connector current. Similar opposite 
effects occur with positive-going sig- 
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nals, which cause a decrease of col- 
lector current in a p-n-p transistor, 
but an increase in collector current 
with n-p-n units. As far as direct cur- 
rents are concerned, and assuming 
normal supply voltage and bias opera- 
tion, the current flowing through each 
electrode of a p-n-p unit is exactly op- 
posite that of the current through the 
corresponding electrode of an n-p-n 
transistor. 

The practical application of the op- 
posite but symmetrical characteristics 
of p-n-p and n-p-n junction transistors, 
known as the “complementary sym- 
metry” principle, has permitted the de- 
velopment of a whole class of tran- 
sistor circuits for which there are no 
vacuum-tube equivalent or dual cir- 
cuits. Two “classic” examples of the 
application of the complementary sym- 
metry principle to practical circuits 
are given in Fig. 1. A single-ended 
push-pull amplifier is shown in Fig. 


A breadboard version of the 
basic “p-n-p”-"n-p-n” oscilla- 
tor circuit. Pots are used for 
R, and Rz, flashlight cells for a 
power source. The meter is 
connected in series with the 
power-supply leads to monitor 
current requirements. The tran- 
sistor breadboard chassis is 
a commercially available unit. 


1A, and a simple direct-coupled am- 
plifier in Fig. 1B. 

Referring to Fig. 1A, Ci and C: serve 
simply ~as d.c. blocking capacitors. 
Voltage divider R:-R. supplies base bias 
current to the p-n-p transistor, while 
divider R;-R, serves ‘a similar function 
for the n-p-n unit. The power sources 
(batteries) supply d.c. operating volt- 
ages of opposite polarity to the elec- 
trodes of the two transistors: Either 
two separate batteries or a _ single 
tapped unit may be employed. The 
output load impedance, R:, is common 
to the collector circuits of both tran- 
sistors. For best results in a circuit 
of this type, the two transistors used 
should be “matched” so that they have 
similar gain and static (d.c.) charac- 
teristics. 

In operation, with no signal applied 
to the input, the d.c. collector currents 
of the two transistors are equal but of 
opposite polarity. Hence they cancel 


OuTPUT 


INPUT 


Fig. 1. Basic complementary symmetry cir- 
cuits. (A) Single-ended push-pull cmplifi- 
er. (B) Two-stage direct-coupled amplifier. 


OUTPUT 4 


x 2. 2Mes. Cv. ae 


Fig. 2. The basic “p-n-p”-"n-p-n” oscilla- 
tor circuit described in text. This is one 
of the simplest transistor multivibrators 
possible using junction-type transistors. 


and there is no d.c. flowing through 
the load impedance Rz. 

When a positive-going signal is ap- 
plied to the input, through blocking 
capacitors C, and C:, the collector cur- 
rent of the p-n-p transistor decreases, 
while the collector current of the 
n-p-n unit increases. The two currents 
no longer cancel and the unbalance 
current flows through the load Rz. 
With a negative-going signal, the op- 
posite action takes place. The col- 
lector current of the p-n-p transistor 
increases, while that of the n-p-n 
transistor decreases, again producing 
an unbalance current which flows 
through the load impedance. 

Thus, the opposite but similar char- 
acteristics of the p-n-p and n-p-n tran- 
sistors have been utilized in a circuit 
which has many of the characteristics 
of a true push-pull amplifier, but with 
a single-ended input and output. As a 
further feature, no d.c. flows through 
the load impedance (R:) under “zero” 
signal conditions, and without the use 
of capacitive coupling or an output 
transformer! 

Referring to Fig. 1B, the character- 
istics of p-n-p and n-p-n transistors 
have been utilized to design a simple 
two-stage, direct-coupled amplifier 
with a single power source. As before, 
the input capacitor, C:, serves simply 
for d.c. blocking purposes. R; is the 
“base return” resistor. As shown, the 
first stage will act as a clipper since 
no base bias current flows through the 
p-n-p transistor. For class A ampli- 
fier operation, the lower end of R:; is 
returned to the negative terminal of 
the power source. FR, is the output 
load impedance. Although a resistor 
is shown, a transformer or impedance 
might be used here. 

In operation, if a negative-going sig- 


nal is applied to the input, through C,, 
the collector current of the p-n-p tran- 
sistor increases. The amplitude of the 
collector current change will be sev- 
eral times that of the input current 
change due to the transistor gain. But 
the collector current of the input p-n-p 
transistor is also the base current of 
the n-p-n transistor. Thus, an increase 
in the collector current of the p-n-p 
transistor results in an increase in the 
collector current of the output -p-n 
transistor but, again, of much greater 
magnitude due to the gain of the sec- 
ond stage. An increase in the collector 
current through Rz develops a nega- 
tive-going signal across this load im- 
pedance. Since this is a direct result 
of the application of a negative-going 
signal to the input, the input and out- 
put signals are in-phase. The over-all 
gain obtained is the product of the 
gains obtained in each stage. As an 
example of the gains possible, in an 
experimental circuit developed by the 
author, using direct-coupling through- 
out (no input blocking capacitor), a 2 
microampere change in the input re- 
sulted in a 1 milliampere current 
change in the output—a current gain 
over 500 at d.c.! 


Basic Oscillator 


Since the two-stage, direct-coupled 
p-n-p—n-p-n amplifier shown in Fig. 
1B is capable of supplying considerable 
gain and, further, since the input and 
output signals are in-phase, it would 
appear a simple matter to convert this 
into an oscillator by coupling the in- 
put and output together. Such is the 
case, and the resulting multivibrator 
circuit, shown in Fig. 2, is perhaps the 
simplest multivibrator possible with 
junction transistors, with only three 
components required, other than the 
transistors themselves and the power 
source. In some cases, one of these 
components (R:i) may be eliminated. 
Almost any type of impedance may be 
used for coupling the input and out- 
put, as long as d.c. levels are taken 
into account. For most practical work, 
capacitor coupling, as shown in Fig. 2, 
is preferred, however. 

The parts values given in Fig. 2 are 
for a typical experimental circuit set- 
up employing Sylvania transistors, and 
the average experimenter should have 
no difficulty assembling a similar cir- 
cuit for his own tests. The input base 
resistor (R:) and the output load re- 
sistor (R:) are variables to permit a 


Fig. 3. Modification of basic oscillator circuit. (A) mono- 
stable circuit, (B) tuned oscillator, and (C) saw-tooth output. 
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study of the circuit under different 
conditions. ; 

In operation, capacitor C, charges 
rapidly through the emitter-collector 
circuit of the n-p-n (2N35) transistor 
and the base-emitter circuit of the 
p-n-p (2N34) unit. The polarity of the 
loop current is such as to continue the 
action rapidly until the capacitor is 
fully charged, thus, the negative- 
going signal appearing across R:. is 
coupled back through C; to the input 
of the p-n-p jtransistor. A negative- 
going signal here increases the tran- 
.sistor’s collector current, thus increas- 
ing the base current of the n-p-n unit 
and further increasing the collector 
current of the n-p-n unit, continuing 
the charging action. Once C; is fully 
charged, there can be no further in- 
crease in the negative-going signal 
applied to the base of the p-n-p tran- 
sistor and hence the base current and 
collector current of this transistor 
drop to close to zero. A drop in the 
collector current of the p-n-p unit 
drops the base current (and hence the 
collector current) of the n-p-n tran- 
sistor, virtually “opening” the emit- 
ter-collector circuit of the n-p-n tran- 
sistor and removing the charging 
source (battery), permitting the ca- 
pacitor to discharge slowly through R:. 
and R:. The discharge of the capac- 
itor through R; is such as to apply a 
positive-going signal to the base of the 
p-n-p transistor, keeping both the 
p-n-p and n-p-n transistors ‘open.” 
Collector current is close to zero. 

Both transistors remain in a non- 
conducting state until capacitor C; is 
discharged. Then the charging action 
resumes. The frequency of operation 
depends on the time constants of the 
RC circuits, and varying either C;, Ru, 
or R,z will shift frequency. In general, 
as any of these components are made 
smaller, the frequency of operation 
will increase. The output signal is a 
negative-going pulse, developed across 
R:z, with the waveshape dependent, to 
some extent, on the value of the com- 
ponents used. Typical oscilloscope pat- 
terns, as observed with a Heathkit 
Model O-9 oscilloscope, are shown in 
Figs. 4A, 4B, 4C, 4D, and 4E. 

The patterns shown in Figs. 4A, 4B, 
and 4C were all obtained with C,, 
equal to 0.0005 ufd., with a total cur- 
rent drain ranging from 0.2 ma. to 0.6 
ma. at 6 volts. Operating frequencies 
are 4 ke., 1.7 ke., and 1.2 ke., respec- 
tively. In general, as Rz is made small- 
er, the negative-going pulse narrows. 
No record was kept of actual resist- 
ance values, however. The waveform 
pattern shown in Fig. 4D is at a fre- 
quency of 3.3 ke., Ci equal to 0.0005 
ufd., R; is 100,000 ohms, and R: is 3000 
ohms; total current drain is 1.0 ma. 
at 6 volts. The pattern shown in Fig. 
4E is at a frequency of 1.1 kc., C; 
equal to 0.002 ufd., R: is 100,000 ohms, 
and R:. is 3000 ohms; total current 
drain is 0.6 ma. at 6 volts. 

Depending on the “back resistance” 
of the base-emitter circuit of the p-n-p 
transistor, it is sometimes possible to 
eliminate FR, altogether and still ob- 
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tain reliable oscillation. This results 
in a multivibrator with only two com- 
ponents, other than the transistors, 
load resistor Rz and coupling capacitor 
C:. When this arrangement is used, R: 
is simply removed from the circuit, 
allowing the base to “float” with no 
d.c. return to ground other than the 
internal resistance of the transistor 
itself. 
Circuit Modifications 


An almost infinite number of varia- 
tions of the basic circuit is possible, 
depending on the needs and require- 
ments of the individual experimenter. 
Three such modifications are _ illus- 
trated in Fig. 3, with the correspond- 
ing waveform patterns given in Figs. 
4F, 4G, 4H, 4I, and 4J. 

The circuit given in Fig. 3A is the 
basic circuit modified to obtain mono- 
stable operation. The only real change 
in the basic circuit is the return of the 
lower end of R:; to the negative side 
of the power source. This small change 
biases both transistors in a conducting 
state, so that the collector current 
through R:z is held to a maximum ex- 
cept when a driving signal is applied 
through capacitor C:. C; is used only 
for the application of a control pulse 
or signal, but is not essential to the 


operation of the circuit otherwise.° 


With the application of a driving sig- 
nal of sufficient amplitude, the circuit 
goes through one cycle of operation, 
depending on the time constant of the 
RC circuits, as before. A _positive- 
going rectangular pulse appears across 
R:, with a peak amplitude equal to the 
supply voltage, that is, 6 volts peak 
with the values given in Fig. 3A. The 
output pulses obtained with a driving 
signal of 500 cps and 1 ke. are shown 
in Figs. 4F and 4G, respectively. The 
appearance of the output pulse when 
the circuit is driven with a signal at 
too high a frequency for the circuit 
time constants is shown in Fig. 4H; an 
80 ke. signal was used to obtain this 
pattern. Total current drain, for the 
circuit shown, is 2 ma., with a six volt 
source, and under “no signal” condi- 
tions. 

Other modifications of the basic cir- 
cuit are shown in Figs. 3B and 3C, 
with the corresponding waveform pat- 
terns shown in Figs. 4I and 4J, re- 
spectively. The circuit shown in Fig. 
3B is the basic circuit with the output 
load resistor (R:) rep'aced by a tuned 
circuit, Cr-Lr. With Cr equal to 0.002 
ufd. and Lr equal to 1 hy., the oper- 
ating frequency was 7 kc.; total cur- 
rent drain was 1 ma. at 6 volts. The 
circuit given in Fig. 3C is the basic 
circuit with a capacitor (C2) connect- 
ed between the collector and emitter 
electrodes of the n-p-n transistor to 
shape the rectangular pulse normally 
appearing here into a linear saw-tooth 
pattern, as shown in Fig. 4J. Frequen- 
cy is 650 cps, current drain 0.8 ma. 
at 6 volts. 

A general modification of any of the 
circuits shown is to interchange the 
positions of the p-n-p and the n-p-n 
transistors. This may be done if the 


July, 1956 


Fig. 4. Waveform patterns 


obtained with 


“p-n-p"- 


“n-p-n” oscillator circuits, 
(A) through (E) were ob- 
tained with the circuit of 
Fig. 2. Patterns (F) through 


(H) were obtained with cir- 
cuit of Fig. 3A while pat- 
tern (I) was taken with cir- 
cuit of Fig. 3B. Pattern (J) 
used circuit of Fig. 3C. See 
discussion in the article. 


polarity of the power supply is also 
reversed. Circuit operation is essen- 
tially the same as before, except that 
all signal polarities are reversed. Thus, 
the basic circuit, given in Fig. 2, sup- 
plies positive-going instead of nega- 
tive-going signals, and the monostable 
circuit, given in Fig. 3A, supplies neg- 
ative-going output pulses. 


Experimental Lab Hints 


All of the circuits shown are well- 
suited to “breadboarding” and experi- 
mental tests by hams, students, design 
engineers, and home experimenters 
alike. No difficulty should be expe- 
rienced in obtaining oscillation as the 
circuits are completely non-critical, 
both as to component values and cir- 
cuit layout. With the recent major re- 
ductions in the cost of transistors, 
components expense is almost neg- 
ligible. 

However, to obtain the maximum 
value from any experimental tests and 
to avoid possible components damage, 
the reader is cautioned to adopt a few 
general “rules of practice”: 

(1) Be sure transistors are connect- 
ed in the proper manner for the. bat- 
tery polarities employed. Remember 
that different type transistors require 
exactly opposite d.c. operating volt- 
ages. 

(2) Where possible, use adjustable 
components in each part of the circuit 
to permit minor changes in compo- 
nents values. Either potentiometers 
or resistance decade or substitution 
boxes may be used in place of fixed 
resistors, and a capacitor decade or 
substitution box may be used in the 
place of fixed capacitors. 

(3) If the transistors specified in the 
circuits are used, do not exceed the 
maximum ratings of 25 volts and 10 
ma. collector voltage and current, re- 
spectively. Voltages as low as 1.5 volts 
will give satisfactory results. To avoid 
exceeding the maximum current rat- 


ings, it is a good idea to connect an 
0-10 d.c. milliammeter in series with 
the battery supply leads. 

(4) Use an oscilloscope to observe 
waveform patterns. 

(5) If possible, use transistor sock- 
ets instead of soldering the transistors 
in place. 

The reader need not restrict himself 
to the transistor types specified in the 
circuit diagrams, provided he takes 
care not to exceed the maximum rat- 
ings of the transistors he uses. The 
transistors employed need not have 
similar gain characteristics, as long as 
both p-n-p and n-p-n units are used, 
transistors of different manufacturers 
may be employed, if desired. How- 
ever, a small voltage gain transistor 
should not be employed with a high 
power transistor where direct-coupling 
is used. 
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Completely New! 
DYNAKIT MARKII 


An amplifier kit which provides the 
finest sound at low cost. The listening 
quality of the Dynakit is unequalled by 
any amplifier, regardless of price; and 
this kit can be readily assembled in 
about three hours. PS 
The Dynakit uses a new bug-free circuit, 
designed by David Hafler. Complete repro- 
ducibility of operating characteristics is 
guaranteed by the use of a factory-wired 
printed circuit board. The Dynakit comes 
complete with all components including the 
super-fidelity Dynaco A-430 transformer. 


Specifications: ; 
Power Output: 50 watts continuous rating, 100 
watts peak. Distortion: under 1% at 50 watts, 
less than 1% harmonic distortion at any fre- 
quency 20 cps to 20 kc within 1 db of maximum. 
Response: Plus or minus .5 db 6 cps to 60 kc. 
Plus or minus .1 db 20 cps to 20 kc. Square 
Wave Response: Essentially undistorted 20 cps 
to 20 kc. Sensitivity: .5 volts in for 50 watts out. 
Damping Factor: 15. Output impedances: 8 and 
16ohms. Tubes: 6CA7/EL-34 (2) (6550's can also 
be used) 6AN8, 5U4GB Size: 9” x 9” 656” high. 


net 


maco Output + | 
Transformers 


Featuring para-coupled 


windings, a new design 
principle (patents pend- 

ing). These transformers 

use advanced pulse tech- 

niques to insure supe- 

rior square wave per- 
formance and undistort- 

ed reproduction of tran- 
sients. Dynaco transformers 

3 handle full rated power over the 
. entire audio spectrum from 20 cps to 
20 ke,. without sharp rise in distortion at the 
ends of the band which characterizes most 
transformers. Conservatively rated and = 
anteed to handle double nominal power from 
30 cps to 15 ke without loss of performance 


— Specifications: 


Response: Plus or minus 1 db 6 cps to 60 
kc. Power Curve: Within 1 db 20 cps to 20 
kc. Square Wave Response: No ringing or 
distortion from 20 cps to 20 kc. Permissible 
Feedback: 30 db. 

MODELS 


A-410 10watts 6V6, EL-84 14.95 
A-420 25 watts KT-66, 5881, EL-34 19.95 
A-430 50watts 6550, EL-34 (6CA7) 29.95 
A-440 100 watts 6550 é 
(all with tapped primaries except A-440 which 
has tertiary for screen or cathode feedback) 
Additional data on Dynakit and 
Dynaco components available on re- 
quest including circuit data for 
modernization of Williamson-type 
amplifiers to 50 watts of output and 
other applications of Dynaco trans- 
formers. 


DYNA COMPANY 


Dept. RT 5142 Master St. 
Phiia. 31, Pa. 


Keep your Triplett and Jackson tube testers 


up-to-date for the new radio and TV tubes. 


TRIPLETT MODEL 3423 


Knobs 
Tube A B CDEFG Lever Position Meter 
Type Cir Fil Load Up wn Reads 
2B7 Test 2 2.5 76 10046 7 16 Good 
2W3 2.5 32 30046 8 2 Good 
2X2 (879) 2.5 37 600X6 1 4 Good 
2X2A 2.5 37 600X6 1 4 Good 
6AJ4 6.3 11 51052 8 127 6500 
Put special-normal switch in special position 
3, 4, 6, 9, also show short 
6BH8 6. 33 52033 4 125 2145 
6BH8 Test 2 6.3 17 57892 4 567 4200 
6BL4 63 13 60056 7 38 Good 
(Pins Z & 5 also show short) 
6BQ6GA 6.3 7 50046 2 3578 Good 
6BQ6GT 6.3 26 354Y3 7 258 3380 
6BW4 6.3 60 10076 4 59 Good 
6BW4 Test 2 6.3 60 10016 4 59 Good 
CK 5694 6.3 44 64034 2 147 1040 
CK 5694 Test 2 6.3 44 65064 2 578 1040 
CK 5785 1.4 90 10016 6 7 Good 
6085 (E80CC) 6.3 37 67063 9 4578 1855 
6085 (E80CC) T2 6.3 37 62013 9 2345 1855 
6086 (18042) 19.6 18 52162 4 2359 5330 
9005 2.5 65 10046 1 367 Good 
JACKSON MODEL 49 
Cath. 
Tube Section A B C D Shorts E 
3B2 D 3.0 2 13568 0 i 60 
3CE5 , 3.0 3 7X 156 2 30 
3DT6 P 3.0 3 xX 1567 2 30 
4BS8 T 4.2 4 xX 12 3 30 
T 4.2 4 xX 67 8 30 
5AS4 D 5.0 4 4 12 
D 5.0 2 6 re 10 
5BR8 P 5.0 4 ».¢ 679 8 30 
7. 5.0 4 xX 12 3 30 
5BT8 P 5.0 4 x 678 9 30 
D 5.0 4 1Xe 3 47 
D 5.0 4 2Xe 3 47 
5V3 D 5.0 2 4 10 
D 5.0 2 R 6 f 8 
6BE8 P 6.3 4 Xx 679 8 32 
“i 6.3 4 xX 12 3 32 
6BH8 Pp 6.3 4 xX 789 6 31 
+ 6.3 4 D.¢ 23 6 31 
6BJ8 T 6.3 4 7 9 7 
D 6.3 4 1Xe 2 47 
D 6.3 4 6Xe 3 47 
6BL4 D 6.3 7 1246 5 3 4 
6BR8 P 6.3 4 x 679 8 30 
T 6.3 4 xX 12 3 30 
6BS8 T 6.3 4 xX 12 3 30 
ey 6.3 4 X 67 8 30 
6BT8 P 6.3 4 xX 678 9 30 
D 6.3 4 1Xe 3 47 
D 6.3 4 2Xe 3 47 
6BW4 D 6.3 4 1 9 16 
D 6.3 4 7 9 16 
6CE5 Pe 6.3 3 7 156 2 30 
6CH7 T 6.3 4 9X 12 3 30 
T 6.3 4 9X 67 8 30 
6CL5 , 6.3 2 134 580 6 4 
6CU5 P 6.3 3 5 267 1 4 
6DN6 P 6.3 2 580 3 4 
6DQ6 P 6.3 2 450 8 4 
6DT6 Pr 6.3 3 x 1567 2 30 
12BW4 D 12.6 4 1 9 16 
D 12.6 4 7 9 16 
12CU5 e 12.6 3 5 267 1 4 
12DQ6 P 12.6 2 450 8 4 
19AQ5 P 19.0 3 7 156 2 8 
25DQ6 4 25.0 2 ae 450 8 4 
X-155 : 3 6.3 4 x 12 3 30 
: 6.3 4 x 67 8 30 
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Certified Record Revue 
(Continued from page 58) 


will find interesting and attractive. Not the 
least of these attractions is the common de- 
nominator of all Tchaikovsky scores . . . the 
essential lyricism and the melodic resources. 
The melodic line here is subdued, but none- 
theless contributes much to the beauty of the 
score. The 4th and last movement of the 
“Suite” is as famous as the first three move- 
ments are obscure . . . the well-known much 
played “Theme and Variations.” This read- 
ing by Boult is well thought out and moves 
along with judicious tempi. The sound also 
adds to the attractions of the disc, with the 
strings especially noteworthy for their smooth 
projection. Both sound and performance- 
wise this recording i is infinitely superior to the 
Goehr version on a Concert Hall Society disc, 
the only other recording in the catalogue. 
Recommended. 


BACH FOR PERCUSSION 
New York Percussion Ensemble con- 
ducted by Harold Glick. Audio Fidelity 
AFLP1812. RIAA curve. Price $4.98. 

If you think the title of this disc is con- 
fusing, wait until you hear it! A gent named 
John Klein, a very versatile fellow who has 
composed quite a number of classical works 
and who has arranged music on shows like 
the “Hit Parade” and “Stop the Music,” has 
transcribed three of Bach’s great organ works 
for percussion! The “Toccata and Fugue in 
D Minor,” the great “G Minor Fugue” and 
the “Toccata in F Major” get the treatment 
and the results are quite unlike anything 
you’ve ever heard. There will be many who 
will dismiss this as utter nonsense. Others, 


. 


like the hi-fanatic will greatly enjoy it from 
the aspects of sound alone, and undoubtedly 
many serious musicians and musicologists 
will appreciate the ingenuity of the structure 
and scoring and the remarkable percussive 
textures Mr. Klein achieves. If you listen 
closely, the rhythmic patterns of the Bach 
works are easily discernible. Probably the 
biggest sales will be to the hi-fi nut who 
wants to really gorge himself on percussion 
and transients. Among the instruments that 
are heard with superb fidelity are tympani, 
bass drum, snare drum, claves, woodblocks, 
tambourine, small and’ African tom-toms, 
bongo drums, tam tam, boombams, triangles, 
cymbals, finger cymbals, conga drums, tim- 
bales, cowbells, etc., etc. Whew! 


BERLIOZ 

FAMOUS OVERTURES 
L’Orchestre de la Societe des Concerts 
du Conservatoire de Paris conducted by 
Albert Wolff. London LL1297. RIAA 
curve. Price $3.98. 

There will be people who pity conductor 
Albert Wolff because the poor man never 
seems to be able to record anything but 
warhorses. On the other hand, you can hardly 
blame London for this state of affairs, because 


everything Wolff has done for them, he has’ 


done so well that the records are best sellers. 
Wolff seems to have a peculiar knack of tak- 
ing even the lowliest potboiler and giving it a 
new enough twist to make it newly interest- 
ing. Of course, the fact that he has also re- 
ceived some of London’s very best recorded 
sound doesn’t hurt matters! Here we find 
him holding forth with Berlioz overtures; 
“Le Corsaire,” “Les Francs-Juges,” “Le Roi 
Lear” and “Roman Carnival.” While no 
match for Berlioz champions like Beecham 
and others, his readings are more than accept- 


able. No feet dragging here . . . all are nicely 
paced with brisk, spirited tempi. The or- 
chestra no doubt deriving inspiration from its 
native repertoire plays very well and, as usual, 
Wolff has been favored with a hugely propor- 
tioned “big-hall’” sound, whose rich resonance 
is complemented by sparkling detail. A de- 
lightful recording. 


BEETHOVEN 
PIANO CONCERTO NO. 4 
IN G MAJOR 
Claudio Arrau, pianist, with Philhar- 
monia Orchestra conducted by Alcea 
Galliera. Angel 35300. RIAA curve. 
Price $4.98. 

Angel keeps on adding illustrious names to 
its roster of artists. Here is newly-signed 
Arrau’s first effort, a splendid reading of 
Beethoven’s “4th Piano Concerto.” Also be 
it noted that Angel has contracted the famous 
Jose Iturbi, and some of his particular key- 
board magic will no doubt reach us soon. 
Arrau’s tenure with Columbia was not very 
happy, although several notable recordings 
were made. To me, he has always seemed a 
sort of “orphan pianist,” not well understood 
and talent largely misused by the companies 
recording him. It would seem that Claudio 
has found a happier niche with Angel, at least 


* on the basis of this first effort. This is a 


beautiful recording, equalled by few and su- 
perior to most of the 14 other recordings 
in the catalogue. His is a warm, highly ex- 
pressive reading, not without its tougher fiber, 
but lacking the huge power of the Backhaus 
or Schnabel versions. His mood is reflective 
rather than dominant, but this detracts little 
from his smooth, unmannered exposition of 
the score. Of the sound afforded Arrau, there 
is no doubt that this is the most pervasively 
realistic among all the other recordings. The 
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Yew. SUPREME 1956 TV Manual 


AMAZING BARGAIN 


The new 1956 TV manual is the 
scoop of the year. Covers all im- 
portant sets of every make in one 
giant volume. Your price for this 
mammoth manual is only $3. This 
: super-value defies all competition. 

: ee Other annual volumes at only $3 
each, alain all dain ated for quicker TV servicing. Factory 
service material simplifies repairs. Practically tells you how to find 
each fault and make the repair. More pages, more diagrams, more 
information per dollar of cost. Get the best for less. Get SUPREME. 


TELEVISION SERVICING COURSE 
Let this new course help you in TV servicing. 
Amazing bargain, complete, only $3, full price for 
all lessons. Giant in size, mammoth in scope, 
topics just like a $200.00 correspondence course. 
Lessons on picture faults, circuits, adjustments, 
short-cuts, UHF, alignment facts, hints % 
antenna problems, trouble-shooting, test 
“ equipment, picture analysis. Special, only 


Companion RADIO COURSE, Introduction to TV 
Here is your complete radio training in 21 easy-to-follow lessons. Covers $950 
——— 


fundamentals, fault finding, use of test equipment. Everything in a 
gest out RADIO DIAGRAMS 


Introduction to TV. Self-test questions. New edition. Special, only.. 
Here is your complete source of all 


needed RADIO diagrams and service data. 
Covers everything from the most recent 1956 
radios to pre-war old-timers; home radios, 
auto sets, combinations, changers, FM, 
and portables. Sensational values. Only 
$2 for most volumes. Every manual has 
extra large schematics, all needed align- 
ment facts, parts lists, voltage values, 
trimmers, dial stringing, and helpful. hints. 
Volumes are large in size, 84x11 inches, 
about 190 pages. See coupon at right for 
@ complete list of these radio manuals.> 


Supreme Publications 


All Leading Parts Jobbers 


Sold by 


duly, 1956 


COVERS ALL POPULAR SETS 


Here is your service data for faster, easier 
TV repairs. Lowest priced. Best by compari- 
son. Supreme TV manuals have all needed 
service material on every popular TV set. Help- 
ful, practical, factory-prepared data that will 
really make TV servicing and adjustment easy 
for you. Benefit and save with these amazing 
values in service manuals. Only $3 per mam- 
moth volume. The choice of wise servicemen. 


SIMPLIFIES TV REPAIRS 


These giant TV manuals have complete cir- 
cuits, alignment facts, response curves, service 
hints, production changes, voltage charts, 
waveforms, and many double-page schematics. 
Here are your authentic service instructions to 
help you do expert work quicker; and priced at 
only $3 per large yearly manual. Repair any 
TV model ever made by having in your shop all 
10 volumes as listed in coupon. Your special 
price for all, only $30. Or try the new 1956 
TV manual to see what an amazing bargain you 
get for $3. Send no-risk trial coupon today. 


The repair of any tele- 
vision set is really simple 
with Supreme TV service 
manuals. Every set is cov- 
ered in a practical manner 
that will simplify trouble- 
shooting and repair. This is 
the help you need to find 
toughest faults in a jiffy. 
Each $3 TV volume covers 
a whole year of -service m: 
terial. New Television Serv- 
icing Course will aid _ 
in learning TV. 
nb Supreme Manuals ~ 

each year instead of 
pendies dollars every week 
for data not needed. 
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featuring: 


* NEW Overhead Recording Lathe 
with provision for run-in and run- 
off grooves. 


* NEW Vertical Cutting Head (50 
to 10,000 cycles). 


* NEW Rek-O-Kut Playback Arm 
Model 160 for records up to 16”. 


Complete (less microphone) $5 99* 
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Records Live, ‘off-the-air’, from 
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Write for features and specifications to Dept. G 12 
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piano is big-toned, but very smooth and 
liquid in its projection, there is no transient 
overload or ringing, no hammer-action sound 
to spoil the illusion of presence. Galliera con- 
tributes a well-balanced, nicely-paced or- 
chestral accompaniment in fine rapport with 
the soloist. An auspicious debut by Arrau on 
the Angel label. 


DEBUSSY 

LA MER 

NOCTURNES 
Boston Symphony Orchestra conducted 
by Pierre Monteux. Victor LM1939. 
RIAA curve. Price $3.98. 


“Papa” Monteux has been guest conducting 


| with his old orchestra, the Boston Symphony, 


and now and then Victor issues the fruits of 
some of these sessions. This “La Mer” has 
much to recommend, being a better perform- 
ance than most in the catalogue, but like any 
recording of this work it must inevitably 
stand comparison with Toscanini’s glorious 
reading. No, it doesn’t equal that impas- 
sioned tour-de-force by the Maestro, but it 
has virtues of its own, virtues which are really 
a reflection of Monteux’s feeling for the score. 
He brings to the work order without fussi- 
ness, tempi which are brisk but not head- 
long, and warmth but not passion. The 


- result is easy listening, a confidence in Mon- 


teux’s orchestral mastery, even though his 
white-capped sea is subsidiary to the tempest 
of Toscanini’s. Soundwise this is one of the 
best in the catalogue with fabulous string 
sound from the Boston players, as well as 
bright brass and sharp percussion. “Noc- 
turnes” receives a well-rounded performance, 
excelled only by Stokowski’s version. Here 
too is first class sound with particularly good 
quality from the chorus in the “Sirenes”’ sec- 
tion. 


GRIEG 
PEER GYNT SUITES NOS. 1 AND 2 


| IPPOLITOFF-IV ANOFF 


CAUCASIAN SKETCHES 
Hollywood Bowl Symphony Orchestra 
conducted by Felix Slatkin. Capitol 
P8329. RIAA curve. Price $3.98. 


Slatkin is a more than ordinarily percep- 
tive conductor who has done some notably 
good work for Capitol. Even here, saddled 
with these warhorses, he does an excellent 
job. He is more successful in his reading 
of the “Peer Gynt Suites” than Ormandy 
who is his only close competitor, although 
his orchestra is no match for the Philadelphi- 
ans. The popular “Caucasian Sketches” are 
given a good performance and the sound 
quality of both this and the “Peer Gynt” is 
some of Capitol’s best. Recommended. 


BEETHOVEN 

SYMPHONY NO. 5 
SCHUBERT 

UNFINISHED SYMPHONY NO. 8 
Boston Symphony Orchestra conducted 
by Charles Munch. Victor LM1923. 
RIAA curve. Price $3.98. 


Ordinarily, with 15 or 20 recordings of a 
given work in the catalogue, any further 
duplication is a case for howls of dismay. 
And while in most respects a new Beethoven 
“Sth” is hardly cause for rejoicing, there is 
the saving grace with this work (if with no 
other) that this new recording might be it 

. . at last the Beethoven “5th.” Alas, this 
effort by Charles Munch achieves the same 
thing as a number of others . . . a very close 
miss .. . but no hit. The definitive Beetho- 
ven “5th” is not yet, and for that matter may 
never be. Taken for itself, however, this is 
one of the best available. Munch has chosen 
brisk tempi, generally well suited to his de- 
mands from the orchestra, and if he had not 
dragged the andante in the second movement, 
we might have had something. He elicits 


some wonderfully expressive sound from his 
great orchestra and the tumultuous finale is 
perhaps better done than in any recording so 
far available. The real value of this record- 
ing aside from the generally excellent per- 
formance is the sound. Once in a while, at a 
recording session with no change of technique 
involved, everything just “clicks.” Whether 
it’s the hall with that particular repertoire, 
the temperature in the hall, the spirit of the 
musicians, whatever it is . . . it happened in 
this recording. This is Boston Symphony 
sound which in its warmth, its inner detail, 
its cleanness of string and brass and wood- 
wind, and its spacious acoustics I have not 
heard before. It is quite a wonderful effect 
and makes this record a desirable buy if for 
no other reason. The Schubert “Unfinished” 
gets a good but not spectacular performance, 
but it too in lesser measure shares the bounty 
of good sound. Try this and see if you concur. 


BARTOK 

SECOND SUITE FOR ORCHESTRA 
Minneapolis Symphony Orchestra con- 
ducted by Antal Dorati. Mercury MG 
50098. RIAA curve. Price $3.98. 


With so much duplication of repertoire go- 
ing on, it is always a welcome task to re- 
view a record premiere, especially when it is 
a work by an acknowledged master like Bela 
Bartok. This first LP of his “Second Suite 
for Orchestra” is going to be hard to beat if 
there are subsequent editions. For one thing, 
Dorati who was a friend and pupil of Bartok 
brings his authority to the reading. For an- 
other thing, this has sound that defers to 
none in matters of wideness of frequency and 
dynamics and lack of distortion. This color- 
ful score is a product of the voung Bartok, 
completed in 1907 when he was 26. As such, 
while it does not have as much of the wild 
atonalities and dissonances of his later works, 
these elements make brief appearances 
throughout the score. The work is essentially 
rhythmical and lyrical and is consequently 
easier to assimilate than the later scores. As 
with most Bartok it is full of contrast and, 
needless to say, lends itself very well as a 
vehicle for modern hi-fi recording. While not 
as spectacular in the direct sense as other 
Mercury recordings, it is equally amazing in 
a different way ... there are thin gossamer 
sound textures here which are as difficult to 
record as the most florid percussion and 
brass passages. The fine delineation of harp 
and tympani over bassoon and other wood- 
winds in the finale and string and woodwind 
textures in other places is a recording chal- 
lenge that has been met most successfully. 
I have no knowledge of the score but Dorati 
never seems to be in any difficulties and he 
receives splendid support from his orchestra. 
This might be a good score for an introduc- 
tion to Bartok’s music, and if there are still 
some readers who have not made the ac- 
quaintance of Bartok, this is less likely to bite 
you than most of his other works. 


FLOTOW 
MARTHA (COMPLETE OPERA) 

Feruccio Tagliavini, tenor; Carlo Ta- 
glibue, baritone; Pia Tassinari, con- 
tralto; and Elena Rizzieri, soprano with 
symphony orchestra and chorus of Ra- 
dio Televisione Italiana (Turin) con- 
ducted by Francesco Molinari-Pradelli. 
Cetra B1254. RIAA curve. Price $9.96. 


Two discs. 


The second recording of “Martha” in the 
LP catalogue, this will be welcomed by many 
for a variety of reasons. It has a far better 
cast than the Urania recording, the sound is 
infinitely better, it is now two records instead 
of three and thus cheaper. Infrequently per- 
formed in this country, “Martha” still enjoys 
quite a vogue in Europe. More often than 
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not “Martha” has come to mean in this coun- 


mezzo-soprano; Richard Tucker, tenor; 


unlikely to be surpassed in this respect. In 


cag try, the famous tenor aria “M’appari,” and Tito Gobbi, baritone; Giuseppe Modesti, the London set we have Tebaldi as “Aida” 
jing Eos in the late thirties this was even made into a__ bass and soloists with the orchestra and with her supremely beautiful voice. Few will 
cord. popular song. For those interested in opera, chorus of La Scala (Milan) conducted deny that in terms of sheer vocal beauty she 
tt _per- there is much more to this sparkling score by Tullio Serafin. Angel 3525C. RIAA has any peer .. . yet her acting while fair 
eo than that one aria, and a listen to this ex- curve. Price $15.94, Three dises. enough, is far from the Callas brand. And 
hnique cellent performance will be worth your while. This is a fabulous new production of what about Milanov, the Victor “Aida”, 
Thether Tagliavini is well cast as Lionel, for the de- “Aida” from Angel. You might say that this whose power is equalled by neither of the 
artoire mands of the role are not taxing to his voice _is the final entry in the sweepstakes for re- | others and who has quality in her voice and 
of the except for the aria, which he assays with but cording of choice, the London and Victor en- _ is also a fair actress? You see what I mean? 
med in little straining. Pia Tassinari is her usual re- _ tries having appeared earlier. For those opera The same thing could be applied to the role 
phony liable self as Nancy, Tagliabue is in good lovers who have put off making their pur- of Radames. Among tenors Tucker, del 
detail voice as Plunkett. The other singers are com- _ chases until all entries were in, I feel sorry. Monaco, and Bjoerling, which one is the 
eau. pletely unknown to me, but do well enough. Not that they have waited unnecessarily, but best singer, actor, or combination of both? 
ve not Rizziere as Lady Harriet (“Martha”) has a that the final choice is still more complicated Truly among the three prime versions there 
- effect pretty young voice, with some unsteadiness now. In the last analysis, I think you will would seem to be an embarrassment of riches. 
oF fae in her higher register her main shortcoming. probably have to ignore the critics and make Of course there is also the matter of the sub- 
ished” Pradelli deserves a lot of credit for holding your own decision based on your preferences __ sidiary roles and the chorus and what kind of 
mance the production together so well and for his for some artists versus your prejudices against | performance is offered by the various con- 
ealaty excellent work with chorus and orchestra. others. ductors. Too bad everyone can’t have his 
oncur Nice sound here, with voices well: projected To illustrate what I mean take the role of ideal cast in one album, but that’s the way it 
| : and good balance between vocal and or- “Aida.” In this new Angel we have the _ is and choose you must. 
chestral elements. A desirable recording of an fabulous Maria Callas. Her voice is not gen- - Here is my own choice and my reasoning 
unjustly neglected work. erally acknowledged as being too pretty, but ... hate me for it if you will. All factors 
STRA none of the other “Aidas” can hold a candle _ considered, among the three, this new Angel 
Bes VERDI to her acting. Her dramatic intensity, which gets my vote. Prime factor I admit was Cal- 
y MG AIDA (COMPLETE OPERA) she manages to project in her voice, is some- las. Her portrayal was to me the most hu- 
: Maria Callas, soprano; Fedora Barbieri, thing that few opera singers have and she is man, the most believable, even if her voice 
re go- 
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APPRECIATES 
THE HARTLEY 


It is a proven, scientific fact that musi- 
cal sounds DISCRIMINATE. They give 
more listening pleasure to one person 
than any other, due to the ability of 
some blessed ears to hear true pitch. 
Those of you who belong to this for- 
tunate group will truly understand and 
appreciate the greatness that is the 
Hartley 215 Speaker system. 


THE SPEAKER _ 
THAT PRODUCES NO SOUND 


Whether it be a fanfare of trumpets 
or the roll of a drum, the sound of the 
instruments — nothing else — comes 
through the Hartley Speaker system. 
It is free from resonance — free from 
distortion. Laboratory tests confirm this 
statement. 
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could not match the luminous beauty of Te- 
baldi. For Radames I would have preferred 
del Monaco, but if I want Callas I must take 
Tucker in this role. And though he strains 
and bellows occasionally, there is less dispar- 
ity among the tenors and Tucker’s job is 
good enough. As far as Amonasro is con- 
cerned, I would have chosen Leonard Warren, 
but Gobbi has the job in this Angel set and 
runs a close second to Warren in vocalizing 
and about equal in acting ability. For the 
other roles the choices in the Angel were not 
always what I would have preferred, but the 
average was good enough. 

Two big final factors decided me .. . by 
far the best conducting was that of Serafin. 
Erede on London is a good opera man, better 
on some works than Serafin, but neither he 
nor Perlea in the Victor set managed such a 
well-integrated, nicely-paced reading. The 
other factor was the superb sound of the 
Angel discs. The Victor is passably good but 
not outstanding, the London a very fine re- 
cording some years back, is showing its age. 
Solo work in the Angel set, both male and 
female was exceptionally well miked, the 
voices coming through with perfect defini- 
tion. The choral and orchestral work is of 
very high order, with no “blast” or fusion 
that was noticeable. Very good string, brass 
and woodwind sound and the whole wrapped 
in live sounding spacious acoustics. Through- 
out the work frequency and dynamic range 
was very wide, and there was no audible pre- 
or post-echo from the grooves. Summing up 

. . not a “perfect” recording by any means 
but for me the most convincing “Aida” now 
in the LP catalogue. 


VERDI 
LA FORZA DEL DESTINO 
(COMPLETE OPERA) 

Renata Tebaldi, Mario del Monaco, Et- 
tore Bastianini, Cesare Siepi, Fernando 
Corena, Giulietta Simionato, and others 
with chorus and orchestra of L’Accade- 
mia di Santa Cecilia (Rome) conducted 
by Francesco Molinari-Pradelli. London 
XLLA37. RIAA curve. Price $19.92. 
Four dises. 

Any dyed-in-the-wool opera lover will take 
note of the cast in this recording and prompt- 
ly shout Hallelujah! Without doubt, this is 
one of the most_ magnificent casts ever as- 
sembled for the Verdi masterpiece. If the 
Metropolitan were able to present as impos- 
ing a production, the afficionados would beat 
down the doors! In many ways any com- 
parison of this recording with the Angel re- 
cording, its only worthwhile competitor, is 
similar to the situation with “Aida.” But the 
issues here are more clear cut. True, the 
principals in each cast are virtually identical 
in “Aida” and “La Forza”, but what is a good 
and a comfortable role for a given artist in 
one opera, is not necessarily so in the other 
opera. I'll grant that the perfect cast for any 
opera (that is, perfect for everybody’s in- 
dividual taste) has never been assembled. 
There are one or two roles in this recording I 
would prefer to see handled by others, but 
by and large, this is to me the most generally 
satisfactory group of singers I have ever 
heard in this particular opera, either live or 
recorded. 

Space does not permit much analysis, but I 
can say that the vocalizing and general char- 
acterization of del Monaco as Don Alvaro is 
outstanding, definitely one of the best things 
he has done. Tebaldi is a golden-voiced and 
utterly convincing Leonore, Bastianini as Don 
Carlo exhibits a richly resonant voice, beau- 
tifully controlled and he sounds better here 
than in any other role I can remember. Siepi 
as Padre Guardiano is in particularly fine 
voice, its deep richness wonderfully projected. 
And one’s regard for Simionato grows the 
more she is heard. As Preziosilla she is su- 
perb, for her voice is really lovely, and acting 


really good. Many of the subsidiary roles are 
handled by singers of considerable artistic 
stature and, on the whole, the results are 
highly gratifying. 

Old Maestro Pradelli is in charge of pro- 
ceedings and, as usual, he elicits some wonder- 
ful playing from his orchestra, maintains a 
good balance between orchestra and chorus, 
and generally keeps things running along 
smoothly. Except for a little too fast a pace 
in the final act, his tempi are all quite rea- 
sonable. Most outstanding in this album is 
the sound, which is one of the most satisfac- 
tory recordings ever made by London. The 
balance is nigh perfect, the acoustics are spa- 
cious but not overdone, frequency range and 
dynamics are as wide as most symphonic 
material. The voices have a pure clear defi- 
nition that makes for easy intelligibility, 
and the orchestra is good sounding too, with 
bright string tone, crisp brass and percus- 
sion. Pre- and post-echo, the curse of many 
an opera recording is almost totally absent 
here. All in all, this is one of London’s most 
stellar achievements in recorded opera. 
Highly recommended. 


ROSSINI 

FIVE OVERTURES 
London Symphony Orchestra conducted 
by Pierino Gamba. London LL1366. 
RIAA curve. Price $3.98. 

Not too long ago Gamba was a child prod- 
igy in a strange field . . . conducting. Dis- 
missed by many as mere sensationalism, the 
young Mr. Gamba has evideritly weathered 
the storm and if we can judge by his picture 
on the album cover, he is considerably ma- 
tured. He conducts the “Siege of Corinth,” 
“T] Signor Bruschino,” “La Cenerentola,” 
“Tancredi” and last, but not least, ‘William 
Tell” overtures. He is no slouch either .. . 
he knows how to control his forces quite well 
and his readings are quite acceptable. Of 


~ course he doesn’t equal the refinement and the 


fire and dash that Toscanini and others have 
brought to these scores, but that’s hardly a 
fair comparison. Main advantage here is the 
resplendent sound, by far the best available 
for these works. Nice incisive strings, bril- 
liant brass, and some notably accurate per- 
cussion combine with the fine acoustics for 
exceptional realism. If you have kids who like 
the “Lone Ranger,” and you have a good hi- 
fi system, you can now have the dubious 
pleasure of playing for them the most hi-fi 
“William Tell” in existence! 


CHOPIN 

LES SYLPHIDES 
STRAUSS, JOHANN, JR. 

GRADUATION BALL 
Boston Pops Orchestra conducted by 
Arthur Fiedler. Victor LM1919. RIAA 
curve. Price $3.98. 

A happy combination this, as played by the 
inimitable Boston Pops. “Les Sylphides” has 
been done many times before, a notable ver- 
sion being that of Desormiere on London, and 
while that was a splendid recording and a 
good reading, we’ll have to give the blue rib- 
bon to Fiedler and his men. They are blessed 
with a more modern and felicitous sound, 
better acoustics for one thing and cleaner 
string tone for another. Main point of su- 
periority however is the Boston players who 
are quite a few rungs above the men of the 
Paris Conservatory Orchestra. With “Grad- 
uation Ball,” Fiedler has stiffer competition 
from Fistoulari on London, in both matters 
of sound and performance. The London was 
a very good recording and this just squeaks 
by as somewhat better in detail and wider in 
dynamics. Performance-wise Fiedler hurries 
things more than Fistoulari and the thing 
that saves him and makes it an exciting read- 
ing is the ability of his Boston men to play 
fast while keeping everything in nice crisp 
RADIO & TELEVISION NEWS 
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definition. Another good disc for easy sum- 
mer listening. 


Tape Review 


DVORAK 

SYMPHONY NO. 5 
Philharmonic Symphony Orchestra of 
London conducted by Artur Rodzinski. 
Sonotape SW3002. 7” reel, half-track, 
71% ips. NARTB curve. Price $8.95. 


This is a particularly fine symphonic re- 
cording on a Sonotape and on comparison 
with the Westminster original, it is easy to 
discern how much better is the tape and why 
it is worth the difference in price. The string 
tone which was quite good on the disc seems 
almost “shrieky” when you hear the bright 
but smooth tape sound, the trumpets and 
trombones, clear in their enunciation on the 
disc, really speak out in huge forceful brazen 
tone on the tape. Woodwinds have a purity 
of tone and an almost palpable liveness and 
the percussion which has always been a West- 
minster specialty and was excellent on the 
disc, is really spectacular here, with a bass 
drum of noble proportions and cleanness, and 
tympani which sound out with great weight 
and sharply accented precision. The London 
Symphony under its nom-de-plume, does a 
superb job under the expert urgings of Rod- 
zinski. The Dvorak work has long been one 
of his specialties and he acquits himself well 
here in a fast-paced rather taut reading that 
generates plenty of excitement. Really a per- 


formance good enough to stand beside such 
notable efforts by Kubelik and Toscanini. A 
fine performance and a magnificent sound add 
up to one of the most satisfactory recorded 
tapes now available. 


Hi-Fi—Audio Equipment 
(Continued from page 84) 


+2 db at 40 to 15,000 cps. Input is 
provided for two high impedance mi- 
crophones with 120 db gain. 

A three-speed turntable will handle 
records up to 17%” in size. The player 
is equipped with a G-EH variable re- 
luctance twist-type pickup with indi- 
vidual easily replaceable jewelled nee- 
dles for standard or microgroove 
records. 


LOW-COST AMPLIFIER 

A low-cost amplifier which provides 
output constant within 1 db from 15 to 
30,000 cps has been added to the Fisher 
Radio Corporation line of power am- 
plifiers. 

The Model 20-A has less than .7% 
distortion at 15 watts and a virtually 
inaudible hum and noise level, 90 db 
below the full rated output. The am- 
plifier is designed to be used with any 


preamp-equalizer. In addition it is de- 
signed to operate with components 
that lack their own power supply. An 
octal socket provides all necessary a.c. 
and d.c. operating voltages, plus con- 


nections re miiiiddins the ‘niin on 
and off from a remote position. Output 
impedances are 4, 8, and 16 ohms. 

Write the company at 21-21 44th 
Drive, Long Island City 1, New York 
for complete specifications. 


MATCHED ENCLOSURES 
G & H Wood Products Company, 
Inc., 99 North 11th Street, Brooklyn, 
New York has added matched speaker 


beginners, and telegraphers. 


PRACTICE CODE TAPE SETS 


INKED PAPER TAPES—For code practice and training—for radio operators, Hams, amateurs, 
15 lessons to a set on 16 mm 400 ft. reels that can " $1 8. 9 5 
be reproduced on TG-34A and TG-10 Keyers. SET OF 15 REELS IN WOOD CASE.. 


TG - 34A KEYER: 


— jack for plugging in headset. 
ator for use with hand ke 


Automatic unit for reproducing audible code practice signals 
ab ha ag | recorded in ink on paper tapes—with speaker and 

ariable speed motor control to 25 WPM, keying oscil- 
y—Complete portable unit with Tubes and ns PPE 


w: $16.95 


N 
BC-216 Amplifier—6F7 & 39/44.....,... USED: 1.50 
BC-229 /429 Receiver—2500-7700 KC w/Coils. U: 6.95 
BC-230 Transmitter—2500-7700 KC w/Coils..U: 8,95 
BC-347 Amplifier—i/6F8G tube...N: $3.95; Uz 1.95 
BC-357 Beacon Rec.—75 MC..... SN: $4.95; Us 2.95 
BC-367 Amplifier—2/6V6 tubes. . : 


BC-375 Transmitter ....cccccccccccccess Used: 29.95 
Tuning Units {/BC-375; TU-5-6-7-8-9-10-26. 
U: Ea. 3.95 
Cables f/BC-375/BC-191, PL-61, 64 or 59. 
each end: Ea, 2.75 
BC-442 Antenna Relay Box—w/Cond...... New: 2.95 


BC-463 Trans.: 67-74 MC. 20 Watt. 16 Tubes.U: 16.95 
BC-603 Receiver FM—20-28MC Used: 
BC-604 Trans.: FM—30 Watt. 20-28 MC..Used: 18.95 
BC-500 Trans. & Rec.: 25 Watt, 20-28 MC.New: 59.50 
BC-617 Receiver Only. 30-40 MC w/Dyn..Used: 24.95 
BC-654 Transceiver: 3800 to 5800 KC..... Used: 34.95 
BC-709 Amplifier—Battery Operated....... New: 1.95 
BC-745 Transceiver: 3 to 6 MC Used: : 
BC-924 Trans. FM—30 Watt. 27-38.9 MC. New: 24.95 
BC-966 IF F—i60-211 MC. 13 tubes...... Used: 5.95 
BC-1158 Trans.: 50 Watt. 53.3-95 MC..... New: 39.95 
RM-12 Radio- Telephone, Remote Control. .Used: 19.95 
RM-13 Telephone, Remote Control. N: tg 95; Uz 19.95 
RM-21 Remote Control Box for BC.66 4 
SCR-625 Mine D 


SCR-522 Transceiver: 100-156 ms... . .Used : $34.95 
Rec. Chassis only..............05- H Y 


Trans. Chassis only............... w/Tubes: 22.50 


Less Tu \ 
Schematic & Conversion Information only.. 2.50 


1D-60/APA-10 Panoramic Oscilloscope....New: 49.50 
TBY Transceiver: 20-80 MC. 4 Bands, w/Tubes.U: 19.95 
RI /ARR-1 Receiver—Converts to 2 or 6 Meters.. 2.95 
RT-7/APN-1t Altimeter—440 MC Used: 
RT-34/APS-13 Transcvr. Comp. less tubes...U: 3.95 
R-74/CRW-2 Receiver—53-88 MC—6 Tubes..N: 9.95 
TG-34A Keyer: 115/230 V 50-60 cy. w/Tubes.N: 16.95 
TG-10 Keyer: Complete w/Tubes..... Tested U: 14.95 
T-121 Transmitter—3-4 MC with Coder........ 7.95 
Range Beam Filter, Navy Type $1.95; FL-8 Used: 1.49 
EE-8 Field Telephones—Checked Used: ki 
BD-72 Portable 12 Line Switchboard..... Used: 39.95 
Sound Powered Head & Chest Set—Checked.. 3.95 
Sound Powered Head & Handset {/Mark 11.Used: 2.95 


July, 1956 


CLASSIFIED ITEMS: 


TS-9 Handset w/Switch—No Plugs.N: $5.95—U: $ 3.95 


TS-13 Handset w/Switch. PL-68 & PL-55.Used: 5.95 
TS-15 Handset w/Switch. PL-68 & PL-55.New: 7.95 
T-17 Microphone—Used. Checked............++ 3.95 
HS-30 Headset—Hearing Aid Type—L.N....... 1.50 
CD-874 Cord—f/HS-30—Low Imp., w/PL-55.U: -59 


CD-515 Cable for BC-669...............e sees 2.75 


CD-605 Cord—F /HS-30—High Imp. w/PL-54.N: = .79 
CD-307 Cord—w/PL-55 & JK-26 U: 

CD-318 Cord—2/PL-68, JK-48, & SW-141...U: 89 
GN-45 Handcrank Generator w/Legs & Seat... 9.95 
R-4/ARR-2 Receiver—234—258 MC. aaa Us 4.95 


FAIR RADIO SALES © 


BC-1206 Receiver: 200 to 400 KC.. ae 
BC-1206 Receiver/Less Tubes 3200-400 ko 'U 3.95 
12 Volt Dynamotor for BC-1206.............. 4.95 
ANTENNA EQUIPMENT: 
MP-22 Mast Base—Swivel type............000-. $2.95 
MP-S-33 Mast Base—Spring type...............- 5.95 
MP-48 Mast Base—Spring type..............005 4.95 
MP-37 Mast Base—Soring type.................. the ~ 
Mast Sections for above bases—MS-49 to 53.. 50 
BLOWERS—115 VOLT 60 CYCLE: 
100 CF M—Single outlet, size: 5” x 6”......... $ 8.95 
100 CF M—Dual outlet, size: 8” x 6”........... 13.95 
200 CFM—4” intake. Size: 8” x 7” x 6”....... 14.95 


100 CFM—Flange and Flap Director........... 6.95 


COMMAND EQUIPMENT: 


(NAVY—274) NEW: 
190—650 KC Receiver.............00.se00e $14.95 
520—1500 KC Receiver. . 19.95 
1.5—3.0 MC Receiver... 

6—9 MC Receiver...... 
100—156 MC Receiver ( 
2.1—3 MC Transmitter 7.95 


3—4 MC Transmitter. . 
4—5.3 MC Transmitter. - 4.9% 
7—9 MC Transmitter................. x 7.95 


WRITE US YOUR REQUIREMENTS: 
Whatever your needs in Generators, Blowers, Inverters, 
Motors; etc.—write us. Chances are we have it! 


32 SOUTH MAIN ST 
LIMA, OHIO 


DYNAMOTORS & GENERATORS: 


INPUT OUTPUT: STOCK PRICES: 
VOLTS: VOLTS: MA. No. USED: NEW 
12 VDC 226 DM-34 $2.95 $ 4.95 
12 625 225 DM-35 9.95 12.95 
2 PE-133 4.95 6.95 
12 or 24 540 4 DA-12 14.95 
12 or 24 230 100 DA-14 8.95 
220 70 -24 4.95 7.95 
14 1030 260 
515 215 DM-42 4.95 9.95 
375 150 BD-83 3.95 4.95 
14 VDC 330 150 BD-87 3.95 5.95 
250 50 DM-25 6.9 8.95 
14 1000 350 BD-77 14.95 29.95 
24 250 PE-86 8.95 
1000 PE-73 


28 350 95 
12 to 24 VDC PM Draameter—-Suogtios os VDC 2A, 
from ahtw my oe MA. @ 6 VDC will sup- 
ply 12 

HOSIS..... ce cccvcccccceccccccscccons New: 4.95 


METERS: 


WESTON AC AMMETER: 

vith Test. Leads, 22”, 0-15 

w est Leads, 2/2 - 

AC and 0-3 AC Scale........ $5.95 

= goes HOYT: In_ portable 

etal case, with Be Leads, ah » Fan 
Mirrored Scale 0-15. ADC 


DB METER—!0 to Plus 6, Westinghouse 3”, 
NC-35 Imp. 600 ohms @ 1000 cycle.........-. 4.95 
0-1 MA Weston 506; 242” Rd. .........+--0-5- 95 
0-3 RF AMMETER IS-128: 242” Rd...... ad 3 2.95 
0-8 Amp RF w/Thermocouple iS- Be 244” - 4.95 
0-15 AC-DC—2'2” Rd.; 1S-122 95 
0-500 MA DC—2'2” Rd.; IS- 

aes an ows: SS Simpson: 342” 

- OSU, 37 S@..cccccccccccccccese mY 
OUTPUT—5 Ranges, 4000 ohm Imp.—Used...... 4.95 


TRANSFORMERS— 
115 V. 60 CYCLE PRI: 


600 VCT/100 MA—6.3 A. S A: & V/3 A. .ccccese $4.95 
350 a. 40 MA—6.3 V/2.4 A.; oe. vi tesahe 1.75 
1300 VCT/350 MA—S inches Sa. 95 
700 VCT/150 MA—5 V/3 A.; 6.3 3.95 
2 /.015 A.; 2.5 V/175 A.; 6.3 V/ 95 
1890 V/12.6 MA—Tapped 2.5 V 2 95 
1100 V/80 MA—7.5 VCT/3.25 A. 5.95 
VCT/50 MA—6.3V/2.5 A—5V/2 A. 2.50 
662 VCT/110 MA—6.3V/ greed « eeceecacese 3.95 
T/ MA—12.6V/10 A—5V/3 A......... 5 
16 Volt 35 Amp. 115/230 Ay 95; oti Amp 1: 7 
9 Volt CT—35 Amp pk ye ans 
a aon separate windings—4 amp each.. . 5. 38 
5 Vv V/2 A.;: J2 A; &5V/6EA....... 2. 
800.6600 ee 206 = 12.5 V. 2 A.; 12.5 V. 
@2 @ 3 A—#H-108—Price........ 8.95 
2500-280 ‘Vac$0 MA, 24 V. 1 A.; and 6.3 V. 
A.—#H-109—Price 2.0... ... cee eee eens eees 4.95 


e—12.5 Hy/i00 MA 
e Hy/150 MA—200 Ohm—Open Frame. 
C Hy/150 MA—85 Ohm 


0 Wesiae an ae? x > 

MH I Kin 100 Ohme-74e" x BM? x 6M"... 
Address Dept. RN @ $5.00 Order Minimum, & 25% 
Deposit on C.0.D.’s @ Prices are F.0.B. Lima, Ohio 


e0000 


DON’T 
THROW 
OLD 
RADIOS 
AWAY! 


Here’s the data you need 
to fix them FAST...and good as new! 


Just look up the how-to-do-it data on that old 
radio you want to fix! 

Four times out of 5, this giant, 31/2-pound, 744- 
page Ghirardi RADIO TROU BLE SHOOTER’S HAND- 
BOOK gives exactly the information you need to fix it 
in a jiffy. Tells what is likely to be causing the trou- 
ble . shows how to fix it. No useless testing. No 
wasted time. Handbook covers practically every radio 
receiver model made by 202 manufacturers between 
1925 and 1942. Using it, even beginners can easily 
fix old sets which might otherwise be thrown away be- 
cause service information is lacking. With a few sim- 
ple repairs, most of these old sets can be made to 
operate perfectly for years to come. 


THE ONLY GUIDE OF ITS KIND! 
Cuts service time in half! 


Included are common trouble symptoms and their 
remedies for over 4,800 models of old home, auto 
radios and record changers. Airline, Apex, Arvin, At- 
water Kent, Belmont, Bosch, Brunswick, Clarion, Cros- 
ley, Emerson, Fada, G-E, Kolster, Majestic, Motorola, 
Philco, Pilot, RCA, Silvertone, Sparton, Stromberg and 
dozens more. Gives how-to-do-it data on SPECIFIC 
jobs——NOT general theory. Includes hundreds of pages 
of invaluable tube and component data, service short 
cuts, etc. 


~sesTRY IT 10 DAYS... at our risk!===== 


—- RN-76, RINEHART & CO., Inc. 
“ee Madison Ave., New York 16, N. Y. 

end Ghirardi’s RADIO TROUBLESHOOTER’S HAND- 
BOOK for 10-day free examination. If I decide to 
- I will then remit the full ia of only 
86.50 plus a few cents postage. Otherwisi I will 
return book postpaid and owe you nothing. 


PE. cee bakes sn) oe oad oo o6c0 250.5 bn épb-bp es 9% 


CITY. age STA 


$7.00 cash w ith outer. onls. 
ay. 


“ e 
u back if book is returned in 10 d 


TUNERS 


ONVERTERS 


CRYSTAL CONTROLLED 
POLICE * FIRE * CIVIL DEFENSE 


v Precision—Stability 
Vv Sensitivity 

¥ Easy installation 
only $29.50 net 


eA a converter supplied with com- 
mercial tolerance crystals, made to your 
exact frequency requirements. Furnished 
with tubes and crystal. 


A practical low cost uae suitable for 30-50 
or 6 meter band. Net $18.50. 


VARIABLE TUNERS 


Improved AM-FM 
now available for 
26 through {70MC 
in 3 types 
from $22.50 


12 WATT 


MOBILE PA 
AMPLIFIER 
CIVIL DEFENSE, POLICE, FIRE 


An_ extremely compact and durable 12 watt am- 
—, for 6 "and jor 12 volts. 2 inputs, one cike, 
ed ety 2 output connections. 6 volt model 
WRITE FOR LITERATURE 
KUHN ELECTRONICS 


GLENWOOD CINCINNATI 17 


OHIO 


enclosures and hi-fi equipment cab- 
inets to its “Cabinart” line. 

The Models 27 and 28 enclosures are 
available as “do-it-yourself” kits. The 
equipment cabinet will house record 
changer or player, tuner, and ampli- 
fier. The matching bass reflex cabinet 
has a baffle area of 6 square feet and 


*: 


e. YM 


i a 


stands 35” high, 2344” wide, and 1712” 
deep. While the equipment cabinet du- 
plicates the external dimensions of the 
speaker housing, the interior is divided 
into two compartments. 

Both enclosures are of white pine 
plywood, %4” thick. The grain on this 
wood lends itself to a natural blonde 
finish or the cabinets may be painted 
or stained to suit the assembler. 


OFFICE TAPE RECORDER 

Telectro Industries Corp., 35-16 37th 
Street, Long Island City 1, New York 
has developed a compact, lightweight 
tape recorder which has been especial- 
ly designed for office dictation and 
playback. 

The Model 556R has a separate mi- 
crophone which permits private re- 
cording, a separate foot pedal for in- 
stantaneous start and stop, playback, 
backspacing, erasing and editing, re- 
winding, and listening. Playback can 
be heard through an internal speaker 


The volume 
control turns the machine on. Opera- 
tion is completely automatic. 

The unit will record up to 1 hour on 


or a separate headset. 


a 5” reel of magnetic tape. Smaller 
reels can be used for shorter messages. 
The recorded tapes can be filed or 
mailed. 


NEW CERAMIC CARTRIDGE 

The electronics division of Elgin Na- 
tional Watch Company has entered the 
high-quality ceramic cartridge market 
with a new line of original equipment 
and replacement units. 

The new line will be marketed by 
the company’s California affiliate, 


American Microphone Company. A 
new turnaround “throwaway” car- 
tridge highlights the new line. It uses 
an osmium needle for both 33% and 
45 rpm play and a newly-styled sap- 
phire needle for 78 rpm recordings of 
both ancient and recent vintage. 

A positive “snap-in” action auto- 
matically locates the single needle re- 
placement in proper alignment with- 
out the use of tools. 


TAPE DECK HOUSING 

Fenton Company, 15 Moore Street, 
New York 4, New York is currently 
handling a new carrying case which is 
designed to accommodate the Brenell 
tape deck and preamplifier distributed 
by the firm. 

The case comes complete with 
mounting hardware. It is tan, leather- 
ette covered, modernistically styled 
lightweight case with white plastic 
perforated grilles on the front and 
back. The front is slanted to about 80 
degrees, thus permitting the use of the 
preamplifier combination either hori- 


zontally or vertically. This tilt makes 
the loading of tape a simple drop-in 
operation. 

The three items—tape deck, 
amp, and case—are available sepa- 
rately. 


pre- 


MICROPHONE SWITCH 

Atlas Sound Corp., 1451 39th Street, 
Brooklyn 18, New York has announced 
the availability of a new microphone 
switch, the Model FS-1. 

Although designed primarily for foot 
operation, its compact size makes it 
suitable for hand operation on table 
top, switchboard, desk, etc. It is com- 
pletely shielded and firmly grounded 
for noise-free operation. 

The Model FS-1 is supplied as a 
“press to open” switch. The normal, 
closed position shorts the microphone. 
Depression of the switch removes the 
short from the circuit and the mike 
becomes operative. 

The company will supply additional 
details and prices on request. 


PUSH-BUTTON CHANGER 

Audiogersh Corporation, 23 Park 
Place, New York 7, New York has re- 
cently introduced a new model of the 
“Miracord” record changer which fea- 
tures five push-buttons for completely 
automatic operation. 

The newest addition to the earlier 
model consists of a stop button which 
arrests the changer at any point in 
its operation and restores the entire 
mechanism to a neutral position from 
which the equipment can be put back 
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> car- into operation by pushing the “start” fications, and characteristics of each _ in this receiver; for this, a vertical fre- 
It uses button. item currently being marketed by the quency parabola is applied to a focus 
4% and The tone arm never has to be _ division. control tube. The high-voltage supply 
d sap- touched or lifted from the record and Highlighting the catalogue is a sec- must have two regulated outputs in 
ings of whatever records are on the “Magic tion devoted to the new ceramic “turn- order to maintain optimum focus, hori- 
2, Wand” spindle can remain there and over” and single needle phonograph zontal sweep operation, and index. 
auto- do not have to be discharged to put cartridges recently added to the line. This has been accomplished by use of 
dle re- the unit at the rest position. Copies of this catalogue are obtain- two all-glass gas regulators. 
with- A data sheet on the five-button able from the company at Elgin, IIli- The mixer unit consists of two tubes 
“Miracord XA-100” changer is avail- nois. Request Catalogue No. 47. -{Q9- whose triode sections accomplish near- 
able from the company on request. ly all the color signal processing re- 
quired by the receiver. The functions 
Street, AUDIO CATALOGUES Single- Gun Color Tube of this section are to generate an un- 
rently CABINART LINE BROCHURE (Continued from page 63) modulated “pilot” frequency carrier, 
hich is The “Cabinart” division of G ¢ H ——————'_ and to transfer the chrominance mod- 
>renell Wood Products Co., Inc.,99 North11th mainder of the receiver outlined in ulation to a second “pilot” frequency 
ibuted St., Brooklyn, New York has released heavy solid lines is shown in four sep-_ carrier. The latter signal is mixed 
a pocket-size catalogue detailing its arate sections: the index amplifier, with the amplified index information 
with extensive line of cabinets for speakers _ the “pilot” carrier oscillator and color derived from the CRT to form a chro- 
ather- and equipment. mixers, the writing frequency ampli- minance-modulated writing signal 
styled Pictured and described in this 34- fier, and the horizontal sweep and_ which includes the positional informa- 
plastic page booklet are kits and ready-as- high voltage. tion of the index signal. 
t and sembled units in finished and unfin- The horizontal sweep-high-voltage The chassis shown in Fig. 5 contains 
out 80 ished form. The line is extensive section is similar to monochrome prac- the complete receiver including the 
of the enough to meet the equipment hous-_ tice. Some details include the use of power supply. This receiver, as a de- 
hori- ing requirements of almost any audio- a pair of 6CD6 tubes for horizontal velopmental type, does not use an ex- 


phile. 
A free copy of this brochure is 
available for the asking. 


AMERICAN MICROPHONE LINE 
The Electronics Division of Elgin 
National Watch Company has just re- 
leased a new 20-page catalogue cover- 
ing its extensive line of American mi- 
crophones and phonograph cartridges. 
Styled in yellow and black to match 
the new packaging of the product 


drive, and a special high-perveance 
diode, the L-1379, as the damper. The 
30 kilovolt supply is obtained by a 
voltage doubler using 1B3’s. 

To aid in maintaining horizontal 
sweep linearity with changes in line 
voltage, and to maintain a nearly con- 
stant picture height, it appears advan- 
tageous to derive the plate supply 
voltage for the horizontal and vertical 
oscillators from the regulated energy 
in the horizontal system. 


cess of dual-section tubes, yet its com- 
plement is only eight tubes more than 
a shadow-mask receiver containing 
the same non-display circuitry. In the 
foreseeable future this differential 
may be not more than five tubes. 
Against this disadvantage are the po- 
tential advantages of an electron op- 
tical system requiring only two align- 
ment adjustments and a cathode-ray 
tube completely free from static and 
dynamic white balance, and magnetic 
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MINUTES IS ALL IT TAKES 
TO ATTACH IT TO YOUR 
PRESENT TVSET.... 


NO 


Changes Stations Automatically 
from Your Easy Chair or Bed Any- 
where in the Room. 
MAKES AN IDEAL GIFT 
Fits All Makes of TV Sets 


* GUARANTEED * 


‘1995 


50%, less than other TV Remotes 
No TV should be without it 


Available at Leading Dept. Stores 
and Dealers Everywhere 


AS ADVERTISED NATIONALLY 


SOME TERRITORIES 
AND FRANCHISES STILL 
OPEN FOR JOBBERS, 
WHOLESALERS, ETC. 


ALSO FACTORY REPRE- 
SENTATIVES FOR CERTAIN 
AREAS NOT PRESENTLY 
COVERED. 


@ TVREMOTE CONTROLCO. INC. 


2310 S. LaCienega Bivd., Los Angeles 34, Cal. 
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Repairing Oscilloscopes 
(Continued from page 68) 


input of the horizontal amplifier. Con- 
nect the “hot” lead from the vertical 
input of the scope to various points in 
the horizontal amplifier chain. A ver- 
tical line will be seen on the scope 
when the “hot” lead connects to a cir- 
cuit point at which signal is present. 
If a vertical line indication is obtained 
at some circuit point, say the plate of 
a tube, but is not obtained at a direct- 
ly succeeding circuit point (the grid 
of the next tube), the trouble lies be- 
tween the two points. 

2. Apply the test signal through a 
.l-ufd. capacitor to various points in 
the horizontal chain, starting with the 
horizontal deflection plates and work- 
ing backward. A horizontal line will 
be seen on the CRT screen if the cir- 
cuit between the point to which the 
signal is applied and the horizontal de- 
flection plates is operating normally. 
The first circuit point where such a 
line is not produced (when the test 
signal is applied to the point) is the 
approximate site of the trouble. Volt- 
age, resistance, and capacitor bridg- 
ing or substitution tests should locate 
the faulty component in short order. 

Keep in mind that passage of a test 
signal through the horizontal oscillator 
does not necessarily prove that the 
stage is operating normally. A tube 
can have enough gain to pass a signal 
with slight amplification, and yet may 
be unable to oscillate. In most mod- 
ern scopes, the horizontal oscillator is 
a vacuum-tube multivibrator type. 
The same troubleshooting techniques 
used for checking a comparable sweep 
oscillator in a TV set may be em- 
ployed to test this circuit. 


Other Troubles 


When a normal horizontal sweep can 
be obtained on the scope screen, but 
it is impossible to obtain a stable 
waveform by suitable manipulation of 
the sync control, sync trouble is pres- 
ent. 

On internal sync, some of the signal 
whose waveform is to be observed on 
the scope is fed back to the horizontal 
oscillator, to sync the latter. In some 
instances, an amplifier is employed to 
increase the amplitude of the sync 
signal as well as to shape it properly; 
in others, the signal is fed back with- 
out amplification. If a syne amplifier 
tube is used, and trouble is present, 
try a new tube. If this doesn’t cure 
the trouble, check the circuit through 
which the sync signal is fed from the 
vertical section ‘to the horizontal oscil- 
lator. Remember, in many cases prop- 
er lead dress is important to the cor- 
rect operation of the syne system (as 
well as the vertical amplifier). 

Hum in the sync system may be the 
cause of unstable waveforms. If the 
same sync performance is obtained 
when the sync switch is on the “inter- 
nal” as on the “line” setting, hum is 
probably present (normally, better 


sync performance should be obtained 
on the “internal” setting of the 
switch). The hum symptoms are gen- 
erally due to cathode-heater leakage 
in a tube; in cases where the scope 
has been built by the owner or im- 
properly serviced, faulty lead dress is 
likely to be the cause of hum. 

The servicing of the vertical section 
of the scope depends on the nature of 
the symptoms present. If the section 
is completely dead, i.e., no vertical de- 
flection can be obtained, check the 
tubes in this section. If no faulty tube 
is present, apply an a.c. test signal to 
various points in the vertical circuits. 
The method is similar to the one used 
in troubleshooting the horizontal 
stages, except that a sine wave rather 
than a horizontal line will be seen on 
the screen when the circuit section be- 
tween the point where the test signal 
is applied and the vertical deflection 
plates is normal. After the defective 
stage has been located via this signal 
substitution procedure, voltage, resist- 
ance, and related checks should readi- 
ly locate the faulty component. 

Other common conditions (besides 
inoperation) that may be produced by 
defects in the vertical amplifier sec- 
tion include improper frequency re- 
sponse and hum. Tests for improper 
frequency response are called for when 
application of a normal test signal— 
say, a TV horizontal syne pulse—to the 
vertical input of the scope produces a 
waveform whose shape and/or ampli- 
tude is incorrect. Hum in the vertical 
section will cause the horizontal trace 
to be wavy even when the vertical in- 
put leads are shorted together. Hum 
is usually due to heater-cathode leak- 
age in a tube, or improper lead dress 
(particularly in the first stage of the 
vertical section). 

To check the frequency response of 
the vertical amplifier, the same tech- 
niques used in checking the video am- 
plifier of a TV set may be applied. A 
response check with a square-wave 
generator is the best test. When a 
square-wave generator is not avail- 
able, the composite video signal pres- 
ent at the detector of a good TV set 
can be used. The horizontal sync pulse 
serves as the test signal in this case. 
Since the repetition rate of this signal 
is 15,750 cps, and since approximately 
20 harmonics of the fundamental fre- 
quency must be present to make a 
good square wave, proper reproduction 
of the horizontal sync pulse by the 
scope will test the response of the 
latter up to 300 ke. The service tech- 
nician must be familiar with the fre- 
quency limitations of his scope when 
making such a test. That is, he must 
know what the horizontal sync pulse 
will normally look like on the screen 
of his scope, when the latter is oper- 
ating correctly. Before a particular 
TV set is used as the source of the 
test sync pulse, make sure that the re- 
ceiver is in good working order and its 
if. system is properly aligned. The sta- 
tion being received must be tuned in 
correctly. If these precautions are not 
observed, the sync pulse seen on the 
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scope may show signs of poor frequen- 
cy response even when no defect exists 
in the scope. 

Faults to look for in the reproduced 
square wave include: 1. Tilting at the 
top of the waveform with the trailing 
edge shorter than the leading edge 
(see Fig. 5A). This characteristic in- 
dicates poor low-frequency response 
(or excessive phase shift). 2. Round- 
ing of the front corner of the wave- 
form (Fig. 5B); such a symptom 
points to poor high-frequency response. 
3. Overshoot and ringing, due to ex- 
cessive high-frequency response (Figs. 
5C and 5D). Check especially all 
coupling capacitors and plate load re- 
sistors whenever poor high- or low- 
frequency response is encountered. 


Ringing may be due to a gassy tube. 

Be sure to check the scope probe (if 
one is used) at the same time the 
scope is being checked, since a defect 
in the probe can introduce the same 
symptoms as a defect in the scope’s 
vertical amplifier. (A low-capacitance 
probe must be adjusted for the scope 
it is used with; a trimmer is provided 
in such a probe, to correct for tilt or 
overshoot.) 

When response checks of the indi- 
vidual vertical stages have located 
the faulty one, conventional voltage, 
resistance, and capacitor bridging or 
substitution tests will reveal the de- 
fective component. 

Table 1 is a synopsis of the various 
tests discussed in this article. -3Q+- 
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One of the 40-foot antennas 
for the Canadian Dept. of 
Transport’s new airport and 
airways surveillance radar 
system. It provides a scan- 
ning range up to 200 miles 
and permits tracking planes 
up to heights of 70,000 ft. 


CONTRACT for a coast-to-coast com- 

mercial airways radar system has 
been awarded to Raytheon by the Cana- 
dian Government as part of its compre- 
hensive program of transcontinental air- 
port development and air traffic con- 
trol, specifically aimed at equipping 
Canada’s airways for the coming of the 
jet age. 

The equipment, which will be in- 
stalled at 15 major airports, consists of 
Raytheon’s newly-developed AASR units 
which will permit each airport to track 
large commercial airliners within a ra- 
dius of up to 200 miles. Because Can- 
ada’s principal airports, with one excep- 
tion, are no more than .400 miles apart, 
the overlapping patterns of radar sur- 
veillance will provide almost coast-to- 
coast coverage. 

The new equipment permits the oper- 
ator to select either linear or circular 
polarization of the radar signal, depend- 
ing upon weather conditions. The cir- 
cular polarization technique is much 
like putting “english” on a billiard ball. 
When the “twisting” microwaves strike 
the storm cloud, millions of spherical 
raindrops bounce them back to the an- 
tenna with a reverse twist. Their path 
to the receiver is blocked by an elec- 
tronic filter so that they cannot register 
on the radar scope. 

When the microwaves strike the ir- 
regular surfaces of a solid object, such 
as a plane, many of them return to the 
antenna, retaining their original twist. 
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Operator views image on the Raytheon ra- 


dar screen. Geographic indications which 
permit operator to pinpoint positions of 
planes, are electronically superimposed on 
face of radar scope by flipping switch. New 
radar simplifies detection of planes because 
of system’s built-in ability to select and reflect 
only moving objects, while filtering out fixed 
objects such as buildings, mountains, etc. 


Thus they pass unhindered through the 
electronic filter to the receiver and reg- 
ister as targets on the scope. 

Another feature of the new system is 
“moving target indication” which selects 
only moving objects to be reproduced 
on the screen. Reflections from build- 
ings, mountains, and other intervening 
obstructions are filtered out. 

An electronically generated map of 
the territory over which the plane is fly- 
ing can superimposed on the face of 
the scope and become visible merely by 
flipping a switch. 

Delivery of the new units will begin 
early in 1958. 


TUSES FOR JHE 
FINEST IN HI-FI 


‘hal: 
Almost without exception, makers 
of the finest high-fidelity 
depend upon Tung-Sol Audio A 
plifier Tubes to help deliver 
performance expected of 
products 
Througt 
and the''6 
demonstra 
and maintain high-fidelity's criti- 
cai design requirements in volume 
production 
This achievement is indicative of 
the quality and dependability 
of Tung-Sol Hi-Fi, Radio and TV 
Tubes 


largest independent electron tube 


products of Americas 


manufacturer. Tung-Sol Electric Inc 
Newark 4, N. J 


* TUNG:SOL 


ELECTRON TUBES 


Tung-Sol Automotive & Electronic Products 


SAVE HOURS OF WORK 


quickly make round, square, 
key and ‘‘D’’ openings with 
Greenlee Radio Chassis Punches 


In 1% minutes or less you can make a 
smooth, accurate hole in metal, bake- 
lite or hard rubber with a Green_es 
Punch. Easy to operate . . . simply turn 
with an ordinary wrench. Wide range 
of sizes. Write for details. Greenlee Tool 
Co., 1887 Columbia Ave., Rockford, Ill, 
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TOWERS 


Looking for a tower that is easy to erect 
yet strong enough to withstand severe 


winds? This is it! E-Z Way Towers will 
stand a wind load of 40-60 Ibs. per sq. 
ft. And with the new E-Z Way portable 
gin pole it’s easy to erect a 120 ft. tower 
in one piece without leaving the ground. 
Unbelievable, isn’t it? But E-Z Way 
Towers have been tested and proven. 
Thousands of E-Z Way Towers are giv- 
ing outstanding service in all parts of 
the country and abroad. That's why E-Z 
Way is the Industry’s New Leader. Find 
out about E-Z Way now! 


SEND TODAY FOR 
FREE CATALOG 


Dept. Cn | 
£-Z WAY TOWERS . 
P. O. Box 5491, Tampa, Florida | 
Send me your FREE catalogue on the following 
towers: | 
0 Television 
0 Two-Way Communication | 


eee ewer ree ewaeeeeeeseeseses 
Seem meee weer seer eeereseeeseseses 
Seem ewe eee meee eeeeseseee 
weer eee eee eee eee ee eee.) |) Teorey 


E-Z WAY TOWERS Inc. 


P.O. Box 5491 * Tampa, Fla. 
Telephone 4-2171 
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TWO NEW U.H.F. ARRAYS 

JFD Manufacturing Co., Inc., Brook- 
lyn 4, N. Y., announces the addition 
of two new antenna arrays to its 
u.h.f. line. 

The new all-aluminum corner re- 
flector model UHF410 features per- 
manent rust and corrosion resistance. 


A solid aluminum inline dipole creates 
proper wavelength relationships with 
reflector assemblies for maximum 
u.h.f. gain. The entire unit is factory 
assembled. The service technician just 
flips it open and mounts it on a mast. 
High front-to-back and front-to-side 
ratios minimize co-channel and adja- 
cent channel interference. 

The second new addition, the u.h.f. 
4-Stack Bowtie Model No. UHF202 
features a new super-rigid, 1-piece 
pre-assembled design. The response of 
this antenna may be peaked to the 
desired u.h.f. channels. An accurately 
spaced and cut phasing harness cre- 
ates maximum u.hf. stacking gain 
ideal for fringe area reception. 


NEW FRINGE ANTENNA 

Brach Manufacturing Corp., 200 Cen- 
tral Ave., Newark 3, N. J., is intro- 
ducing a new broadband v.h.f. an- 
tenna, the “3V’’, model 5603. This an- 
tenna has been designed to perform 
as a high-gain u.h.f. antenna in pri- 
mary areas and as a fringe antenna 
for v.h.f. 

Manufacturer’s gain curves show 
an average gain of 7 db on the low 


; oy 
Riscicats 


v.h.f. channels and 15 db on the high 

channels. Sharp directivity is claimed. 
The antenna features aluminum 

construction and snap lock design. 


TWO HIGH-GAIN ANTENNAS 
The Finney Company, 4612 St. Clair 
Ave., Cleveland, Ohio, announces the 
addition of the models B-6 and B-7 to 
its “Finco Geomatic’”’ antenna line. 


Both of these antennas give high gain 
over a broad band, and feature high 
front-to-back ratio. 

The model B-6 antenna uses four 
coaxial capacitors in one folded dipole, 
causing the dipole to act as if it were 
one length on the low band and an- 
other length on the high band. In ad- 
dition, a low-band reflector, a high- 
band colinear reflector, and a com- 
bination director further increase the 
gain and directivity. 

The model B-7 features two 3-ele- 
ment colinear directors and an induc- 
tance-tuned low-band director in addi- 
tion to the elements used for the B-6. 

These antennas are shipped either 
single bay or stacked. 


ANTENNA PIONEER HONORED 
Telrex Laboratories, Asbury Park, 
N. J., and its president, Michael D. 
Ercolino, were the subjects of a re- 
cent story in a New Jersey business 
magazine. The company itself received 


recognition as one of the outstanding 
industrial firms of New Jersey. 

Some of the pioneering advances in 
the antenna art made by Mr. Erco- 
lino, who was referred to as “Mr. An- 
tenna’”, were described. 


TV TRANSMISSION WIRE 
Channel Master Corp., Ellenville, 
N. Y., has introduced a new television 
transmission wire called ‘‘Copper- 


Jac’. This new twin-lead features con- 
ductors of Copperweld, a special type 
of wire which has a core of steel and 
a coating of pure copper. This results 
in conductors which have extraordi- 
nary high strength as well as high 
conductivity. 

“Copper-Jac” is insulated in pure 
polyethylene and is available in three 
colors, brown, silver, and black. It 
contains 7-strand conductors of No. 
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28 or No. 30 Copperweld wire. This 
lead-in is also furnished with a choice 
of web thicknesses and comes in 1000- 
foot lengths, either on a spool or in 
a “Feeder-Pak”’. 


2-METER AMATEUR ANTENNA 

Skysweeper, Inc., McHenry, IIl., now 
has available a low-cost 2-meter ama- 
teur radio beam antenna, the model 
HM2-10AK, 5-over-5 yagi, sold by dis- 
tributors for $12.95 net. 

This antenna is cut to 146 mc. and 
covers 144-148 mc. The s.w.r. at reson- 


ance is 1.1 or less. All interconnecting 
harness is 1 kilowatt twin-lead, ter- 
minating in a SO-239 coaxial socket 
mounted in a weather-resistant con- 
nector box. The antenna can be fed 
from any length of 52-ohm coaxial 
cable. It can be mounted vertically 
or horizontally. 


10-METER ROTARY BEAM 
Mosley Electronics, Inc., 8622 St. 
Charles Rock Road, St. Louis 14, Mo., 
has just announced a new high-gain, 
low-cost, ten-meter rotary beam an- 
tenna..The “Super Ten” is a three- 


element beam using % wavelength di- 
rector and reflector elements teamed 
with a shortened driven element to 
permit the use of a coupling trans- 
former. This coupling system is sim- 
ple, convenient, and exceptionally ef- 
ficient as a match for 52-ohm line. 

Performance figures on the new 
antenna include: 7.9 db gain, 20 db 
front-to-back ratio, 1.2 to 1 s.w.r. at 
resonant frequency. The maximum 
element length is 17 feet, 3 inches; 
the boom is 8 feet, 4 inches. The 
weight is 20 pounds. 


MAST MOUNTING ACCESSORIES 

Television Hardware Mfg. Co., 
Rockford, Ill., has two new products: 
a TV antenna mast mount with a 
ratchet grip and a wall mount pro- 
viding 7-inch wall clearance. 

The new “Telco” ratchet mount can 
be used on any type of chimney or 
Similar support where a strap is em- 
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ployed. It will fit all masts up to 1%” 
in diameter. It is made of heavy 
gauge steel, double plated to prevent 
rust, and is supplied with 24 feet of 
strapping. 

For installation, the service tech- 
nician just slips both ends of the strap 


RATCHET MAST MOUNT 
NO. 9218 


is vw? 
* WALL MOUNT 
NO. 3236 


through the ratchet bolt slots and 
then uses a wrench to tighten the 
strap. 

The new TV antenna mast wall 
mount is the “Telco” model “V-7”. It 
is constructed of heavy gauge steel, 
zinc plated, and comes completely as- 
sembled. 


IMPROVED V.H.F. BOOSTER 

Blonder-Tongue Laboratories, Inc., 
526-536 North Ave., Westfield, N. J., 
is delivering a greatly improved 
broadband v.h.f. amplifier, the model 
CA-1. This booster now features over 
26 db gain on the low band and 24 db 
on the high band, according to the 
manufacturer. It is also claimed that 
the response curve of the unit is flat 


within +2 db over the entire v.h-f. 
band. 

The total peak output of the four- 
triode tube circuit is .7 volt for 75 
ohms and 1.4 volts for 300 ohms. A 
built-in 14 db gain control is included. 
The fused power supply operates from 
any 117 volt, 60 cycle a.c. source. 


ANTENNA SALES AID 

In order to help promote the sale of 
the company’s “Venus” indoor antenna 
JFD Manufacturing Co., Inc., 6101 
16th Avenue, Brooklyn 4, New York 
has prepared an attractively litho- 
graphed, three-color easeled display. 

Designed to be used in either a show 
window or on a counter, the merchan- 
diser is said to stimulate traffic sales 
of indoor antennas. The merchandiser 
is being supplied without charge by 
the company or its distributors. —30— 
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Edited by W. L. EVERITT 


5 VOLUMES 1662 ILLUSTRATIONS 
Pay Easy Installments If You Keep the Sct 
Turn to this new, up-to-date Library 
with complete confidence, for depend- 
able facts on any phase of modern 
electronic theory and practice. These 
volumes, by outstanding authorities, 
give you thorough guidance—clearly 
written, logically arranged, profusely 
illustrated. 


Electronic Fundamentais and Applications 
By Prof. John D. Ryder, Dean, College of Engineering, 
Michigan State College 
Complete, logical, easy-to-follow treatment of (a) physical 
principles underlying electron tubes, (b) characteristics 
of vacuum tubes, (c) all basic tube circuits. Includes: 
Electron Ballistics. Cathode-Ray Tubes. Emission of 
Electrons. Space Charge in Vacuum Tubes. Diode Rec- 
tifiers. Triodes. Multi-Element Tubes. Small-Signal 
Amplifier Circuits. Audio-Frequency Amplifiers. Radio- 
Frequency Amplifiers. Oscillator Circuits. Modulation 
Systems. Wave-Shaping Circuits. Gaseous Conduction. 
Gas Diodes. Gas Control Tubes and Circuits, Photo- 

electric Cells, Solid-State Electronics. 


Electromagnetic Waves and Radiating 


Systems 
By Prof. Edward C. Jordan, Head, Dept. of Electrical 
Engineering, Univ. of Illinois 
Covers entire field of electromagnetic engineering. In- 
cludes propagation as well as radiation and transmission. 
Full treatment of UHF transmission lines, wave guides, 
antennas, slot antennas, radiation and diffraction, 
ground-wave and sky-wave propagation, 


Ultra High Frequency Engineering 
By Thomas L. Martin, Head, Dept. of Electrical 
Engineering, Univ. of Arizona 
Theory and technique of ALL the new fields of electronic 
engineering: Radar, Telemetering, Electronic computing, 
Facsimile, Television, Blind landing systems, Pulse-time 
modulation, Ionosphere measurements . . . and the others, 


Networks, Lines and Fields 
By Prof. John D. Ryder, Dean, College of Engineering, 
Michigan State College 
Network transformations and theorems. Resonance. Im- 
pedance transformation and coupled circuits. Filters. 
General transmission line. High-frequency line. Equa- 
tions of the electromagnetic field. Radiation. Trans- 
mission and reflection of plane waves at boundaries. 
Guided waves between parallel planes. Wave guides. 


Elements of Television Systems 
By George E. Anner, Univ. of Illinois 
Complete basic theory, plus current practice, covering: 
Closed TV_ systems. Commercial Telecasting Systems, 
Color TV Systems. Gives clear exposition of all phases 
of picture transmission, including the new technique of 
dot interlace. 


SEND NO MONEY — EXAMINE FREE 


Just mail coupon below to get complete 5-Volume Set 
on 10 DAYS’ FREE TRIAL, If not completely satis- 
factory, return in ten days and owe nothing. Or keep 


for yourself—without risk or obligation—just mail coupon 
to examine Library ten days free. 


Pa Sess eee eee eee 
Prentice-Hall, Inc., Dept. 5741-J1 

I Englewood Cliffs, N. J. 
Send me the Prentice-Hall ELECTRONICS & UHF 
LIBRARY (5 Volumes) for ten days’ free examina- 
tion. If fully satisfied in ten days I will send you 
$7.50 plus few cents postage and then $8 a month 
for five months until full price of $47.50 is paid. 
Or i will return the Library in ten days and owe 
nothing. 
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New 
Features! 


Model 648P 
Dynamic 
$114.95 net 


Fastest Dynamic Tube Tester made, yet it’s fully 
flexible for all receiving types, new and old. 
The set-up time is actually less than the warm- 
up time of the tube. New Variable Sensitivity 
Shorts Test shows leakage up to 2.0 megohms. 
Metered plate current shows tube condition. 
Meter calibrated in Good-Bad as well as Percent 
of relative micromhos. Automatic Line Voltage 
Indicator, Life Line Indicator, New Zig Zag Roll 
Chart locates tube types much faster, TV types 
separated for even faster locating. 


Low-Cost 


Forty-Niner 
with Plug-In 
Accessories 


rf $49.95 net, Accessories extra 


A good, basic tube tester, with plug-in accesso- 
ties for performing a wide variety of additional 
tests. Accessories may be added any time, per- 
mit testing tubes for filament current and high 
resistance shorts, as well as checking selenium 
tectifiers. Lever action shows which pins are 
connected. Sensitive shorts test. Line Voltage 
indicator. A tremendous value. 


Portable b 
Dynamic 

Model 561 
$89.95, net 


Employs famous Jackson Dynamic principle, ap- 
plying separate voltages to each tube element. 
High voltage power supply for most accurate 
tests. improved switching system gives simpli- 
fied, fast operation. Filament voltages for the 
very latest TV types. Fully portable case finished 
in harmonizing gray and green, tough plastic fab- 
tic Built-in roll chart, with free replacement 
service for one year. 


For more information, write: 


JACKSON 


ELECTRICAL INSTRUMENT CO 


"Cowie 0m | Test Equipments 
16-18 S. PATTERSON BLVD., DAYTON 2, OHIO 
In Canada: The Canadian Marconi Company 
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The Tube Racket 
(Continued from page 41) 


to the manufacturer for a new tube. 
If this practice is followed, there will 
be no tubes available to the illegal 
operator. 

One point that should be clear is 
that the rebranded tubes discussed in 
this article have nothing to do with 
so-called manufacturer’s “seconds,” 
that is, those tubes which do not come 
up to specifications at the time of 
manufacture and are discovered on 
the production testing line. These 
tubes are destroyed in the plant and 
although rebranders have made at- 
tempts to obtain them, the manufac- 
turers have been successful in keeping 
this possible source of supply closed. 
Rebranded tubes should also be dis- 
tinguished from tubes which are sold 
as surplus. These, in almost all cases, 
are new tubes obtained from electronic 
equipment manufacturers who may 


have gone bankrupt or out of busi- 
ness, or have changed the design of 
their equipment, had an overrun, etc. 
Since equipment manufacturers ob- 
tain new tubes from tube manufactur- 
ers at extremely“low cost, they, in 
turn, can resell these tubes, when nec- 
essary, at far below list price. Thus, 
such tubes are resold to users at bar- 
gain prices. These, however, are good 
tubes and this type of operation is 
strictly legitimate. —30- 


BRASS POUNDERS’ HAMFEST 


HE South Hills Brass Pounders and 

Modulators, Ine. will hold its 18th 
Annual Hamfest Sunday, August 5th at 
Totem Pole Lodge, South Park, Pitts- 
burgh. 

The affair will start at noon with en- 
tertainment provided for the whole fam- 
ily. Those registering before July 21st 
will be charged $1.50 a ticket with $2.00 
collected at the gate. 

Reserve with S. J. Zolinas, W3QWW, 
423 Parkwood Road, Pittsburgh. The 
club station, W3PIQ, on 29.2 me. will 
be used to “zero” the mobiles. —30- 


The Easy Way 
(Continued from page 39) 


builds friendship and understanding 
on an international as well as a na- 
tional basis, but because it is an all- 
age avocation. Long after a man has 
been advised to taper off on his tennis 
and golfing activities, he can still con- 
tinue his “armchair” traveling via the 
airwaves. 

Bill’s interest in hamming led di- 
rectly to his studying engineering and 
his stint on the MARS station at Duke 
is earning him time credit for his un- 
dergraduate Air Force training. Need- 
less to say, his Dad is well pleased, 
for although he is, himself, a free- 
lance photographer by profession, his 
hobby has such a hold that it is grati- 
fying to know that the indoctrination 
“took” with his son. 

The author, currently president of 
the Sarasota Amateur Radio Associa- 
tion, invites visiting hams to look in on 
one of our monthly meetings if they 
are in the neighborhood. We meet the 
second Thursday of each month at the 
Sarasota County Courthouse. -{Q- 


Bill Steinmetz, W4TFP, at mike of W4YI's 
mobile transmitter during the ARRL’s 1955 
field day contest. They placed third in 
the mobile category during 24-hour meet. 


Interior of W4YI and W4TFP’s ham shack with the author at the mike. Note the 
great circle map, the 24-hour clock, and all the other operating conveniences. 
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Protection System 
(Continued from page 54) 


plies the necessary voltage (obtained 
from the main chassis) to operate the 
test motor. 

With such an arrangement, the line 
between the guard panel and the main 
chassis may be well over a mile in 
length. 


Special Features 


Since only two wires, plus an earth 
ground, are required for the operation 
of the system, an ordinary leased tele- 
phone line may be used to connect the 
guard panel and the main chassis. In 
an emergency, permission can general- 
ly be obtained from the local telephone 
company to use an existing connection 
between a protected area and the 
guard room. 

Excessive air turbulence may cause 
a shift in frequency of the ultrasonic 
waves in the same manner that a mov- 
ing body does. Because of this, air 
turbulence resulting from even a tiny 
flame will cause an alarm. The pro- 
tection system thus serves to give an 
alarm in case of fire as well as protec- 
tion against an intruder. 


Installation Techniques 


The ease of installation can be best 
emphasized by the following summa- 
rized installation procedure: 

1. The carrying case is opened and 
the guard panel and main chassis re- 
moved. 

2. The main chassis is placed near 
a convenient power outlet and con- 
nected to an earth ground. 

3. The two halves of the carrying 
case are separated and placed against 
opposite walls of the room to be pro- 
tected. 

4. The special plug-in cables sup- 
plied for interconnecting the units are 
connected. 

5. The main chassis is turned on 
and sensitivity adjusted. 

6. The guard panel is taken to the 
guard room, and the coil of line sup- 
plied unrolled and used to connect the 
guard panel and the main chassis (both 
ends of the line are “plug-in’’). If more 
line is necessary, additional telephone 
line can be spliced in, or a leased line 
used instead. The guard panel is con- 
nected to an earth ground and plugged 
into a power outlet in the guard room. 

7. The system is ready for opera- 
tion. 

To adjust the sensitivity without 
connecting the guard panel, the tuning 
eye on the main chassis is used. When 
the main chassis is “set up” for nor- 


Fig. 5. How the sensitivity of the completed 
protection system is adjusted. See text. 


hen signal conditions 


demand 4 


z AERMOTOR TOWERS have proven their excellence in thousands 


of installations . . 


. installations exposed to the most severe 


weather and wind loading conditions. 


AERMOTOR steel antenna towers are self supporting .. 
no cumbersome guy wires. 


. require 
Each part is heavily galvanized after 


fabrication to insure complete protection from exposure. 


Towers are shipped knocked down in convenient bundles; well 
designed parts make section-by-section assembly easy. 


AERMOTOR 3-post antenna towers are available in heights of 
33, 47. 60, 73, 87 and 100 feet. 


WRITE FOR ADDITIONAL IN- 
FORMATION ABOUT THE 
AERMOTOR TOWERS AND A 
DEALER FRANCHISE IN YOUR 
TERRITORY 


SINCE 1888, MANUFACTURERS OF QUALITY BUILT TOWERS 


° AE RMOTOR COMPANY 


2500 W. ROOSEVELT RD.—CHICAGO 8, ILLINOIS, U.S.A., DEPT. 13U7 


*Industrial 
Mobile Phone 


Opens new markets for industrial 
radiotelephone sales. 


Complete unit ONLY $398 


Key dealerships open. 
Write for details. 


ENGINEERING CORP. 


2921 Middlefield Rd. 
Palo Alto, California 


July, 1956 


TRAINS YOU 
IN SPARE TIME 
AT HOME 


Only from famous COYNE do you get this 
modern up-to-the minute TV Home Training. 
Easy to follow instructions—fully illustrated 
with 2150 photos and diagrams. Not an old 
Radio Course with Television tacked on, In- 
cludes UHF and COLOR TV. Personal guid- 
ance by Coyne Staff. Practical Fob Guides to 
help you EARN MONEY QUICKLY IN A 
TV-RADIO SALES AND SERVICE BUSI- 
NESS —part time or full time. COSTS 
MUCH LESS—pay only for training—no costly 
“put together kits.” 

SEND COUPON FOR FREE BOOK 


SEND COUPON BELOW for a Book 
and 9 details ean I EASY PAY- 
MENT PLAN. NO T OR OBLIGA- 
TION—NO SALESMAN WILL CALL. 


B. W. COOKE, Pres. & Bt FOUNDED 1898 
ELECTRICAL SCHOOL 


A TECHNICAL TRADE INSTITUTE OPERATED NOT FOR PROFIT 

500 S. Paulina Dept. B6- “HTS Chicage 12, IMinois 

j COYNE ELECTRICAL § SCHOOL - 
Television Home Training Div 


2 
| 500 S. Paulina St., Chicago 12, Iil., Dept. 86-475 | 
| __ Send FREE BOOK and details of your Television I 
Home Training offer. I 
| Name " 
| Address H 
(eT Ey eee 


SOUND ADVICE! 


New Isophon 


ELECTROSTATIC 


TWEETERS 


Easily included 
in your present circuits! 


* Better performance in higher 

_ frequencies (7000-20000 cycles) 
* Compact, space-saving 
* Substantially lower cost 


*% Remarkable brilliancy of sound 


STH 5/ 16 
Size: 

1.97” x 630” 
Thickness; - © 
0.787” 


STHB7 
Diam: 2.76” 
Thickness: 
0.55" 


Write for deters 
and spec. sheet R-7 


Anuthol ARNHOLD 


CERAMICS, INC. 
1 E. 57th Street, New York 22, N. Y. 
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(A) (B) 
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(c) (o) 


Fig. 6. Various methods of setting up the 
system to accommodate odd-shaped rooms. 


mal operation (not in alarm), the eye 
is open, as shown in Fig. 5A. When 
there is sufficient body movement to 
cause an alarm, the eye closes, as in 
Fig. 5B. Greater body movement 
causes the eye to overlap (Fig. 5C). 
Excessive air turbulence causes the 
eye to “flutter” (Fig. 5D). 

The sensitivity control (R. in Fig. 2) 
is adjusted until the desired degree of 


body movement anywhere within the 
protected room causes the eye to close. 
Normally, the adjustment is such that 
waving a hand will not cause an alarm, 
but an attempt to take a step or to 
“creep” immediately initiates an alarm. 

Where the room is not a simple rec- 
tangle or square, but odd-shaped, rea- 
sonable care must be exercised in lo- 
cating the transducers (in the carrying 
case “halves’”). Examples of good lo- 
cations are given in Fig. 6. 

Note: Both transducers and other 
special components used in this unit 
are available from Walter Kidde € 
Co., Inc., 717 Broadway, Newark, N. J. 


Acknowledgements 


Although the author was responsible 
for the design of the portable ultra- 
sonic protection system in the form de- 
scribed, the basic ultrasonic alarm sys- 
tem was designed by Sam Bagno of 
New York, and he holds the patents 
on the system. The basic system was 
described by Stanley Kempner in an 
article in the April 1952 issue of Hlec- 
tronics under the title “Ultrasonic 
System Detects Intruders.” —30- 


ADAPTER CONNECTS PHONO PLUG TO MIKE INPUT 
By ARTHUR TRAUFFER 


SING parts out of his radio “scrap 
boxes,” the writer made a neat little 
adapter that will connect a low-output 
phono pickup to a high-gain mike input 
on his amplifier. This simple adapter 
is completely shielded, and many uses 
will be found for it in experimental work. 
For the body of the adapter, any tin 
ean with a friction lid or screw-on lid 
can be used providing it is large enough 
in diameter to take the phono jack. The 
writer used a Doan’s pill can, but a 
bouillon cube can could have been used 
instead. Aluminum cans are too diffi- 
cult to solder to. 

As shown in drawing below, saw off 
the front end of a standard female mike 
connector as indicated by the dotted 
lines. Next, using a fine-toothed narrow- 
blade hacksaw, saw off the can to give 
you a \%”-long bottom section. Lay 
the bottom section of the can on a hard- 
wood block and chop out a 4” diameter 
hole in the bottom using a narrow chisel 
or sharpened blade of a small screw- 
driver. Scrape the inside of the can 
bottom clean and solder the mike con- 
nector into the bottom, as shown. 


To mount the phono jack inside the 
lid of the can, drill the usual three holes 
and mount the jack i in the same manner 
you would mount it on a chassis. Be 
sure that you scrape the inside of the 
can lid clean so the jack will make good 
contact with it. 

Now all we need to do is put the can 
lid onto the can bottom, and solder the 
center lug of the phono jack into the 
center contact hole in the mike connec- 
tor. The writer simply cut the end of 
the phono jack lug to a point, so that 
wlien the can was put together the phono 
jack lug projected into the center hole 
of the mike connector so it could be sol- 
dered securely. However, if the center 
lug on your phono jack is too short to 
do this, you will have to use a short 
length of connecting wire as usual. 

To insure that the two parts of the 
can make good electrical contact with 
each other, scrape off a little enamel 
near the bottom rim of the can where 
the two parts of the can join, and then 
apply a drop of solder. 

The photo below shows the completed 
adapter in use. —30— 


Mechanical details for constructing the compact adapter and photo of complete unit. 


SAW OFF HERE 
} 


F i PART NOT USED 


ic Tan 


= te ABOUT ve" 


aoe. 
com TO8 » 


SOLDER ALL AROUND 
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\ JACK (SEE TEXT) 
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BOTTOM CAN 
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Electronic 
Latching Relay 


By RUFUS P. TURNER 


A sure and simple circuit for 
providing lock-in relay action. 


IG. 1 is the circuit of a simple lock- 

in type of relay. A transient 114-volt 
pulse will close the relay, the latter 
remaining closed (subsequent pulses 
having no effect on it) until switch, 
S, is opened momentarily. S may be 
a normally-closed push-button switch. 

The circuit operates in the following 
manner. When switch S is closed, 67% 
volts from a d.c. supply, conneeted to 
the two lower terminals, are impressed 
upon the neon lamp through the relay 
coil and the secondary of the trans- 
former in series. However, this voltage 
is too low to fire the neon, no current 
flows in the circuit, and the relay re- 
mains open. 

A 1%-volt, 50 ma. pulse applied to 
the signal input terminals induces a 
voltage across the secondary of the 
transformer. This voltage acts in se- 
ries with the 67% volts and momen- 
tarily raises the circuit voltage high 
enough to fire the neon. The resulting 
current closes the relay. After the 
pulse passes, the circuit voltage falls 
back to 67% volts but the lamp does 
not extinguish because once it has 
been fired, it will continue to glow un- 
til the voltage falls to a critical value 
around 55 volts. The relay therefore 
continues to hold-in and will do so 
until switch S is opened momentarily 
to interrupt the current. 

The neon is fired by the end, not the 
start, of the pulse. Polarities of the 
transformer and 6714-volt supply do 
not affect the operation. 

While the author used a Sigma 4-F 
d.c. relay (8000 ohms, 1.6 ma.) any 
similar type with a 1- to 3-ma. rating 
can be used successfully. It has been 
found that the S-14 (with the termi- 
nals selected according to the numbers 
in Fig. 1) is not the only transformer 
that will work. Any model with a 
step-up turns ratio between 10:1 and 
20:1 will do. Thus, a small carbon mike 
transformer is just right. —30- 


Fig. 1. Diagram of electronic latching relay. 
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DENT SCIENTIFIC SURVEY 


AND LAB TESTS PROVE 


PRECISE MODEL #111---“BEST 
COMMERCIAL TUBE TESTER 
AT ANY PRICE”... 


Now You Can Check Tubes 
The Manufacturer's Way 


e@ Checks both emission and 
mutual conductance 

@ Checks all tubes including hearing 
aid, miniatures 

@ Six different plate voltages 

e Different grid signals 

@ Simplified Short check 

e Gas check 

e@ New type switches 

e Deeply etched aluminum panel 

e Three different screen voltages 

e Latest roll chart 

e@ Measures filament current 

e Measures grid bias 


$ 
111K (kit form NOW ONLY 79”° 


111W (factory wired) ............... Scrmeceel $139.95 


incl. carrying case and cover 


Model #111 


Mutual Conductance and Emission TUBE TESTER 


An independent scientific survey conducted by an impartial testing 
laboratory confirms what purchasers already know: “The most 
advanced, the most complete tube tester and the best priced is 
made by PRECISE DEVELOPMENT CORP., Oceanside, N. Y.” 


CHECK THESE ADDITIONAL ‘specs’... TALK TO YOUR JOBBER 
AND TO ANYONE WHO HAS THIS OUTSTANDING TUBE TESTER... 


The Model 111 is the only single commercial tube 
tester that checks ail tubes for both EMISSION and 
MUTUAL CONDUCTANCE separately. Filament current 
is measured directly on large meter when checking 
a VOLTAGE SAPPER tube. NEW, MODERN DESIGNED 
ROTARY SWITCHES allow you to check each tube 
element individually. NEW TYPE Single Rotary switch 
for complete short checks. The 111 makes all BIAS, 


FILAMENT VOLTAGE, GAS, LIFE checks visually on 
large meter . . . 5 individually calibrated ranges and 
scales for mutual conductance tests. NEWLY DE 
SIGNED “‘NO BACKLASH” ROLL CHART lists all tubes 
including the new type 600 mil series tubes. Provi- 
sions are made for testing many color tubes. All 
CRT’s can be checked with accessory adaptor, Model 


ASK YOUR DISTRIBUTOR ABOUT THE FAMOUS MODEL #116 QUICK-TEST VERSION 
OF THE MODEL /111... TESTS 5 TUBES IN 4 SECONDS EACH ... ACCURATELY 


we eee 
PFrECESE DEVELOPMENT CORP., oceansive NEW YORK 


KIT FANCIERS ! Now You Can Have... 


@ PROFESSIONAL CONSTRUCTION 
@ ACCURATE PERFORMANCE DATA 
@ CONVENIENCE 


The Miami Instrument Company now offers expert 
construction of electronic kits where this service 
is not available from the supplier. ORDER 
THROUGH US! Your completed kit will be sent 
to you postpaid, accompanied by accurate per- 
formance data, guaranteeing confidence in the 
equipment. Specify manufacturer, model and 
send only cost of kit plus 60%. This offer does 
not include receivers. 


MIAMI INSTRUMENT COMPANY 
Dept. K, P.O. Box 384, Miami 44, Florida 


July, 1956 


EASY TO LEARN CODE 


It is easy to learn or increase 
with an Instructograph Code Teacher. 


Affords the quickest and most prac- 
tical method yet developed. For be- 
ginners or advanced students. Avail- 
able tapes from beginner’s alphabet 
to typical messages -on all subjects. & 
Speed range 5 to 40 WPM. Always 

Tready—no QRM. 


ENDORSED BY THOUSANDS! 


The Instructograph Code Teacher lit- 
erally takes the piace of an operator- 
instructor and enables anyone 

learn and master code without fur- 
ther T ful have 
‘‘acquired the code’’ with the Instructograph System. 
Write today for convenient rental and purchase plans. 


INSTRUCTOGRAPH COMPANY 


4711 SHERIDAN ROAD, CHICAGO 40, ILLINOIS 
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~~ ~"~"SPECIAL VOLTMETER 
| BRAND NEW ROLLER SMITH 21/2" 


rs. RF hash filter ag inter oi with 
cooling fan. ck St Sears as osm oe Stee 


DYNAMOTOR STARTING “RELAY 
12V DC coil. Solenoid type fully ~~ EE Will 
easily handle 50 amps. Contacts 
winding isolated from ground...... oo 5 

2 for $3. 


CRYSTAL MICROPHONE ELEMENT 


ye (reo ital element mfd. by Brush Develop. Co. 
cellent fidelity. Each element gaat tested, * suite 
able for ystems, 


Ham use. PA s 


any sound recording or Conemiosien. 
Size: 11%” Sq. Make your own oo 
crophone 


1” MINIATURE METER 


me ad Big mgead Meter ewer t a ee 
cale calibrated | PT 8 
ondary 6. av @ us gmps. 
tes 20 gt - +$3.95 | Gooa quality 1.65 


TELEPHONE HANDSET ELEMENTS 


Receiving and carbon microphone elements fits 
W.E. or Conn. Tel. handsets, 65¢ ea. or 


ee eee ereeeseesece 


UNIVERSITY | MM2 SPEAKER 


rproof refiex type speaker 

Man ingustriat a and. ere rcial plicati ni: 
pacity 15 Watts, Impedance 16 awe ms. ote cx 

List Fy 00. OUR PRICE........... s 


2S MFD ae i Lf 3000 VDC 1.85 
600 VDC .50 


2 ™MFD 0 i meo 3600 VDC 2.25 
4MFD 600 VDC .75 | 10 MFD 7500 
6 MFD 600 VDC .85 VDC 45.00 
- 1 MFD 10,000 
600 VDC .95 VDC 22.00 
10 MFD 600 VDC 1.19] 2 mep 10,000 , 
212MFD 600 VDC 1.50 "VDC 39.95 


ee, Seen eee. 


8 MFD 1000 VDC 1.50] 1 MFD 25,000 
1 MFD 1200 VDC VDC 49.50 
+H VDC 1:1 5 MFD 330 AC 
1500 4 000 DC) _.98 
6 MFD 1500 25] 20mep “sso AG 2: sO 
10 MFD 1400 VDC 2.50] “gmep 660 AC 
1 MFD 2000 VDC _ .8S (2000 DG) 2.35 
2000 50} 10 MFD 660 AC 


4 MFD 2000 VDC 3-50 


EL METERS 


G.E., WESTINGHOUSE, W.E., SIMPSON, etc. 
a” METERS o- ase MA RF 
ive pe apnea sg re 
wi ex! 4 
Thermocouple 3.95 | 0-9 Amps R.F.. 2.95 
2” METERS 
0-100 Microamp $: 


S.95 amps ...... 3 
-95 i 


eeseaces - 9: 
0-15 Volts AC. 2. 
@-300 Voit AC. 3.95 


Model 22D—200 ohm imp. Freg. re: 5 
9000 cy. Complete with desk stand 14 os 
and shielded cord. BRAND NEW..... bd 
METER SPECIAL 
Basie 9 0-1.5 MA, iw ly shunt 
ic le supply shun 
- ea. 93:45 


;* tin. oom 


| 
| PEA kK ! 
JELECTRONICS company | 
16 W. Broadway, | New York 7, M.Y., WO-2-5439 | 


124 


Manufacturers’ 


+ the Literature 


LICENSING COURSES 
Cleveland Institute of Radio Elec- 
tronics, 4900 Euclid Avenue, Cleve- 
land, Ohio has issued an interesting 
16-page brochure describing its home 
study courses leading to FCC tickets. 


Both the master course in radio 
communication and the advanced ra- 
dio communication and engineering 
courses are described in complete de- 
tail with an outline of the curricula. 

A free copy of this publication will 
be forwarded on written request. 


PANEL METER DATA 
Trio Laboratories, Inc., 4025 Mer- 
rick Road, Seaford, Long Island, N. Y. 
issued a short catalogue (No. VM-106) 
which describes its line of miniature, 
panel-mounting vacuum-tube voltme- 
ers that are small enough to be built 
into operating or test equipment. 
Both a.c. and d.c. models are de- 
scribed for commercial or military ap- 
plications as is a new, low-level d.c. 
vacuum-tube voltmeter designed to 
meet military specifications. 


RESINS FOR ELECTRONICS 

Minnesota Mining and Manufactur- 
ing Co., 900 Fauquier Street, St. Paul 
6, Minn. has compiled a 4-page illus- 
trated booklet describing its “Scotch- 
cast” brand synthetic resin products 
for electrical use. 

In addition to listing available res- 
ins, the booklet cites examples of typ- 
ical applications with data on flexibil- 
ity, viscosity, pot life, cure times, and 
available forms. 

A full-page chart lists such data in 
handy, easy-to-use form. For a copy 
of this publication, make all requests 
to Dept. D6-81 of the company. 


RELAY BULLETIN 

Complete details on its new low-cost, 
general purpose relay (Style #15300) 
have been included in a bulletin just 
released by Price Electric Corporation, 
Frederick, Maryland. 

The relay has been designed for 
such applications as search tune auto 
radios, automatic headlamp dimmers, 
and photoelectric cell circuits. The 
unit is voltage operated and will op- 
erate on currents as low as 8 ma. 

Write company direct for a copy of 
this bulletin. 


TEST EQUIPMENT FLYER 

Moss Electronic Distributing Co., 
Inc., 3849 Tenth Avenue, New York 
34, N. Y. has an eight-page flyer avail- 
able which lists and pictures an exten- 
sive line of test equipment manufac- 
tured by Superior Instruments Com- 
pany. 

Included is information on v.o.m.’s, 


an ‘“Allmeter,” tube testers, CRT 
checkers, a multi-purpose generator, 
and a service scope. Copies of the 
flyer are available without charge on 
request. 


COPPER WIRE TABLES 

The National Bureau of Standards 
has announced publication of a fourth 
edition of its “Copper Wire Tables.” 

These tables are of special impor- 
tance to workers in the copper indus- 
try, electrical engineering, and related 
fields concerned with the distribution 
of electrical power. 

All data in the book is expressed in 
both English and metric units. The 
American Wire Gage as presented in 
this publication is formed by geometri- 
cal progression. The circular also con- 
tains a number of simple formulas for 
computing data for any size wire. 

Copies of this publication are ob- 
tainable from the Government Print- 
ing Office, Washington 25, D. C. Speci- 
fy NBS Circular 31. Payments of 30 
cents in coin for each copy must be 
included with the order. 


RESISTOR REFERENCE CHART 

A handy, file-size chart giving the 
essential electrical and mechanical 
characteristics of its line of variable 
composition resistors has been pre- 
pared by the Electronic Components 
Division of the Stackpole Carbon Com- 
pany, St. Marys, Pa. 

Called “A Quick Guide to Stackpole 
Variable Resistors,” the new chart is 
printed in two colors on heavy stock 
suitable for wall, desk-top, or file 
drawer use. Illustrations and specifi- 
cations for over 18 basic single- and 


dual-section controls are shown with a : 


tabulation of all possible modifications 
available on each control, such as 
printed wiring or wire-wrap terminals, 
tab or bracket-mounting devices, line 
switches, phenolic shafts, etc. 

Copies are available on letterhead 
request to the company. 


GEIGER COUNTER BROCHURE 

A brochure describing its Model 
2612L Geiger counter for uranium 
prospecting is now being offered with- 
out charge by Nuclear Instrument and 
Chemical Corporation, 229 West Erie 
Street, Chicago 10, Illinois. 

Full details on the features and op- 
eration of the instrument are included 
in the two-color, four-page bulletin. 


PRINTED CIRCUIT TOLERANCES 

As a service to the industry, the En- 
gineering Department, Photocircuits 
Corporation, Glen Cove, New York has 
compiled and issued a technical bul- 
letin entitled “Standard Printed Cir- 
cuit Tolerances.” 

Included in Technical Bulletin P-9 
are such items as diameter tolerances 
of unplated and plated holes, location 
tolerances between holes, hole to pat- 
tern tolerances, alignment (front to 
back) tolerances, circuit pattern to 
outside dimension tolerances, over-all 
dimension tolerances, holes to outside 
dimension tolerances, line width and 
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spacing tolerances, plating tolerances, 
etc. 

The cooperation of electronics manu- 
facturers throughout the country 
makes this bulletin comprehensive and 
authoritative. 


MINIATURE TUBE GUIDE 

The eighth edition of its “Reference 
Guide for Miniature Electron Tubes” 
is now available from CBS-Hytron, 
Danvers, Mass. 

Revised and brought up-to-date, the 
new edition (Bulletin #PA-1) lists all 
miniature tubes, irrespective of make. 
It supplies pertinent data on 416 min- 
jiature types of which 88 are new, and 
168 basing diagrams of which 33 are 
new. This 16-page brochure lists pro- 
totypes in larger bulbs. 

Copies of the new guide can also be 
obtained from the firm’s tube and 
semiconductor distributors upon re- 
quest. 


HYCOR'S COMPONENT LINE 

Hycor, 12970 Bradley Avenue, Syl- 
mar, California has issued a four-page 
bulletin which describes its complete 
and expanded line of precision elec- 
trical components for industrial con- 
trol, guidance, telemetering, and audio 
equipment. 

Bulletin G-3 includes basic specifi- 
cations for encapsulated precision 
wirewound resistors, encapsulated to- 
roid coils, miniature magnetic clutches, 
precision wave filters, telemetering 
filters, ratio transformers, miniature 
toroid power transformers, magnetic 
amplifiers, variable filters, and vari- 
able attenuators, among other items. 


CONCORD CATALOGUE 

Concord Radio, 45 Warren Street, 
New York 7, New York has recently 
issued a 32-page flyer which covers 
hundreds of items of interest to tech- 
nicians, audiophiles, experimenters, 
hobbyists, and hams. 

In addition to listing components 
and surplus bargains, tubes, books, 
and other items of interest to the elec- 
tronic industry, the catalogue devotes 
considerable space to assembled units 
such as p.a. amplifiers, auto radios, 
tape recorders, tuners, etc. 

For a free copy of this publication, 
write the distributor direct. 


EICO EQUIPMENT FLYER 

Electronic Instrument Co., Inc., 84 
Withers St., Brooklyn 11, New York is 
currently distributing copies of a 
handy flyer that lists its complete line 
of available kits, instruments, and au- 
dio equipment. 

Included with this pocket-sized fold- 
er is a free “‘pocket-saver” designed to 
protect the technician’s shirt or jacket 
pocket when used to house small tools, 
pencils, pens, and rulers. 


COLOR TV SERVICE BOOK 
Publication of a new 92-page illus- 
trated reference book on color tele- 
vision receiver servicing has been an- 
nounced by the RCA Service Com- 
pany, Inc. of Camden, New Jersey. 
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GET A BRAND NEW 


RCA GEIGER COUNTER 


Here they are—in factory-sealed cartons... 
built by RCA to their world-renowned engineering standards... 


pried and 
sold at exactly 


twice these special prices everywhere outside of HARVEY’s—the same high- 
sensitivity Geiger counters that have brought wealth to many fortunate and 


well-equipped uranium prospectors! 


3-way radiation detection (by meter, neon light and headphone) « full-vision, 
easy-to-read meter * three counting ranges * handy zero-reset button « self- 
contained battery operation (portable radio and flashlight types) ¢ weather-proof 
metal case (easy to decontaminate in field with damp cloth) « rugged « 


dependable in any climate 


Model WF-10A 


8"x31/2"x7Y2" alum. case. 5 Ibs. incl. batteries. 
$119.50 


$59.75 
Also available with extra-sensitive bismuth-type 
WF-11A. 
$154.50 
Harvey Special.............. $77.25 


Regularly. 


Harvey Special 


Geiger counter tube as Model 
Regularly. 


Model WF-12A 


Has Geiger-counter tube in external probe for 
exploring fissures and test bores. 744" x 342” x 
72." stainless steel case. 51/2 Ibs. incl. batteries. 
149.50 


$74.75 


Also available with extra-sensitive bismuth-type 
Geiger counter tube in external probe, as Model 


$186.00 
$93.00 


Regularly 


Harvey Special 


WF-14A 
Regularly 


Harvey Special 


Add estimated shipping charge for total weight, F.0.B., N.Y.C. Excess promptly refunded. 


HARVWE Y rapio co., inc. 


103 West 43rd Street, New York 36, N.Y. « 


jUdson 2-1500 


TAPE RECORDERS 


Tapes—Accessories 
Nationally Advertised Brands | MERITAPE 
UNUSUAL VALUES 
Send for Free Catalog 
DRESSNER 


69-02 RA-174 St. 
Flushing 65, N. Y. 


hie RUE: 


Learn at 
Candier System. 
ateur Com: : 


CA 
Dept. 2-H, Bor 928, Denver 1, } ~§ U.S.A, 


GET INTO 
ELECTRONICS 


You can enter this uncrowded, interesting field. 
Defense expansion, new developments demand 
trained specialists. Study all phases —_ & 
electronics theory and practice; TV; FM; broad- 
casting; servicing; aviation, marine, police cA 
18-month course. Prepare for good pay. Gradu- 
ates = demand by major ——— High School 
or equivalent a. Begin January, M 

June, September. Campus life. Write for catalog. 
VALPARAISO TECHNICAL INSTITUTE 
Dept. RD Valparaiso, Indiana 
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TELLS HOW TO 
ANSWER RADIO 
T.V.QUESTIONS 


FRADIO 
SSERVICE LIBRARY 


pw HERE IS LATE INFORMATION IN A 
HANDY FORM FOR TELEVISION AND RADIO 
REPAIRMEN, SERVICEMEN AND STUDENTS 
AUDELS T.V. RADIO 
SERVICE LIBRARY-—- 
Highly Endorsed — Over 1500 
Pages—1048 Illustrations & 
Diagrams. 1001 Important 
Facts & Figures on Modern 
Television, Radio, Electronic 
Devices at your finger ends. 

INCLUDES TRANSISTORS 
& Transistor Circuits, Record 
Changers, Rectifiers, P.A. 
Systems, Tape Recorders, Pho- 
nograph Pick-ups, F.M., Auto 
Radio; Radio Compass, Short 
Wave, Radar, etc. 

ASK TO SEE IT! 

IT WILL PAY TO KNOW— 
The Basic Principles—Cone 
struction—Installation—Oper- 
ation—Repairs—TroubleShoot- 
ing. Shows How to get Sharp, 
Clear T.V. Pictures. Install 
Aerials—How to Test. Ex- 
plains Color Systems, Methods 
of Conversion, Terms, etc. In- 
cludes Ultra High Frequency 
—Valuable for Quick Ready 
Reference and Home Study. 


COMPLETE 
2 VOLUMES Get this Information 
for Yourself. 
7 DAY TEST—PAY ONLY $1 A Month 
A staly ORDER 
goes tv. WABIO Se 49 W. 23 St., N.Y.10, N.Y. 
a4 AU DIO ‘SERVICE LIBRARY (2 Volumes) $6 


on 7 trial. tf O. K. 1 will remit days a 
$1 monthly ‘ome $6 is paid. ‘Gen erwise | will Senwra them. 


RN 


Entitled ‘Servicing Color Television 
Receivers,” the new book is designed 
for reference use by dealers and inde- 
pendent technicians who have attend- 
ed the many color TV clinics and 
workshops conducted throughout the 
country. 

The book, which deals specifically 
with the current RCA Victor 21CT- 
660U series, describes the tools re- 
quired for efficient color receiver serv- 
icing, tells how to use these tools, 
discusses servicing procedures, etc. 

Copies of this book are available 
from the Commercial Service Section 
of the company at Camden, N. J. for 
$1.00 a copy. 


BUILT-IN RADIO SYSTEM 

Phillips Radio Corporation, High- 
way M151, Temperance, Michigan is 
making available a four-page brochure 
describing its new built-in radio sys- 
tem for custom installation. 

The bulletin is addressed to contrac- 
tors and architects and describes a 
master radio system with speaker and 
four additional room speakers fitted 
with individual volume controls. The 
radio and room speaker panels are 
available in satin stripe chrome, cop- 
per, or gold finish. 

Write the manufacturer direct for 
a copy of this brochure. 


NUCLEAR INSTRUMENTATION 

A four-page bulletin on nuclear in- 
struments, counter tubes, and voltage 
regulator tubes is being offered to in- 
terested persons by Anton Electronic 
Laboratories, Inc., 1226 Flushing Ave., 
Brooklyn 37, New York. 

The two-color brochure illustrates 
and describes the company’s rateme- 
ters, survey meters, ore assayers, an 
instrument for sorting radioactive 
samples, as well as a line of stainless 
steel counter tubes, neutron detection 
tubes, and miniature and subminia- 
ture corona discharge voltage regu- 
lator tubes. 


ALLIED FLYER 

Allied Radio Corporation, 100 N. 
Western Avenue, Chicago 80, Illinois 
is now offering copies of its new equip- 
ment and parts flyer, No. 156. 

This 64-page publication pictures 
and describes hundreds of new items 
ranging from tape recorders to TV ac- 
cessories and service gear. A large 
section on audio equipment and com- 
ponents will be of special interest to 
the audiophile. 

Copies of this new flyer are avail- 
able without charge. Be sure to speci- 
fy Catalogue No. 156. 


SILICON POWER RECTIFIERS 

Transitron Electronic Corporation, 
Melrose 76, Mass. has issued four new 
data sheets describing lead-mounted 
and miniature type silicon rectifiers; 
transistors, rectifiers, and diodes; and 
military-type silicon rectifiers (1N253, 
1N254, 1N255, and 1N266). 

Complete electrical specifications 
and mechanical data are given for 
each unit. 


insist on 


SPRAGUE 


f 


CAPACITOR- 
RESISTOR 
ANALYZER 


NORTH ADAMS, MASS. 


OSCILLOSCOPE 


Model 830 
Mfd. for U.S. NAVY 


This scope is a combination of a highly efficient con- 
ventional 3” oscillograph, with a thyratron linear 
sweep and a synchronized sweep frequency modulator 
or wobbulator. Operates from 115VAC-60 cycles. 
The perfect instrument for service, labs, schools, in- 
dustry, experimenter, All features of high priced lab 
wmeebes available to you at less than the price of a 
it. 


SIZE: 10” x 7%" x 14” 
+. 23 Ibs. $29.95 
All tested. All in perfect operating mplete 
condition. All made to rigid Navy specs. “ rae 
A complete ’scope with instruction book eg tad 
for less than the price of a kit. (We N. Y. 
ship by express.) 


CRYSTAL CONTROLLED SUPERHET. Recvr R-82/ 

ARW-20x. 14 volt dyna. 11 tubes. S meter, $14 

Xtal, 8 x 9 X L1—MEW....cceccccccccccscce “ 
COMMAND SERIES IN STOCK 

nea All Excellent Condition. All with tubes and 

Crystals. 


3-6 MC—w/dyn, Black Wrinkle Finish........ $6.95 

6-9 MC—w/dyn. Black Wrinkle Finish........ 6.95 

XMTRS. ALL EXCELLENT COND. ALL WITH 
TUBES. 

2.1-3 Mc. Black Wrinkle Finish. $5.95 


3-4 Me, Black Wrinkle Finis 
-5.3 Me. Black Wrinkle Finish, 


4 ° 
5.3-7 Mec. Black Wrinkle Finish.. : 
E 8.S.B. These Brand New ++ $6.95) 
$oO.F MO .ccccococtvessoccccesccccegeesoooces 6.95 
23, 100-156 Me. Less Tubes, Fair Condition.. 4.95 
R -28, 100-156 Me. with Tubes, Good Receiver.. 9.95 
SPECIAL 


BC-458, 5.4-7 Me transmitter, used _ condition. 
Perfect for conversion to SSB at an 
Qll time OW. cccccccccccccccseccce 2 for $5.00 


MODULATION XFORMER, 20 watt, Mfd. for 
TCS transceiver. Stancor 95A10. Also used as 
1:1 {sOlation ....ccececcccccccsvccsccessccses 
FILA XFORMER, 24v, 1.54, Compact FB all 
SUIPIUS BeAr ....ceeccseccosccccccccvssorcess 1.95 
Ate , BESPees. Bv, 13A, M@W.....eceeeeees 2.95 
TU PE 1625 (SSB types) —Doz 4 eeecves 2.25 
SENSITIVE MiGRO-AMMETER—O- 30 Micro 
Amp DC 2%”—Hermetic Seal—JAN Type— 


Brand NeW. ....cccccccccsccccvcccesvcveresese 
DUMONT Lewitt) 224A—Exc. Cond.79. 95 
NATION RANSMITTING VARIABLE 


COND. SOS DS 8KV with coupling and ver- 
or 


REX RADIO SUPPLY Mover Sh. vy. 
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Portable TV 
(Continued from page 37) 


Still another circuit innovation used 
in the RCA set is shown in Fig. 5. 
A single 6U8 tube is used in conjunc- 
tion with three diodes in the limiter, 
sound if. amplifier, ratio detector, 
audio amplifier, and audio output 
circuits. The sound if. limiting is 
accomplished by CR: with one side 
positively biased by a portion of the 
cathode bias from the second if. 
stage. Next, the pentode section of 
the 6U8 acts as a 4.5 me. amplifier 
and drives the ratio detector’ trans- 
former. Detection is performed by the 
two crystal diodes, and their output 
is fed back in the form of the audio 
signal through capacitor Cio to the 
pentode which now serves as an audio 
amplifier. Riu, the 33,000 ohm re- 
sistor in series with the ratio detector 
transformer, is the audio amplifier 
plate load. The signal then goes to 
the volume control and the output 
tube. The latter is the triode portion 
of the 6U8 and employs a specially 
designed output transformer. Approx- 
imately .5 watt can be expected from 
this audio system, with tone quality 
sufficient for a small portable set of 
this type. 

In the G-E type “M” receivers the 
maximum available “B+” is only 135 
volts since neither a power trans- 
former nor a voltage-doubler circuit 
is used. To get the required high 
voltage and deflection, the horizontal 
sweep output circuit uses some rather 
unusual features as shown in Fig. 8. 
The two horizontal deflection coils are 
connected in parallel and tapped down 
on the autotransformer. To eliminate 
the cathode bias circuit and obtain 
better linearity with maximum effi- 
ciency, the cathode of the output am- 
plifier is connected to a special wind- 
ing on the flyback transformer. 


Servicing Problems 


Many service technicians fear that 
the introduction of low-cost, small TV 
sets will bring the same service charge 
difficulties as experienced with serv- 
icing cheap a.c.-d.c. sets. It is almost 
certain that service problems with 
portable TV sets will be no simpler 
than with the more expensive con- 
ventional sets, yet the customer will 
expect to pay less for equivalent serv- 
ice work simply because the set was 
cheaper when new. In this respect the 
customer will have to be made aware 
of the facts. 

As mentioned previously, many of 
the new portable sets use printed wir- 
ing which requires special methods for 
troubleshooting and repair. In general, 
Printed wiring does not permit any 
faster or more efficient repair than 
the older system and estimates as to 
Price and delivery on such sets should 
take this into account. 

Another factor which makes port- 
able TV receivers somewhat difficult 
to service is their compact construc- 
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SUPERVISOR Dept. R 


wr career with Bendix Radio! 


these 
ADVANTAGES! 


If you have 5 or more years of electronics experience, you 
benefit many ways as a Bendix Radio Field Engineer. 
You will receive full pay while you go to our company- 

sponsored school in Baltimore. Then, you will be 
given a key assignment in the United States 

or overseas with responsibility of 

maintaining search and surveil- 


DIVISION OF BENDIX AVIATION CORP 
Towson 4, Maryland 
(Phone VAlley 3-2200) 


FIELD 
TECHNICIANS 


Broaden the scope 


G + @ Professional status 
e @ The prestige of representing 
BIG the leader in its field. 


@ Top salaries 
@ Liberal field allowances 


lance radar equipment made 
by Bendix Radio. 


SURPLUS 


RADIO 


6”. Brand new. ° 

WILLARD 25-2: Wet cell. New 

WILLARD 20-2: Brand new. Hot buy! 
RPS MESSAGE BA 

8) 1 light. Brand aS. 39c 


3 for $1.00. EACH..seseee 
D! COMMAND TRANSMITTERS! 
+3-7 MCe +00 093.95 
5:3 (fon fhe: ° 5.95 
CD-307 EXTENSION CORD FOR HEADSET: 95¢ 


Brand _ new. is tor $8.78 EACH 
eWe 


t. 
MOIS EAR MUFFS: N Pr. for $1.00. 
PER PAIR, Coccveccs cecvecvevewes 396 $2.50 ea.* 


HEAVY DUTY MAGNET 
keeper, 8x6x234". 
trons. New. Ea. 


SIGNAL 


0 
$4.95 
ae “93:35 


COMBINAT 
handle, 
bac. New. Set. sese-s 


RAND NEW CO-AX CONNECTORS 
TYPE, feed-through, extension 


for 


connectors, 4 $2.89. Each 
INFINITE IMPEDANCE CONNECTORS: 4 39 
for only $1.49. All brand new, Each, 9G 


Origi: a caf , pao 
na us for pla 

fe Mbe FM transmitter-receiver. Fairly 
small, brand new condition, With 

Great buy! ssecssccssssee 

All orders FOB Los Angeles. 25 de; 
items subje: 

ORDER $3.00 


akaea'ns eee 


x4 4x 
Specia ‘Only: - 3.95 


eee eee 


Out of $4 95 RADIO HANDBOOK, GIANT 14TH EDITION. 
oe bd 


2 
& COLUMB 
$ .99 7OL7 


1oN SAW 


on Blades, plastic © 4 95 MECUM). NEW 12TH EDITION. Lists over 
a 15,000 tubes from every tube making country. 

Printed in 16 languages............ $5.00* 

ear Cc BETTER TV RECEPTION (in fringe and low- 


‘and filament supply 


to prior sale. 1N- 
OPEN FRIDAY NITE TILL 10 P.M. 
ELECTRONICS 
2251 W. WASHINGTON BLVD. 
LOS ANGELES 18, CALIFORNIA 


Conversion 


‘MANUALS 


in two volumes 


Volume 1 Practical conversions. See it at 
your deoler or send stamp for list of contents. 


Volume 2, Companion to Volume 1. 


A one-volume library of radio information with 
extensive, simplified theory. Detailed how-to- 
build-it dota on dozens of items of practical 
radio equipment........ Ske eS, eee: $7.50* 


WORLD’S RADIO TUBES (BRANS’ VADE 


signal areas). SECOND EDITION. The standard 
guide for installation technicians. A popular 
text for TV enthusiasts.............. $2.50* 


RADIOTELEPHONE LICENSE MANUAL. Typical 
study questions with concise answers for any 
commercial U.S.A. radiotelephone operator's 
eee SP se et Se $3.75* 


ANTENNA MANUAL. A practical comprehen- 
sive book on antennas, for everyone interested 
in transmission and reception. Over 300 
and 12 VDC. Napili Tale leita aid sags wake Pe BES $3.50* 
*Plus any tax Send three cent 


stamp for circular 


} BUY FROM YOUR DISTRIBUTOR 
4 Add 10% cn Cirect mail orders to 

7 EDITORS and ENGINEERS, Ltd. 
Summerland 2, California 
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Now Includes 


CILLATOR, PRINT- 
CIRCUITRY 


FREE TOOLS 


@ No Knowledge of 
Radio Nec 

@ No Additional Parts 
or Tools d 

e@ Excellent Back- 
ground for TV 

@ Unconditional Money- 

Back Guarantee 


BUILD 16 RADIO 
CIRCUITS AT HOME 19° 


With the New Deluxe 1956 
Progressive Radio “Edu-Kit” only 


A PRACTICAL HOME RADIO COURSE 


Reg. U.S. 
Pat. Off. 


FREE 
WHAT THE 


radios. 
chassis. 
equipment. 


for TV. 


small price you nav. 


PROGRESSIVE 
TEACHING METHOD 
The Progressive Radio 
“Edu-Kit” is the fore- 
most educational radio 
kit in the world, and is 
universally accepted as 
the standard in the field 
of electronics training. 

e “‘Edu-Kit’’ uses the 
modern educational prin- 
ciple of ‘*‘Learn by Do- 
ing.”’ You begin by build- 
ing a simple radio. Grad- 
ually, in a _ progressive 
manner, and at your own 
rate, you construct more 
advanced inulti-tube ra- 
dio circuits, learn more 
advanced theory and tech- 
niques, and do work like 
& professional radio tech- 
nician. 


ware, tubing, 
Manuals, ete. 
cuit materials, 


tric solde 


fully selected, 


You will learn to trou- 
ble-shoot and service ra- 
dios, using the profes- 
sional Signal Tracer, the 
unique Signal Injector, 
and the dynamic Radio 
and Electronics Tester. 
Our Consultation Service 
will help you with any 
technical problems. 


Hi-Fi, Radio & TV Servicin 
on Request. (See Coupon 


DU-KI 


The ‘‘Edu-Kit’’ offers you an outstanding PRAC- 
TICAL HOME RADIO COURSE at a rock-bottom 
price. You will learn radio theory, construction and 
servicing. You will learn how to build radios, using 
regular schematics; how to solder and wire in a 
professional manner; how to service and trouble-shoot 
You will learn how to werk with punched 
metal chassis as well as the new Printed Circuit 
You will learn the principles of RF and 
amplifiers and oscillators, detectors, rectifiers, test 
You will learn and practice code, using 
the Progressive Code Oscillator. 
Receiver, Transmitter, Code Oscillator, Signal Tracer 
and Signal Injector circuits, and learn how to oper- 
ate them. You will receive an excellent background 
In brief, you will receive a basic education 
in Electronics and Radio, worth many times the 


THE “EDU-KIT" IS COMPLETE 


You will receive all parts 
sary to build 16 different radio and electronics cir- 
cuits, each guaranteed to operate. 
tubes, tube sockets, variable, electrolytic and paper 
dielectric condensers, resistors, tie strips, coils, hard- 
punched metal chassis, 
In addition, you receive Printed Cir- 

including Printed Circuit chassis, 
special tube sockets, hardware and instructions. 
also receive a useful set of tools, a professional elec- 
ring iron, and a self-powered, 
Radio and Electronics Tester. 
includes Code instructions and the Progressive Code 
Oscillator. You will also receive lessons for servicing 
with the Progressive Signal Tracer and the Progres- 
sive Signal Injector, a High Fidelity Guide, FC 
Amateur License Training Book, and a Quiz Book. 


All parts, components, etc. oll “*Edu-Kit”’ are 


100% unconditionally guaranteed, 
tested and matched. Everything is 
yours to keep. The complete price of this practical 
home Radio and Electronics course is only $19.95. 


TROUBLE-SHOOTING LESSONS 


found your ad and sent 
for your kit.’’ 


lectronics Tester @ Electric Solder- 


Consultati: 
@ FCC Amateur Lic. Training @ Printed Circuitry 
“ORDER FROM AD—RECEIVE FREE BONUS | 
RESISTOR KIT WORTH $5 | 
UNCONDITIONAL MONEY-BACK GUARANTEE 


DO “Edu-Kit’’ Postpaid. Enclose full payment of $19.95. | 

O **Edu-Kit’’ C.0.D. § will tage. 

OG Send me FREE additional information describin 

“Edu-Kit.’’ Include FREE valuabie Hi-Fi, Radio 

TY Servicing Manuals. No obligation. 
ide U.S.A.— o.D.’ 


j PROGRESSIVE “EDU-KITS” iNC. | 


Manuals 
elow). 


OFFERS YOU 


AF 


You will build 16 


THE KIT FOR 
EVERYONE 


You do not need the 


slightest background in 


“Edu-Kit’’ is 
¥ old, schools 
and clubs, by rm 
Forces Personnel and Vet- 
erans Adm. for training 
and rehabilitation. 
**Edu-Kit’”’ is used 
countries throughout the 
world. 

wesigned for universal 
use, the *‘Edu-Kit’’ oper- 
ates on any voltage from 
105 to 125 volts, AC and 
Dc. For use in countries 
employing higher line 
voltages, a 210-250 Volt 
AC/DC model is available. 


and instructions neces- 


Our kits contain 
Instruction 


You 


dynamic 
The “‘Edu-Kit’’ also 


brand new, care- 


J. Stasaitis, of 25 Pop- 
lar PL, Waterbury, Conn., 
writes: “‘I have repaired 
several sets for my friends, 
and made money. The 
“Edu-hKit’’ paid for it- 
self. | was ready to spend 
$240 for a course, but I 


$19.95 pilus 


(Outsi -S.A. .0.D.’s. Send check on U.S. bank 
or Intern’t’! M.O. ‘‘Edu-Kit’ for 105-125 V. AC/DC | 
$20.95; 210-250 V. AC/DC $23.45.) 

MAMe 2c ccccccsccccevcs 

MGGrFOSS 2. nc cecceccseeee 


1.497 _Union Ave.. Room 55E, Brooklyn 11, N.Y. | 


tion. For example, consider Fig. 9, 
which shows the two vertical chassis 
of the 8-inch RCA sets. These two 
vertical chassis or “decks” are bolted 
together and in order to perform any 
troubleshooting or repair the whole 
assembly must be taken apart first. 
To complicate matters, there are no 
easily accessible alignment or test 
points. 

Alignment of these small receivers 
should be simple since few tuned cir- 
cuits are used, but regeneration is 
possible because of the relatively high 
“Q” of the individual coils and the 
close proximity of the entire assem- 
bly. For this reason, the prescribed 
alignment frequencies must be ob- 
served accurately. To complicate mat- 
ters, in many sets the alignment points 
are hard to get at unless the unit is 
disassembled. 

One custom which has already be- 
come popular in the case of smaller 
table model radio receivers is the 
tendency of economy-minded custom- 
ers to bring the set to the service 
shop for repairs. If this custom is 
extended to portable TV sets, service 
charges can be kept low. 

Since most of these sets will be in 
primary reception areas, using an in- 
door antenna, local signal conditions 


in the immediate area may noticeably 
affect reception. In some _ instances, 
the service technician may have to 
take the set back to the customer’s 
home to try it out and determine the 
trouble spot, especially if the set seems 
to perform well in the shop. In this 
connection it is well to look for alu- 
minum blinds or awnings which, when 
raised, will not interfere with recep- 
tion but when lowered can seriously 
reduce the available signal. Such .in- 
stances have been observed by the 
author in otherwise excellent reception 
areas. 

It may appear from the preceding 
that the new portable TV receivers 
portend additional trouble for the al- 
ready harassed service operator. The 
introduction of these new models can 
also be considered in a more optimistic 
light. For one thing they will increase 
business since most of these sets will 
go to families already owning a TV re- 
ceiver. Thus the service technician can 
expect to get more frequent calls from 
his regular customers. Another bright 
spot in the picture is that there may 
be a decrease in the urgent repair 
calls if there is more than one TV set 
in the home. This will lessen some of 
the pressure of the detested “hurry 
up” jobs. 
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Fig. 8. High voltage section of the General-Electric model “M” receivers. The re- 
quired 2nd anode and sweep voltages are obtained by using an autotransformer. 


Fig. 9. The two vertical decks of the RCA portable TV chassis are shown here. 
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QUALITY 
DIAMOND STYLUS 


(Incl. New GE Clip-in Type) 


DIAMOND and SAPPHIRE 
Jobber Boxed Only $14.75 


SINGLE DIAMOND 
Jobber Boxed Only $13.75 


One Year Manufacturer's 
Warranty on All Diamonds 


* & & & SPECIAL Kx xk & 
GE RPX-052 GOLDEN TREASURE 


Diamond and Sapphire Stylus 


Jobber Boxed Only $17.95 


Limited Quantity 
All Shipments Prepaid 


COMPLETE LINE of HI FI UNITS 
WRITE TODAY 


SOUNDMART, Unlimited 


63-03 39th Avenue, Woodside 77, N. Y. 


Retail Store: AUDIO, Unlimited 
169 W. 57 St. (Opposite Carnegie Hall) 


GET MORE WORK 
OUT OF YOUR 
OSCILLOSCOPE 


Learn fo service 
ANY radio or TV 
faster! 


movers 


Here, in a brand new 2nd edition, is 
THE book that really shows you how 
to use oscilloscopes! 

A-B-C, MODERN OSCILLOSCOPES 


Clearly as 
AND THEIR USES tells you exactly when, where 


and how. You learn to locate either AM or FM 
radio or television troubles in a jiffy. Even tough 
realignment jobs are made easy. No invelved mathe- 
matics! Every detail is clearly explained—from mak- 
ing connections to adjusting circuit components and 
setting the oscilloscope controls. And you learn to 
analyze patterns fast and RIGHT! 


NEW 2nd EDITION! 
Includes Color TV ‘Scope Data 


Includes latest data on use of ‘scopes in color TV, 
industrial electronics, teaching . . . even in atomic 
energy work. Over 400 pages and over 400 clear 
pictures. Dozens of pattern photos make things 
doubly clear. 


PRACTICE 10 DAYS FREE! 
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| Dept. RN-76, RINEHART & CO., Inc. | 
| 232 Madison Ave., New York 16, N. Y. ] 
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Mac's Service Shop 
(Continued from page 71) 


the air and feed it into a dummy an- 
tenna. With the mike in front of a 
radio playing music, I listen to the sig- 
nal on earphones plugged into my com- 
munications receiver working with no 
antenna. Sure enough I hear the dis- 
tortion myself. 

“Now I use the earphones in series 
with a blocking capacitor to signal- 
trace the musical signal through the 
speech channels. I find it undistorted 
at the plate of the first tube and the 
grid of the second, but the distortion is 
immediately apparent at the plate of 
the second tube. Checking voltages on 
this tube with the v.o.m. shows the 
grid is several volts positive instead of 
being at zero potential with respect to 
ground, as it should be. This points 
the finger of suspicion at the cou- 
pling capacitor. When it is unsoldered 
from the grid there is still a positive 
potential on the free end. It is leaky 
and is feeding through the positive volt- 
age on the plate of the first tube. I re- 
place the capacitor and listen to the 
signal again. The distortion is gone.” 

“A real snappy story,” Mac com- 
mented; “but why didn’t you include 
anything about safety measures which 
must be observed when working on 
ham transmitters?” 

“Because that was handled by an- 
other talk at the same meeting,” Bar- 
ney promptly explained. ‘Any other 
questions?” 

“None,” Mac said with a grin. 
go to work.” 


“Let’s 


A study in contrasts. The tiny RCA Victor 
“Transistor Six.” which weighs approximate- 
ly a pound with batteries is the modern 
successor to the company’s 1925 “Radiola 
24,” the 57-pound “portable” of its day. 
The “Radiola” model was the first of the 
luggage-type superheterodyne portables 
and, for its time, was a marvel of com- 
pactness and convenience. Thirty years 
later, however, thanks to miniaturization 
and the development of transistors, the 
portable user has a truly “pocket radio.” 


The Best Way 
to Play 
Your Records* 


TURNTABLE 


The Best 
Turntable 
You Can Buy 


PRESTO 


T-18 
trouette 


Professional performance standards 
combined with maximum simplicity 
of use. Beautifully machined cast 
aluminum turntable and accurate, 
heavy-duty 4-pole motor for super- 
smooth, rumble-free operation. 
Three-idler drive system with inter- 
changeable idler wheels. Single-flick 
shift, operated in one plane, selects 
33%, 45 or 78.26 rpm speeds and 
Shuts OF f MOPOP nn coeesscnsseneeeneeeee s 
*especially long-playing records 


PRESTO RECORDING CORPORATION 
PARAMUS, NEW JERSEY 
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EXCLUSIVE!! 
TRANSISTOR 


RADIO KITS 


by “KIT KING" 
*DUAL POWERED, SUN 
POWERED OR CELL 
KIT #1 ‘“‘SOLAR/CELL.”’ Dual- pomenee. pocket 
size unit; sensitive a a - ange = gs rads 
te’ for daylite (works on am 
a ite operation outlasts regular rebates yo 


Cell for n 
a Pre-drilled plastic cabinet; 
tep by step instructions; hi-gain 
transistor, diode, loopst oe variknle 
Memon aaa ah oop 20 906 aaa 
KIT #2 “‘SOLAR.’’ Sun battery powered. (Kit 


#1 less mercury cell & switch. 
Wt. B OB, cece cccccsscvssscccccees 


only . 


Hi - IMPEDANCE 
PHONES for above 
sets, only.......- $1.95 


KIT #3 “‘CELL.”’ Mercury cell powered. $5. 55 
oO (Kit +1 less sun battery). Wt. 5 oz..only 


SOLDERING IRON 
with solder included, 


only .seeeeee eeeeee 


FREE! ANY $1 KIT WITH EACH $10 ORDER! 


FAMOUS "KIT 


oO 8-PC, NUTDRIVER KIT. 
Plastic handle; ag! 
7/32, V4, 5/16, 11/3 3a; 
7/16” steel socket wrenches 
in = fs case. Wt. 12 $1 
Ib. $3.50 value. 


] 60 MICA CONDENSERS. 
Postage stamp types, 25 
values! .00001 to .01 mf 
7” te WYDC, Silver. 5%, 
00! ‘i Reg. 
$21. $1 


60 CARBON RESIS- 


ToRS Insulated, 35 
values! ohms to 10 
Ber ld We ts"in. bf 

- lo 
Reg. $18. i $1 


CO 40 MOLDED CONDENS- 

ERS. it kno 

be eens values. 08 0.1 
up . 

12 Ib. Reg. $13. $1 
25 TUBE SOCKETS. 
Subminiatures, 7, 9-pin, 

ceramic. 

base. Wt. 1 Ib. Reg. $9 


(is eo epg A cage 
Dise: tubular, 


Rez. $14. © $a 


30 DISC Eg 
4.7 mmf to 


— 
- mf, to 1000V. As- 
sorted patues. Reg. $1 
$12. 


so 4 COILS & 
Cc ypes 


ib. 
Wt, 1 Ib. Reg. $15. 1 


CJ 60 TUBULAR CON- 
DENSERS. 25 —s 
035 to 1 
6000V. oy Hee wegg 
2 Ibs. Reg. $10 
im DIODE KIT +1. Four 
of the most used nan: 
as. ow pay 4A. 
§ y mu: 4 
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pt enn KIT gh 
diodes 
bag: pr a INDI. ey 
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2000 PCS. HARDWARE. 

Woodworking, radio-TV, 
shop — om, oe 
mets, 


r terminal 

» lb lings twee 
1% Ib. $1 
7 ROLLS HOOKUP 
WIRE. Seven 25-ft. 
rolls +18 to 24. Asstd. 


stranding, " aniston col- 
ors. 
$4. - $1 


12 AC-DC LINE CORDS 


Be 5 Oe ss SL 


KING" $1 KITS 


Oo 125 RESISTORS, insu- 
ted 


loopstick, cabinet, condens- 
er, wire, go is 
structions. Reg. $2.50. 


O 15 VARIABLE CON- 
DENSERS, Erie ceramic 
T-S2A ae us. values. Sin- 
gies an uals. 
Ib. Reg. $12 *$1 
1s VOLUME ini gt 
wt. 1 


meg. WW. 
Ib. Reg. $12. 
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bular, candohm, sanded. $1 
Wt. 2 Ibs. Reg. $9. 
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115 to 6.3V @ 0.6A: 150V 
15 ma; plus sel 


12 PANEL SWITCHES. 
8 types—micro, A.C., 
car, push, porary. Rez. $4 


$12. Wt. 2 Ib: 
oO 7 PANEL LIGHTS for 


1 Ib. Reg. 

Ej.> 10 “‘POLY’’ BOXES. 
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snap ys clear plastic boxes, 

for pocket radios, parts. 


Three Pyndreds of uses. Reg. $1 
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ms 
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al Instrument KNOBS. 
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cision "instrument ‘and equip- 
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Ren. $12. wt. %2§1 
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LEKTRON SPECIALTIES 


28 GARDNER ST. 


CHELSEA 50, MASS. 


Visit our salesroom at 131 Everett Ave., Chelsea 
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AS REPORTED BY THE — 
TELEVISION TECHNICIANS LECTURE BUREAU 


ssiF YOU have a thing to sell 
Don’t go wishin’ down a well; 

Take your ego by the collar 

Jump upon a roof and holler.” 

Whoever wrote that rhythmic bit of 
sage advice must have been looking at 
men who run radio and television 
service businesses when the inspira- 
tion struck him. 

Not long ago your editor dropped in 
to see a man who owns a very suc- 
cessful service business. It is a well 
balanced business that handles auto 
radio service as well as that on televi- 
sion and radio sets. An attractive re- 
tail department was sectionalized for 
displaying a wide range of TV and 
major appliances with a well stocked 
traffic appliance corner. Actually, it is 
a well-rounded service center for the 
community it serves because it pro- 
vides service on traffic appliances and 
almost any other type of device that 
plugs into a power-line socket. 

Asked how business was, the owner 
said, ‘““Not so good lately. Volume has 
been down.” Then after a fast review 
of the situation, he proceeded to ex- 
plain what was wrong with him and 
practically every other man he knew 
in the service business. 

“We are chumps the way we fail to 
promote our businesses,” he said. “We 
do not look ahead and plan for these 
seasonal let-downs in TV _ service. 
When they come, they come fast. In- 
come takes a nosedive and we start 
scurrying around for a promotion that 
will quickly build volume on some- 
thing else. 

‘It takes from one month to two 
months,” he continued, “‘to plan a pro- 
motion, and to get the stuff printed 
and in front of the public long enough 
for it to bring in business. I should 
have started to promote something 
else two months ago to offset the drop 
in TV service that always comes along 
this time of the year.” 

He discussed his failure to consist- 
ently promote his auto radio service 
department. Prior to TV, he had had 
an excellent business on auto radios 
but ‘under the pressure of keeping up 
with TV service, he had let his pro- 
motion programs on auto radio service 
die off. Now he is in the process of 
working up a long range campaign on 
this phase of his business to build it to 
the level where it should be. 


“Then there is industrial and com- 
mercial sound equipment,” he said, 
“that no one promotes. One of the 
large stores in town asked me to 
make a thorough check of its store- 
wide intercom and call equipment, 
make an entirely new installation, if 
necessary, and then take over its 
maintenance. The store wanted to 
drop its plan of internal maintenance 
because it was not satisfactory. I let 
it slide because we were swamped 
with TV service at the time. Yet it is 
a far more stable business than con- 
sumer TV service. 

“There are hundreds of commercial 
and industrial establishments and 
small offices that would buy some kind 
of sound equipment,” he continued, “if 
some of us would take the time to 
sell it to them and install it. Yet we 
all sit around griping because the 
service business is lousy.” 


Pump Priming 

The fuel that powers any business, 
from the smallest service shop to the 
largest corporation, has a triple name 
—selling, advertising, and promotion. 
Good salesmanship in a service busi- 
ness is the way service customers are 
handled in every contact. A pleasant 
response over the telephone when a 
customer calls for service creates 
confidence. A friendly smile, simple 
explanations of what caused the 
trouble, and a wholesome interest.in 
people will help you keep customers 
as regulars after they call you the 
first time. 

The appearance of your service car 
and your shop, and your ads in the 
phone book and in daily or community 
newspapers all enter into the effec- 
tiveness of the way you advertise your 
business. 

The third ingredient in this busi- 
ness fuel is labeled promotion. A serv- 
ice special to bring in business during 
a seasonal lull is termed a promotion. 
However, when you cook up a service 
special you must have some way of 
letting set owners know about it. If 
you had a fancy budget to spend, you 
could run some big newspaper ads 
about it. However, the profits from 
service are not adequate to support 
newspaper ad campaigns, so you must 
find a less expensive way to get word 
to prospective customers. 
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Small shops have found that direct 
mail and house-to-house distribution 
of literature is both the most econom- 
ical and most effective way to get re- 
sults. If you do not have mailing lists, 
the chances are good that a profes- 
sional mailing concern in your town 
can provide you with a list of home 
owners in any area that you may 
want to cover. These companies will 
address and mail the material for you. 
The plan used by most service shops 
who have literature distributed house- 
to-house is to employ high school boys 
and girls for this work. 

Radio service is the best source of 
summertime business for the average 
small shop. Many people break their 
regular TV viewing habits during the 
summer months and use their radios 
more. Consequently, they are more 
conscious of the defects that have de- 
veloped in their radio sets. 

An effective promotion, if it is in- 
tensively exploited, is to offer a 
“super-special” on 5-tube a.c./d.c. table 
model radios for a limited period of 
time. The “special’’ could be to offer 
to service any make of 5-tube table 
model radio for a limited period of 
time for $1.50 labor plus tubes and 
parts. One shop that exploited this 
special during August last year was 
swamped with radio service business 
for several months. This man planned 
his “August Special” early in July. He 
prepared copy for four handbills to be 
distributed, one per week, in the area 
he selected for this intensive promo- 
tion. Arrangements were made with 
a couple of high school age boys to 
take care of the distribution to about 
two thousand homes. 

Distribution of the handbills started 
on the first day of August. Using a 
cross reference telephone directory, 
each day the shop owner’s wife tele- 
phoned about twenty-five people in 
the area where handbills had been dis- 
tributed the day before, to inquire 
whether they had received the hand- 
bills and if they had any radio sets to 
be repaired on this summertime spe- 
cial plan. By the middle of the second 
week of August, they had to add an- 
other technician to help handle the 
flood of radio sets that came in. This 
promotion not only provided a healthy 
profit during August but it also put 
this shop owner wise to a source of 
service business that has been badly 
neglected. This was the work avail- 
able in repairing console radios. 

Almost every home has a console 
with a radio-phono combination. Al- 
though the television set is the focal 
point for family entertainment, there 
is an interest in keeping the radio 
console in good repair since there is 
little interest in buying a new one. This 
is a good type of business for a shop 
to handle because there is no rush to 
have the set serviced and back on the 
job. It is the kind of work in which 
the customer will cooperate so it can 
be handled during the periods when 
TV service is off. 

Another shop owner who put on an 


July, 1956 


‘sansnesscraa er cena. 
42999 999 Sop 


CROWN 


Professional Tape Recorder 


Easily Portable. 10/2” Reels. Rack mounting tape transport. 


IDEAL 
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DUAL TRACK 
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GIANT SURPRISE KIT *4°° 


> 
. 
> 
> 
> 
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J 
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J 
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> 


25-30 lbs. of brand new RADIO 
- no junk .... Trane 
formers, Filter and Bypass Condens 


ers, Resistors; Wirewound, Carbon. 
Volume Controls, Sockets, Wire, Var- 
iables, Chassis and Gang Switches. 
Parts that every Service Man, Experi- 
menter or Ham needs. Express or 
Freight Shipments Only. No C.O.D. 


> NEWARK SURPLUS MATERIALS CO. 
} 324 PLANE ST., Newark, N. J. 
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a TERRIFIC BARGAIN in a 
SOLA CONSTANT- 
VOLTAGE 
TRANSFORMER 


Ends fluctuating line 
voltage! 


OVER 60% OFF... 


the factory price at a f-input 2.000 VA unit! And 
here’s another bonus! This Air Forces 2,000 V 
overstock, Sola Cat. _ Bey has 4 inputs! 90-125 
V., 190-350 V., 60 cy. or 50 cy. Isolated secondary 
is constant 115.0 ‘5 % + % from no-load toe full-load 
of 17.4 amp. So, i u choose, use it as a 220:115 
- 5 and vehash 3147.50" off “the factory 


ut price! 
hey BY in original wood box. 4 ® 0 
On 


le wt. 254 Ibs. 76.8. § 
Pasco, Wash. ft 


P. O. Box 1220-A Beverly Hills, Calif. 


AMATEUR 
CRYSTAL 


Headquarters 


CRYSTAL HOLDER DATA 


FT-243 and FT-241-A holders have ‘2" pin 
spacing (2 of either of these crystals will 
plug into any standard octal tube socket). 
DC-34 holders have *.’ 
available when ordered with crys- 


pin spacing-sockets 


25¢ 


tals, each at 


NOVICEBAND 

80 meters within 3 ke of specified 
frequency—3701 to 3749 ke in DC-34 
or FT-243 holders=(specify holder 
wanted) 


79¢ 


40 METERS 
From 7152 to 7198 kc within 1 kc of 


— frequency in FT-243 hold- 79¢ 


80 Meter Ham 


1-243 holders 79¢ 


STOCK CRYSTALS 

Send postcard for free list of free 
quencies. FT-241, DC-34, FT-243, 
FT-171, each 


50¢ 


SPECIAL CRYSTALS 


STOCK CRYSTALS 


In FT-243 holders—5675 ke to 
8650 ke in 25 ke steps each, 


50¢ 
FT-241 LATTICE CRYSTALS 
in all frequencies from 370 kc to 540 ke—SOe 
$00 ke Crystels— $1.00 455 ke Crystals $1.00 


Texas Crystals 
The Biggest Buy in the U.S 


RIVER GROWE, ILL 
TONE 3-3555 


538 W. GRAND AVENUE 
ALL PHONES — SLADS 
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August a.c./d.c. table model radio 
service special used a pick-up and de- 
livery offer to get action. When tele- 
phoning after the handbills had been 
distributed, the offer was made that 
if they could pick up the set or sets 
that afternoon, pick-up and delivery 
would be made without charge. 
Through careful planning, the tele- 
phone canvass was focused on a 
concentrated area each day so a load 
of radios could be picked up with min- 
imum travel. 

The impending political conventions 
provide an opportunity to build sum- 
mertime service volume. When the 
conventions get underway everyone 
who owns a TV set will want to watch 
the big show. There will be a sharp 
upsurge in the volume of TV service 
calls. 

Alert shop owners will take advan- 
tage of the up-coming conventions to 
sell service during July and August in 
anticipation of the big events. A good 
“gimmick” for selling service during 
July and August is to offer customers 
a plan of extended payments without 
interest to pay for jobs that amount 
to twenty-five dollars or more. Obvi- 
ously, arrangements should be made 
for adequate credit checks on custom- 
ers who want to take advantage of 
the plan. 


Promotions that Build 

All types of businesses find it neces- 
sary to dream up special promotions 
to prime the business pump during 
seasonal lulls. But these are “fill-ins” 
that in no way minimize the necessity 
for steady, consistent promotion of 
the business the year around. 

Figures recently released by the 
U.S. Bureau of Census show that 17% 
of the population move to new or dif- 
ferent homes every year. That means 
that 17 out of every 100 of your regu- 
lar customers will move out of your 
area this year and they will be re- 
placed by 17 new families who never 
heard of you before. You must keep 
pounding away to make your business 
known to the new families that come 
into your operating area. 

Surveys show that the average one- 
man shop takes in less than eight hun- 
dred dollars per month for service and 
sales. Obviously, when all of the oper- 
ating expenses are paid, and the tech- 
nician takes his own salary out of the 
business, there is not a great deal of 
money left to pay for promotions. 

All of the receiving tube manufac- 
turers provide professionally prepared 
promotional material that is so low in 
cost that even the smallest service 
business can afford all of the things 
needed for a well-rounded, consistent 
promotional program. A_ standard 
package of material for a small shop 
should include the following: 

1. Imprinted letterheads, billheads, 
envelopes, and business cards 

2. Imprinted stickers to be placed 
on the back of each set repaired 

3. Imprinted “Good,” “Fair,” and 
“Bad” tube stickers to be attached to 
each tube tested 


CONALERT 


MONITORS 


CONELRAD 


© Meets FCC Requirements 
®5Channels 9 FCDA Approved 


@ Fail-Safe 


t 


® Low Cost Effective os of Jan. 2nd, 1957— 


MANDATORY FOR OPERATORS 
OF ALL RADIO TRANSMITTERS! 


For complete information write: 


ENGINEERING CORP. 
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Latest HICKOK 
Tube Tester Roll-Chart 


To keep your HICKOK Tube Te 
date, HICKOK reprints new 


Easy to install 


ster up to 
rall-charts 
Send 
num 


ter 


every 6 months 
$1 
ber of 


THE HICKOK ELECTRICAL INSTRUMENT COMPANY 
* Cl 


specify model 


Tube Tes 


Be sure to 


your HICKOK 


10524 Dupont Ave cland 8 Ohio 
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RADIO and TELEVISION ELECTRONICS 
in all Technical Phases 
New Classes (Day and 
Evening) Start Ist of 
® Dec., Mar., June, Sept. 
Free Placement Service for Graduates 
For Free Catalog write Dept. RN56 
RCA INSTITUTES, INC. 
A Service of Radio Corporation of America 
350 WEST 4TH ST., NEW YORK 14, N. Y. 
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ernme 
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fail, 2 
fifty 
every 
addres 
short | 
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PM SPEAKERS nico #5) 


Brand New Factory Guaranteed Stock 
12 oz. mag. on 3” to 6”, heavier mag. on 8” to 12” 
BY scccccccceees s 37 | 6” 


SELENIUM RECTIFIERS 


75 ma. Pas rs 150 ma. .$.74 300 ma $1.19 
100 ma.. .6 250 ma. .1.08 500 ma 1.42 
CAPITAL “eipevnentes. 222 Fulton St., N. Y. C. 
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MUST HAVE FOR CURRENT ORDERS 
PHONE COLLECT 


BC-312 BC-314 BC-610 
BC-342 BC-344 T-47/ART-13 
R-5/ARN-7 ARC-3 ATC/ART-13 


SEMLER INDUSTRIES INC. STanley 7-1554 
6853 Lankershim Bivd. North Hollywood, Calif. 
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ENGINEERING 


Pre fe 
i B.S. DEGREE 
portunitiesot in 27 MONTHS 


ic Age! Earn your B.S. degree in 27 —y wy —— 
Technical College. Intensive, alized co 
prehensive training in math and Geral” i 
ne ag radio theory_and a, television, electronics. 
oes pberate ries. Low rate. Also B.S. DEGREE IN 
MONTHS in Aeronautical, “Chemical, Civil, Electrical 
and Mechanical Engineering. G.I. approved. Enter 
September, December, March, June. Earn part of your 
expenses in Fort Wayne while studying. Write for catalog. 


INDIANA TECHNICAL COLLEGE 


976 E. Washington Bivd., Fort Wayne 2, Indian 
Please send me free information on B.S. ENGINEERING 
DEGREE IN 27 MONTHS as checked. 


0 Electronics © Chemical O Aeronautical 

O Civil O Mechanical O Electrical 
NAME .....ccccccccrccccsccccccccrsccsescssescscessceees 
AdGreSS .ccccccccccccccedccccccccccccccecssccccceseess 
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4, Imprinted service order forms 

5. Postcard mailers 

6. Rubber stamp with shop name, 
address, and telephone number 

7. A series of service selling ad 
mats 

Decals for the service car and shop, 
an illuminated shop sign, window 
cards and display streamers, etc., 
should all be tied into the same theme 
and color scheme. 

A substantial supply of all of these 
elements that are important in a co- 
ordinated promotion program can be 
obtained from any of the tube manu- 
facturers through local parts distrib- 
utors. By using the tube company’s 
promotional materials, a small shop 
can get all of the material needed to 
keep in touch with a thousand home 
owners monthly for less than five- 
hundred dollars per year. The exact 
cost per shop would be determined by 
the number of set owners required as 
customers to provide the gross volume 
of business necessary to maintain the 
business and provide a steady growth. 

A wide variety of promotion plans 
have been developed by service tech- 
nicians to suit the individual require- 
ments of their businesses and fitted to 
the communities in which they are lo- 
cated. Direct mail has proven to be 
the best method for promoting a small 
business when it is carried out con- 
sistently. 

Many men buy the imprinted, gov- 


cs ernment stamped postcard mailers 
from tube companies and, without 
fail, address and mail twenty-five to 
fifty of these cards to home owners 
every day. This staggers the job of 
rica addressing so that it is handled in a 
_Y.| short time each day. 
—— A list of 600 home owners would 
wa represent a potential service volume 
7 of slightly more than $12,000 per year 
a2" on TV and radio sets. The total cost 
3-58 per month for cards and postage to 
4.67 keep in touch with 600 prospective 
51.19 customers would be about $36. By ad- 
a dressing about 25 per day regularly, 
no extra expense is incurred. Yet, 
— each month without fail, each of these 
600 set owners will get a little mes- 
sage from you reminding him of the 
services you can perform and telling 
him how to get in touch with you. 
3 A decided advantage in direct mail 
1554 for the small operator is that it can 
Calif. be concentrated in preferential areas 
and the calls that come from these 
sections will require a minimum of 
“ travel time to complete. 
There is not a wired home anywhere 
that does not have either a radio or 
_ TV set or some kind of an appliance 
a that needs service. The business is 
tronics. there—all around you. But you have 
ectrical to promote yourself to get those serv- 
of sour ice jobs. 
atalog. 
EGE Association News 
SRING The Detroit City Council recently 
we passed an ordinance requiring a li- 


cense to conduct a business for in- 
stalling and servicing television equip- 
ment. To qualify for a license, a 


July, 1956 


at ROCK 


‘GRAND OPENING SALE) 


TO introduce you to our large new home 
4 floors of QUALITY MERCHANDISE 


BOTTOM PRICES... 


“SPECIAL OPENING BARGAIN 


COMPLETE TV SET—DESIGNED, 
ENGINEERED & MANUFACTURED BY 
TECH-MASTER WITH SYLVANIA 
ALUMINIZED PICTURE TUBE... 


DESIGNED FOR 
FRINGE AREA 
OPERATION. 
6 microvolt sen- 
sitivity 
Automatic gain 
control 
@ Auto-transform- 
er high voltage 


sound and video 
® 3 stage stagger- 

tuned IF 
@ Heavy duty power transformer e. 62 
stage video amplifier sweep —,,, _ High 
gain Standard Coil tuner ¢@ V high 
voltage output ®@ , MEP, 2 Ba 
control @ Complete with mounting brack- 
ee. __ M4 yi sed and knobs. 

sis wit ia Aluminized Tube 


21°-$136.95 » 24”-$147.95 « 27°-$171.95 


PICTURE TUBE GUARANTEED 1 YEAR 
MASKS 1 Plece | Lucite for above Subes: 


id Border; o 


21”-$7.95- 24". $14.98 27" $17.95 


RECORD 
CHANGER 
BARGAINS 


COLLARO RC 456: New 4 speed 
manual, automatic, intermix changer; 
weighted turntable, rubber mat, plug- 
in head, le motor, 

WEBSTER MDL 140: 3 speed intermix, 
automatic shut off, a styli cart. 2 

le motor. Re .50. 

WEBSTER MDL Ty GE: 3 speed inter- 
mix, with GE reluctance RPX 050-A 
cart., dual sapphire styli, automatic 
shut off. Reg. $40 

MONARCH MDL UAG: British made, 3 
speed, weighted turntable, intermix, 
automatic stop and shut off, heavy 


$29.95 
$21.95 


$25.95 
$22.95 


duty pole motor, rubber turntable Less 
mat, Reg. $49.95. ee ote 
GARRARD RC 121: New, 3 speed, 
auto-manual changer; heavy duty turn- 
table, 4 pole motor, plug-in head. _bess Cart. Cart. 


GARRARD RC 88: Latest model, 

speed, deluxe; weighted turntable, 
mat, automatic shut off, plug in heads. 
GARRARD RC 98: 3 speed (variable) 
super auto-manual ee with 45 


2 $54.50 
$61.5 50 


RPM adapter spindle Less Cart. 


All merchandise >. brand new, factory fresh & 
Check or MO of 2 of ye & nas a deposit. 
subject to change wa jout not 


beer y 
lance C 


RECORD CHANGER BASES & BOARDS 

or the oe isted 
BASES... $3. 89 MOUNTING BOARDS. . $1.95 
12” Ball Bearing Phono MSlides lee eeee pr. $1.95 


GENERAL ELECT GOLDEN , RECOTON - GOLDR 
TREASURE RELUCTANCE 
CARTRIDGE RPX O5S2A. 
Triple play .003 mill sap- | & . 
Phire & .001 mill dia- 20-16000 crates. —— 
mond, Clip-in Stylus. essure « grams. 
Stylus pea » 98: 90 bar ae Pi sag’ sone Same 
6-8 centers 


phire styli. 
ny 


MULLARD | 


Type Replaces 
EL34 KT66: 6CA7 


tthe pene 
10-25% while reducing $3. 50 


distortion level 


EL37 6L6; 5881; 
KT66 


Te eee: SAMO rans cc 
wece2 12 7 a reduces noise levels. $2.60 
AU 
wees 12AX7 r reduces noise levels. $2.20 
El i 
& reduces noise levels. $2.50 
EF8G 2729; 6267 Reduces hum, noises $2 15 
& microphonics ...... s 


Delivers currents up to 


GZ32 SV4; SU4 


y co 
plus rectifier. Distortion ieee tha: 
Sensitivity 6 RECCr ONS, or 2 

20 microvolts on AM. 


Complete with p instructions < $29.95 
FM TUNER ONLY—-$23. 95 @ COVER—S3. 95 
These units are Jasistee in 
Hi-Fi = ifier 


Grommes Hi-Fi Amplifier Kit 


10 Watts. 18 wane ak, Resp. 20- 
b= 20,000. epi ab. Preamp.. 4 _in- 


m8 db. 2% Harm. Dist 
= step by atop Sreateuctiein manual, ar 
resistors, condensers, tubes, wire 
solder, Easy to make, 2—12AX7, 2—6V6, & *$24 95 
5Y3. Bass & Treble boost. Limited quanti bd 


5 WATT, 3 TUBE AUDIO AMPLIFIER 
With 32A00s 35Z5; 
~w extra AC ptacie. 
Phono jack. input. 7i4"x3" with mtg. 

brackets ........+-..++.++.+5+.-.5 oses bd 
ee 


Standard Coil Cascode Tv Tuner 
Replacement for gy Sv are TV set. 41 MC $9. 95 


ie Shaft len 
WESTERN "ELECTRIG POWER AMPLIFIER 


s to match—6 
Cc 6s 
68h, 6.6 condensers. chokes, resistors. x 
— uses, Original carten rom jar 
e . Gov't cost $95. Tubes. worth $7.75 as 
or for our complete HI-FI Soe Catalog. When 
N. Y. visit our camera d and —— Hi- HA 
showroom with a full ime ¢ of ‘amplifiers, speakers, tune- 
ers and enclosures. Send put on mailing list. 
Mail & phone orders fled a. receipt of ae 
.0.D., F.0.B. factory N. rices & specifications 


64 Cortlandt St., N.Y.7, N.Y. 


\ AIREX RADIO CORP. Phone CO 7-2137 


tributor. 


es 
Cleans, lubricates, protects with 
Volume not a carbon- a oe 
Still Legg in the new 
Control Sil ava PERMA-FILM 
Net to servicemen —$2.28 Cleans, lubricates, restore: 
and all tuners including wafer 
Won’t change or af- 
Contact ect capacities, inductance 
R t - Sea age Won’t — 
nsulations or recious 
estorer metals, nor at ck plas- 
with tics. For television, ra- 
oP a. eaten asd 
all noise, ox ion an 
Perma- dirt indefinitely. 
Non-toxic, WN 
Fil ~ 
m non-inflam- service- 
= men. 
sures u- 
Also avaiable in 8 | bie-free $ 
2 oz. bot- oz. botties and quart perform- 
tle. Net cans. e 
to serv- Extra economical be- 
icemen . At your nearest dis- cause a small amount 


does the job! 


ELECTRONIC CHEMICAL CORP. 


Jersey City 4, N. J. 


813 Communipaw Avenue 


EDA > 


CTO RAY TT sr | 


EAR wig aaa 


we ioe * stan pay 
oh, ee $18. 50] 
... 17GP4... 20.75 

= HOAPAA. 22.50] 


UMONT TUBES 
120P4A.23.75 | 16FP4. 26.00] 
-25 | 15DP4. 26.55 | 17KP4_ 25.00 

: “+ 15:28 | 16DPAA.32.00 | JOAPAA 33.25 
22.50... -17BP4.... 15. ..38.50 


PRICES SUBJECT TO CHANGE WITHOUT meee 


$20 WORTH OF ELECTRONIC PARTS IN GRAB-BAG 
consisting of: Porcelain sockets, coils, speaker, trans- 
formers, courte condensers, etc. ONLY $1.98 (plus 


5 
TAPE RECORDERS—Famous Brand | 
CIA 
List Pr. $249.95. Sies.00 | List Pr. $129.95. wa78. 5 
List Pr. 1199.95 198-00 | List Pr. 79:95. 59.95 


Write for complete illustrated details. 
WINDOW FANS 


VORNADO—18” Slade—Reversible—list $89.95 
osns. a7. 95 net 
FSIS —20" Blade—6 s) i—Re wagiie ith 
The mostat control—list $ $59. o5. SPECIAL. $47.95 net 
Westinghouse in_stock—write for full details 
AR ee Brand 
M% _o. bbe 6b mS5 05D 09596002000 020% = 9.95 
G.E in 


s. - 
Write for fut deters and prices 


Sensational VOCALINE TRANSCEIVER 
New: 


(Featured in Radio 


NEW low-priced 2 w Fg seen Te —~y a 


r 
upwards of 10 miles—OPERATES on AC or DC— 
PORTABLE—COMPACT (9"x6" x! x5”) FCC approved 
mm 
WRITE FOR ILLUSTRATED DETAILS AND PRICES 
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seeeee 


Double Phone ....$2 
GERMANIUM DIODE Loopstick Radio Kit...... 


AM-FM-SW AUTO RADIO 
Drift Free FM—World’s Finest—Becker hones 

Fer PUGH BUTTON. 2. wc ccccccccsceccces ze-38 
Por SIGNAL GREENER... 202 e ewes cccce 339:9 
ae GE SPEAKER with GRILLE and AUTOMATIC 
Eu RIC ANTENNA, Simple installation for all cars. 
Specity 6 or 12 Voit s: system. 
vm 3 ae HI-FI CHANGER Model 950 with Ro- 

mette Sonotone or oars flip-over cartridge—BRA we 4 | 
NEW. ORIGINAL CARTONS 21.4! 
VM 4 SPEED se CHARGER aoa ss with = 

nette, Sonotone Astatic flip-over cartridge. .$22.95 
RC456-4 SPEED < COLLARO—BRAND NEW. 


gE 
$ 
3 
H 
3 
8 
r 
& 
< 
& 
& 


SPECIAL $29.95 
45 RPM SPINDLE for above.............. $2.98 


3 SPEED PORTABLE RECORD PLAYER with MONARCH 
CHANGER—Ronette cartridge—Portabie Two Tone Car- 
ing Case 32.95 


poy Hi Model 140—3 SPEED oe bese a 


ette Sonotone or Astatic flip-over cartri ge 22.49 


MONARCH 3 SPEED AUTO. INTERMIX 
CHANGER with crystal cartridge 
ame with British variable rel . 


: Green, White, Red or ae Se — = IMPORT. 
oO : $14.95 less batteries 


BATTERY KIT for above..................- 1.00 
JEWEL—Mode! 52 TUBE AC-DC RADIO. .$12.50 
RECORDING Rog uality—1200 Feet—Famous 
— 1 to 5'51°69 ea. 6 to 11—$1.59 ea. 
12 OF MOTE. . . oo ooo oe eo ee eee ee enwnsnne $1.49 ea. 


HALLICRAFTERS | TV 

aler net S193, 95 
“Beiter net 1.95 
.Deaier net 139. 46 


$119.95 


17” PORTABLE TV......--..++- 
Model TTS TOOM— Tabic Model. 
Model 21TS460M—Tabie Mode! . 


| 
| 
! 
! 
! 
| 
! 
ec venanange PORTABLE BATTERY OPERATED RADIO— 
| 
| 
| 
| 
| 
SETCHELL CARLSON—17” PORTABLE TV... I 


HI-Fl PACKAGE DEAL 


Includes: joes K210 SPEAKER. MONARCH AUTO- 
44 x. 12” yt tales ted 


oe Write for low cost, prices and | 
| catalogs on '56 modeis—HALLI- 
CRAFTERS CRESCENT, FANNON, SONORA, WIL- | 
| COX-G: TECHMASTER, G.E., WESTINGHOUSE, 
Tu oso ALD, ‘MAJESTIC, GRUNDIG, | 
ARKAY KITS. DELCO, GEN. MOTORS. Address 

| all inquiries to 8 my oes cob ow 


COMPLETE Hi HI-FI DEPT. SEND US Y YOUR LIST 


FOR LOWEST QUOTATIONS ON ANY ITEM. 
We invite wile oi inquiries and offers. Our 


| 
| 
| 
| 
I 
l export de- 
| a! ive special attention to expediting 
I 
| 
I 
I 
I 


orde 
ey Siatributore for United ees esas ‘Delco 
= . Motors R stoc 


ms: a 4 J 
F.0.8., NEW YORK Warehouse. Minimum order $5.00. 
Write for our latest price list and Hi-Fi Catalog RN-7. 
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service dealer must have a certified 
technician’s license or regularly em- 
ploy a full-time certified technician. 
Employees working under the direc- 
tion of a certified technician are not 
required to have licenses. 

The requirements for a certified 
technician’s license are that the appli- 
cant must be over 21 years of age and 
have four or more years’ experience 
in servicing receiving equipment or 
have technical training (trade, col- 
lege, or correspondence school) equiv- 
alent to two years with a minimum of 
one year’s experience. The cost for a 
service dealer’s license is $25 annually 
and that of a certified technician $10 
annually. 

The San Francisco Bay area TV 
service associations and the Interna- 
tional Brotherhood of Electrical Work- 
ers Local 202, concluded an agreement 
recently on a unique labor-manage- 
ment contract. The contract was de- 
scribed as a “bombshell that will 
slaughter the ‘sundowner’ and force 
the cut-rate shops to raise both their 
prices and their standards.” 

The major stipulations of the con- 
tract include a $4.50 minimum service 
charge; shops to be closed by 7 p.m., 
overtime or premium pay for Satur- 
day and Sunday work; owners of one- 
man shops as well as the owners of 
the large shops to become union mem- 
bers. Under the reciprocal provisions 
of the contract, TV service shops af- 
fected by it would become union 
shops; the union, in turn, would take 
over the job of policing the industry 
by picketing non-union shops that 
charge less than the $4.50 minimum 
and picketing the homes of set owners 
who use the services of a cut-rate 
shop or a “sundowner.” Additional 
pressure would be put on the “sun- 
downer” by working for stiffer en- 
forcement of city and county zoning 
regulations and for a radio and TV serv- 
ice state licensing law. 

The five TV dealer and service asso- 
ciations in Philadelphia have teamed 
up in an aggressive drive to clean up 
the service situation in that area. 
They are winning the cooperation of 
their local distributors through their 
aggressive campaign to rid the area 
of the TV bargain tube racketeers. In 
a recent newsletter, Ed Lane of the 
Television Service Dealers Association 
said: 

“Our distributors do not have time 
to hear each individual gripe. They do 
have time to sit down with represent- 
atives of an association and try to 
correct some of these evils. We don’t 
know of any distributor who would 
refuse an association request for a 
discussion concerning a problem. Our 
distributors are, in general, upright 
men with honest intentions. I rather 
think they are just becoming aware 
of our collective voice. While we have 
been crying in the wilderness in the 
past, we are now being heard because 
more of you are backing us up in our 
fight for decent conditions within the 


industry.” —30- 


RADIO ELECTRONIC SURPLUS 


APG 15 INDICATOR 


Easily converted to a 
MODULATION INDICA- 
TOR Unit contains a 
2AP1 tube with shield; 
also 9006 tube, miscel- 


/ laneous potentiometers 
and resistors. 
Brand new..... $5.00 each 
Conversion data to minia- 
ture modulation indicator 


with schematic..... $1.50 
DBM METER 
0-200 microamp. Full 
,seale. Hermetically sealed 
in 2” case. Manufactured 
by Marion. Brand new. 


Each, postpaid..... $3.50 


NAVY TRANSMITTER 


T-19/ARC-5 

8-4 MC... cece $5.00 each 
T-21/ARC-5 _ 

B-F MSs civsvs $4.00 each 
Slightly used; 
condition. 


excellent 


NOTE: No C.0.D.'s. Enciose full amount of purchase 
with order. All merchandise F.O.B. Pasa- 
dena, California, unless otherwise specified. 


C & H SALES CO. 


2176 E. Colorado St., Pasadena 8, Calif. 


BUY NOW AND SAVE UP TO 90%, 


NEW LOW peng 
PRICES! NEW iy bagel 


SAVINGS! 
Get the dope! 


SHIP BAND, MISC. 


yf SAME DAY 

SERVICE! 
SATISFACTION 4 
GUARANTEED! 4% 


eevee 


OVER 5,000» 


| FREQUENCIES! 


“The House of Crystals" 
Inc. 
Los Angeles 19, Cal. 


U.S. CRYSTALS, 


{342 §. La Brea Ave. 


Lam FLux 


ALUMINUM SOLDERING FLUX 
The miracle you have been waiting for. Throw 
away your nuts, bolts and rivets. With this flux 
you solder Aluminum the same as other metals. 
Send $2.00 Cash, Check or M.O.—No C.0.D. Post- 
paid in U.S.A. 


E. Lampe, P.O. Box 371, Lindenhurst, L. I., N. Y. 


WANT A BETTER JOB? BECOME AN” 
ELECTRONIC ENGINEER 


ONLY 32 MONTHS TO EARN A BACHELOR OF 
SCIENCE DEGREE IN ELECTRONIC ENGINEERING 
Class enrollment limited to allow for individual in- 
structions. Chartered by state of California. Nonprofit- 
nonsectarian, coeducational—established 26 years. 

APPROVED FOR VETS—ENROLL NOW! 
SEND FOR FREE CATALOG 


PACIFIC STATES UNIVERSITY 


1516 S. Western Ave., Dept. O, LOS ANGELES, CALIF. 
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Realistic High-Fidelity 
(Continued from page 61) 


—<ooy 


in this. way and, as I have shown, a 
straight-sided cone is not very good 
from the point of view of high note 
diffusion. Bakelite of this type is 
strong, resists wave-motion along the 
material, and gives extremely good 
treble response. I made many thou- 
sands of speakers in the nineteen- 
thirties with cones of this material, but 
finally abandoned it because of the 
manufacturing difficulties and the fo- 
cusing of the highs. 

Molded paper pulp is now used al- 
most universally because it is cheap, 
light, comparatively strong, and can be 
given almost any shape. Moreover the 
outer surround can be incorporated 
with the cone and such intermediate 
corrugation as the designer may call 
for are easily provided. Inspection of 
such a cone must, however, be particu- 
larly directed towards any apparent 
varnish applied to the paper. .Without 
varnish the material is hygroscopic 
and the cone will become limp in a 
humid atmosphere, spoiling the re- 
sponse at all frequencies; too much 
varnish, intended to make the cone 
stiffer, will only add to the weight, re- 
duce transient response, and do noth- 
ing to improve the output at high fre- 
quencies. A simple test for varnishing 
is to wet a fingertip and press the sur- 
face of the cone; if the moisture seems 
to be absorbed like it would with blot- 
ting paper it can be assumed the 
speaker must be kept very dry to give 
its best performance. 

Some cones will, however, show a 
glazed hard surface for a few inches 
near the apex; this is due to hot press- 
ing between dies after painting with 
Bakelite varnish and is intended to 
help the treble response. Only the 
apex of the cone propagates the highs 
and obviously the cone “breaks up” in 
the process; the purpose of the Bake- 
lising is to restrict the break-up to the 
zone beyond the apex, so that the ex- 
treme treble response is under control. 

The flexibility of suspension can be 
checked by grasping the cone between 
the thumb and index finger of each 
hand across a diameter, the thumbs in 
front of the cone, the fingers inserted 
through the cone basket. The cone is 
then gently pulled forward and back- 
ward and an estimate made of the 
amount of permissible movement. 
When this has been determined, refer- 
ence back to Fig. 13 will show what 
performance can be expected at the 
low frequencies. If, for example, a loud- 
speaker with a 12-inch cone has less 
than a quarter-inch free movement it 
cannot reproduce a 40-cycle note with 
5 watts input because it will be over- 
loaded. There will be no 40-cycle out- 
put, a little at 80, and most at 120 cps. 
This refers only to the freedom of sus- 
pension; other factors involving the 
magnetic system and dimensions of the 
Voice-coil will be discussed later. 

(To be continued) 
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METER OVERLOAD PROTECTION AND OVERLOAD SIGNAL 


LIGHT. It is fused to prevent most common burn-outs and 
instrument damage. The 666 has complete meter movement 
overload protection. An overload signal light warns the opera- 
tor of overloads, or incorrect polarity. 


RAPID, RELIABLE AND ACCURATE MEASUREMENTS 
43 Unduplicated Ranges. 
Long (4 % “’) Scales are Color-Coded for clarity. 
Illuminated Dial for easier reading. 


AC CURRENT RANGES (from 1.5 MA to 15 Amps) MEAN FEWER 
INSTRUMENTS TO CARRY 


RELIABLE PERFORMANCE 
Doubly Shielded 45 UA movement assures continuous accuracy. 


Permanent Accuracy 3% DC, 4% AC. 
Sensitivity: 20,000 Ohms/Volt DC, 2,000 Ohms/Volt AC. 


CONVENIENT TO CARRY 
This instrument, with its unbreakable steel case, fits into the 
provided handsome leather carrying case which has space 
for all accessories. 
Lightweight: 4 Ibs. 4 oz. 
Compact: 33%" x65" x72". 


Complete with Probes, Power Cord, Batteries and $ 59 50 
Leather Carrying Case at your Parts Distributor. 


PHAOSTRON INSTRUMENT AND ELECTRONIC COMPANY 


151 Pasadena Avenue, South Pasadena, California 


PORT ag mais 83 Bread New York ny 
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COMMAND 


ARC-5 TRANSMITTER 
T-20...4 to 5.3 MC 
T-21...5.3 to 7 MC 

Brand New.... $495 

3 to 4 me. like new......$5.95 


Command Equipment 
(274N-ARC5, ATA) 


Less 
Model Tubes eas Brand 
RECEIVERS As Is ew 
520-1500 wd eee $14.95 $19.95 
- “ -3.0 MC .... 7.95 9.95 
SRS $2.95 
_Tmansaara 


Channels are provided using 4 separate coils in’ an 
automatic turret using 12 or 24V motor or a 
o} 


manually perated ge yg Ps Re coils can very 
easily be re-wound for 6 10 meters. Complete 
with all Tubes. Excellent condition $9.9 18 G5 
Brand New ..ccccssecccscceccesccces s 


R28—Companion receiver for above.Used Exc. $11.95 


LORAN EQUIPMENT 


Marine or Airborne LOng RAnge Navigational equip- 
ment! Determine the exact geographic position of your 
boat or yg en 
AN/APN4 Loran set. Frequency range 1700-2000 
KC. complete with 1D6B/APN4 indicator, 199.5 N4 
ee crystal and plugs. 50 
Complete ....--..csecseces Brand New s 
SN/APN-O Brand New. ... 22+ s2ssccesseee $295.00 
(Quantity prices available—write) 


$4500 HI-FI Headset for only $7.95 


Uses annular grooved eeestic fibre comes with voice 
coils as in speakers, and brand new chamois ai = 


obtai: r corre s le 
FINEST MUSIC REPRODUCTIONS! Each — — 
mp.: 

Ohms per unit or 600 Ohms when wire in $7 95 
series. Brand new in original carton...... 8 

USED EXC COND ....cccececscesesccsvess $4.95 

——_—_ 
RT-24/APX-2 IFF EQUIPMENT. 44 a transceiver, 
—900' 1—VR coe 


Brand New.” Complete witn tubes...ce, 914.95 


e 
ouch chassis with octal sockets for up to 27 tul 
=~ s 22 potentiometers, and resistors & capacitors. 
ight all aluminum, 9” x 12”x 19”. Ne 


with 5-CP1. Less tubes and crystal, Only. $9. 
Freq. ag ge A oe are wne—2 10 VAC 


60 cycle 150 to 240 M 24 
BAS TD acct pocvgccoceceevseces ea. . 
100 to Say tote Sawcn. sons. <0 es ss $24.50 


PE-109 Inverter 12VDC input, 115V, 1.5 amps., 
single phase, 400 cycle output, 

NE POE 6 nw bode cose csosvoess $39.50 ea. 
HS-33 600 Ohm—New............ ea. $5.45 
HS-23 Hi-Imp. headphones—Brand New. . . $5.45 
TS-9 Handset—Complete with cord & Butterfly 
— Brand New Original Cartons..... 6. 


T- 26h Mobile Chest Mike. Brand new... .$1.29 
TWO METER VHF TRANSCEIVER 


RT-19/ARC-4 Transceiver complete with all $ 1 9, 50 

tubes in excellent like new condition. .Each 

BC 906 Cavity type freq. meter. 144 Mc to 235 Mc. 
Complete with antenna and oe 

ual. Brand new—Orig. factory pack....... $14.95 ea. 


SURPRISE PACKAGE 
Ibs. of MISCELLANEOUS ELECTRONIC 


EQUIPMENT—_WORTH MUCH MORE $i 95 
than this low price of ONLY..... 5 


Type Input Used New 
BD-77 12 VDC 1000 hinek 350 MA.$14.95 
BD-83 12 VDC 375-150 MA..... 1.95 $4.95 
DM-64 12 VDC 275 VDC 30 MA. 3.95 5.95 
DM-34 12 VDC 220 V 80 MA. 2.95 4.95 
DM-35 12 VDC 625 VDC 225 MA. Exc. Cond. 9.95 
PHONES—Sound Powered, Reconditioned 
amd Tested. .cscscccccccccccces ea. $ 5.95 
pr. 11.00 


MOBILE HEAVY DUTY DYNAMOTOR: 14 V. IN- 
PUT-output: 1030 VDC 260 MA. Tapped 515 V. 
215 MA. use or 6 V DC INPUT-500 V. 175 MA. 
While they last—DM-42-Excel. Condition. $4.95 
ENE DHS s Sividins saw a 5 txis'0's 02'o:6s.0 $9.95 


APG 5 or 15 CAVITY 
10 Cm. 2C43 osc Xmitter, 2C40 Loc. Ose. Rec. 
1B27 TR; tunes 2400 to 3000 MCS, less tubes. 
ER Ee ee ee eee $4. 
Receiver-Radio 

Navy type 300KC to 23MC. Designed for optimum 
performance for the reception of pure modulated 
or interrupted CW. 5 
Used Exc. .cccccccccccscsvceces s 


CRYSTAL—100 KC. ....-6--00- $2. 95 
Se alae ellmpeenied 
WRITE FOR WEW BULLETIN AND PRICES. 


ALL ITEMS F.0.B. CHICAGO 
25% Deposit reauired with orders 


R W ELECTRONICS 


Dept. N, 2430 $. Micnigan Ave., Chicago 16, Ill. 
* NONE: “CAlumet S-ldeinacs r 
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COLOR TV PROMOTION 

An advertising and merchandising 
tie-in between Cluett Peabody and Co., 
Inc., manufacturers of “Arrow Shirts” 
and the RCA Television Division has 
been developed for presentation this 
Fall. 

Developed around the theme “The 
Look of Compatible Color,” the pro- 
gram includes two full-color double- 
page ads in “Life” and the “Saturday 
Evening Post” plus additional promo- 
tion on the RCA-sponsored color TV 
show, ‘Producers’ Showcase.” 

In addition to the advertising por- 
tion of the program, special window 
displays have been prepared for de- 
partment stores. These will be aug- 
mented by promotional kits, including 
window streamers, point-of-sale dis- 
plays, radio and television spot an- 
nouncements, and other material. 

ES * * 
SOLDER PACKAGE 

Kester Solder Company, 4201 Wright- 
wood Avenue, Chicago 39, Illinois has 
come out with a new solder package 


—— 


especially for the TV and radio service 
trade. 

The new package is a pocket- or kit- 
sized edition of the firm’s “Resin-Five” 
core solder which is non-corrosive and 
non-conductive. In addition to the 
new individual packages, the company 
has a counter display which holds ten 
of the new boxes. 

Write the company for information 
on both the product and the display. 

* * * 


WESTINGHOUSE CAMPAIGN 

Westinghouse Electric Corporation 
has launched an intensive campaign to 
obtain an annual consumer sales figure 
of one billion dollars. 

The campaign will consist of a 
“product pre-sell” campaign using lo- 
cal papers and local radio; a dealer 
campaign; multi-color institutional ad 
insertions in major magazines; TV 
program spots; sponsorship of national 
political campaign coverage; dealer- 
aid program consisting of displays, 


consumer literature, demonstration 
devices, co-op advertising, etc.; and a 
schedule of ads in trade and technical 
publications. 
* * * 
DRIVE DISPLAY 

Walsco’ Electronics Corporation, 
3602 Crenshaw Boulevard, Los An- 
geles 16, California has developed a 
complete merchandising unit for its 
line of phono-recorder drives. 

The compact display holds an entire 
line of vital replacement parts for 


every major phonograph and tape re- 
corder, old or new. In only 25% more 
space than originally used, the new 
display is said to stock twice as many 
belts and drives as any other display 
of this type. 

Included in the display are all the 
new 1956 motor drives (domestic and 
foreign). A sample of the contents of 
each compartment is affixed to the 
outside of the display doors for speedy 
self-service and permanent inventory. 

Write the company direct for com- 
plete information about the display 
and the line. 

* * * 
BATTERY MERCHANDISER 

A combination floor, wall, or coun- 
ter display, designed to solve the space 
problem confronting radio supply deal- 
ers, is now being offered by Ray-O- 
Vac Company, 212 E. Washington 
Ave., Madison, Wisconsin. 

The sturdy radio battery merchan- 
diser is specially constructed of 
wrought iron and selected woods for 


modern, permanent construction. De- 
signed as a three-way display, it 
makes a floor stand or with the re- 
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the counter or hung on the wall. 

For information on how dealers can 
obtain this display without charge, 
write the company direct. 

* * J 


RADIO CHEMICALS 

General Cement Mfg. Co., 919 Tay- 
lor Avenue, Rockford, Illinois has in- 
troduced a convenient new display to 
facilitate the merchandising of radio 
chemicals. 

Twenty-four different products and 
colors are featured on the new dis- 
play. Such “Spra-Koat” items as ‘“De- 
Ox-Id,” “Spra-Kleen,” wrinkle var- 
nish, touch-up varnish, enamels, flat 
paints, and many others are included. 

* * * 


“SCENTS INTO DOLLARS" 

CBS-Columbia is helping its dealers 
turn “scents into dollars” with a 
“sweet-smelling, sweet-selling’’ pre- 
mium promotion. 

Customers will be invited to pick up 
a free gift of “Sortilege” perfume at 
their CBS dealers’ showrooms, thus 
giving the dealers an opportunity to 
present the 1956 line of TV receivers. 

The company is supplying complete 
promotion kits to its dealers. 

* * * 


DELCO TUBE CARTON 
The United Motors Service Division 
of General Motors has introduced a 


TELEVISION 


Pigture tube 


new, more distinctive carton for its 
line of “Delco” electron tubes. 

The colors of the new radio tube 
cartons and picture tube labels make 
product identification easier and more 
pleasing to the eye. 

The white and orange lettering on 
the new packages used against a dark 
blue background is easier to read at 
greater distances. The new packages 
also provide adequate space for proper 
type number identification. 

* * * 


NEEDLE KITS 

The Recoton Corporation, 52-35 Bar- 
nett Ave., Long Island City 4, N. Y. is 
currently offering a colorful sales bro- 
chure which lists its various needle 
kits and other sales promotional aids. 

The company has guides, brochures, 
display cards, envelope stuffers, etc., 
available in addition to a wide assort- 
ment of needle cards. —30- 


July, 1956 


ncins by ARKAY 
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HFT-7 
Hi-Fi, AM-FM Tuner Kit 
Matching tuner which offers less than 
1% distortion and a —70db hum level. 
Sensitivity is 6 uv for 20 db quieting on 
FM and 20 uv on AM. FM selectivity is 
200kc .. . bandwidth 8db down; AM, 
8kc bandwidth 5db down. A unit to suit 
the discriminating tastes. 
With AFC control and defeat $29.95 
Available in FM only $23.95 


Less Cover 


Williamson type super-linear amplifier 
with built-in pre-amp. Pushpull 12 watt 
output frequency response +1 db, 10 
to 40,000 cps with extremely low IM 
and harmonic distortion. An amplifier 
to be proud of. $28.95 


Arkay Miniature Radio 
Superheterodyne cir- 
cuit and hearing aid 
type ear piece. 544” x 


3 ” =, 
y” x $12.95 Arkay Model A-12 


Hi-Fi Amplifier Kit 

12 watt output...5 

inputs. Master con- 

trolled at front panel. 
$22.95 


Radio Kits 


120 Cedar Street, New York City 


Ratio Kits Inc. ie 


Jy PRESENTING THE Wf ou” 
PINTITE © 


WRENCHES 


WITH THE EASY "FINGER-CONTROL” 


GRIP ano RELEASE ACTION 


FOR THOSE 
cantata PLACES ~ - 


FINEST QUALITY 
STEEL SHANK 
AND SLEEVE 


° 
BRIGHT PLATED 
FINISH 


STRONG ‘ 
PLASTIC HANDLE | w= 


14,” 


/16 


Ye" 10} 


ONE HAND OPERATION— 


© GRIPS nuts or bolts of any material 
@ HOLDS firmly in any position 

@ TIGHTENS nut or bolt securely 

@ RELEASES at the pull of the fingers 


STEVENS WALDEN Inc. 


4650 SHREWSBURY STREET — WORCESTER, MASSACHUSETTS 


Write for 
catalogue 


MAKERS OF WORLD-FAMOUS HAND TOOLS FOR OVER 50 YEARS 
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HERSHELS SUMMER 
SPECTACULARS § { 
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PICTURE TUBE BRIGHTENER 94: 
TERMS: Cash with order or 25% DOWN—BALANCE C.0.D. 

ALL PRICES NET F.0.8. DETROIT MINIMUM ORDER $2.00 


HERSHEY ovo CO. 


5249 GRAND RIVER Detroit 8, Michigan 


NEW CATALOG! 


@ INDUSTRIALS! @ LABS! 

@ ENGINEERS! @ HAMS! 

@ EXPERIMENTERS! © NOVICES! 
Are You on Our Mailing List? 

If not, write us today for free copy! 


MINIATURE | HAND CRA GENERATOR 
Latest ight rom recent 


field FE seg Many use’ 
Terrific buy! 
CHEST MIKE. Used. Ea 
A-FLUX EADSET: Annular grooved 
a get cones with voice coil as in speakers. 
pads. ives finest — reproduc- 
tion. ‘Brand gad in original carton. 


tw CATALOGUE NO. 110 IS Bs THE PRESS! 
Get ee free jay! 


copy 
4 notice, Calif, bos Prices aa 2 ae posit 
notice. ers e ie} 
with a 0. 5 orders, ares: 


GLASS ELECTRONICS CO. 
1615 5: Moin St. Los Angeles 15, Calif. 
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Using Your Test Equipment 


By MEL BYRON 
Vice-President for Engineering 


Precise Devel 


t Corporati 


The tube tester can be very valuable—and it can be 


trusted—but it must be used within its limitations. 


HE tube tester is certainly thought 

of with mixed feelings. Here is an 
instrument which is supposed to be 
able to indicate whether a vacuum 
tube is good or bad—and tubes are the 
leading cause of trouble in electronic 
equipment. It can literally save thou- 
sands of troubleshooting dollars, yet it 
is often not trusted, and more often 
not used. Some service technicians 
relegate it to the position of a “tube 
seller.” Why this is true and ways of 
making the tube tester more effective 
in a service shop will be discussed 
here. 

Let us consider what is required of 
a tube tester to properly test a tube: 

1. It should, if possible, simulate 
the circuit in which the tube is nor- 
mally used. Plate, screen, suppressor, 
control grid, and heater voltages and 
currents should be applied to the tube 
under test which are similar to those 
under actual operating conditions. 

2. The tube should be tested for at 
least its most important characteris- 
tic. In the case of a power tube this 
would be plate current; for an i.f. or 
r.f. amplifier it would be Gm. Since 
power is a function of voltage and cur- 
rent, a power tube should be capable 
of delivering large currents. For such 
a tube, therefore, the plate current is 
of prime importance. In the case of 
an if. or r.f. amplifier tube, the volt- 
age gain of a stage is the Gm (the 
mutual transconductance) times the 
load impedance. Here the stage gain 
is directly proportional to the Gm of 
the tube, making it the most impor- 
tant factor. 

3. A gas test should be provided. 
One example of the effects of exces- 
Sive gas in a tube is clipping. This is 
particularly annoying in the i.f. sec- 
tion of a TV set where the sync pulse 
may be clipped off, thereby causing 
poor horizontal synchronization. The 
problem of gassy tubes is not as no- 
ticeable in radio as it is in TV since, 
in radio, the general effect is an in- 
crease in distortion. In TV, sync is 
actually affected and the picture will 
tear or run. 

4. A simple and effective short test 
should be provided. This is most often 
accomplished by means of a neon bulb 
with a resistor across it and another 
in series with it. The sensitivity of 
this circuit can be set by adjusting the 
two resistors. They are usually ad- 
justed so that the bulb will light for 
leakage of 1 megohm or less. 

The aforementioned lists the most 


important general conditions for tube 
testing. The question is, “why, if these 
conditions are met, can’t we trust a 
tube tester?” The answer, of course, 
is that most tube testers do not meet 
all of these conditions. Certain short 
cuts have been taken in most instru- 
ments, primarily to keep the cost 
down, which limits the tests being 
made. If you understand the instru- 
ment which you currently have and 
realize its limitations, it will be able 
to serve you better. 

There are many reasons why the 
service technician does not find his 
tube tester completely accurate. A few 
are listed here with suggestions for 
the proper use of tube testers. 

Some tube testers check multi-ele- 
ment tubes as diodes. These testers 
have the advantage of being relatively 
inexpensive but their usefulness is lim- 
ited. Most tube testers measure either 
Gm or emission. Determine which type 
you have and use its readings accord- 
ingly; Gm» for if. amplifiers, and emis- 
sion for power amplifiers. 

Voltage and current conditions for 
the tube under test are not properly 
met in some checkers. This depends 
on the particular type of tester. A 
diode type does not meet the voltage 
conditions. This could account for a 
6BG6 testing “good” on such a tube 
tester, but not working in a set. If the 
tester only draws 5 or 10 milliamperes 
of plate current, it certainly is not 
able to detect a weak power tube. 

There are some tests that cannot be 
made intelligently by present-day tube 
testers without undue expense. These 
include checking high-voltage recti- 
fiers and u.h.f. oscillators. A tube like 
a 1B3 should actually be tested with 
at least 9000 volts applied to its plate. 
It is impractical to test these tubes 
for anything more than emission in a 
conventional tube tester. Since a de- 
fective 1B3 tube shows up so effec- 
tively in a TV set, no attempt has 
been made to develop this high volt- 
age in testing. 

Faulty u.h.f. oscillator tubes will 
usually show up on a Gm test. How- 
ever, when the problem has to do with 
transit time, the frequency of the volt- 
age applied to the tube grid would 
have to be about 400 me. to have any 
value. This is not practical in service- 
type tube checkers. 

Many service technicians rely solely 
on tube substitutions for testing de- 
fective tubes. Tube substitutions are 
fine when it’s a matter of replacing 
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one tube, but if the problem has to do 
with 4 or 5 weak tubes in an i.f. strip, 
replacing one probably won’t make 
much difference. If all were replaced, 


and the set retouched in alignment, 
| the change would be tremendous. Souping me VW and Renae 
If desired, there are tube testers j) ? 
} available which meet all the require- PORTS: 0, ARS 
ments for effective tube testing. Such é f 4S Agog 
| a tester should be the greatest asset a planning PLL am : le 
{ service shop has. However, your pres- 
\ ent instrument, if used within its lim- to buy se cam . 
itations, can be of great help and, mma 
when used correctly, can be trusted as a sports , 
well as a voltmeter. —30- 
tube or 
sie 21ST ANNUAL HAMFEST oP 
ASt a HE Glacier-Waterton International n 
urse, Peace Park Hamfest has been sched- eco omy Car s 
meet uled for July 21 and 22 at Apgar Camp 
short Ground, West Glacier, Mont., on Lake 
stru- McDonald in Glacier National Park. 
cost For full details write or contact Frank Teoh Report: 
bain B. Hart, W7UPR, Route 1, Sunset Drive, et Sere 
t § Kalispell, Mont., secretary-treasurer of 
ue the Glacier Park Hamfest. 
and All are invited and an unusual pro- ; ; 
able gram has been planned. a Check the specifications and performance of today’s light cars 
the SENSITIVE RELAY SWITCH 3 
ae By GORDON MILLS before you buy. For complete and accurate data, read the Buyers 
\ few SWITCH with a current rating of only . : 
; for one microampere will close the relay Guide section of July SPORTS CARS ILLUSTRATED! 
to be described here. It is useful in con- 
i-ele- junction with a sensitive thermal switch 
sters as well as with many other types of low- July SPORTS CARS ILLUSTRATED— 
ively current switches that are required to . ONLY 357 
lim- close a relatively high-current circuit. now on sale at all newsstands 
th When finding the value of R:2, the 
‘ “ee voltage between points “A” and “B” in 
ype Fig. 1 should be approximately 55 volts ZIFF-DAVIS PUBLISHING CO. 366 Madison Ave. New York 17, N. Y. 
ord- so that the current through the relay coil 
oP: is normally between 1 and 10 ma., de- | 74g MUSICAL MASTERPIECE SOCIETY INVITES YOU TO ACCEPT 


pending on the relay used. The value of 
- for R: will usually be between 10,000 and 
erly 20,000 ohms. 
wer The value of C, may be anything over 
.01 ufd. However, as C; increases, more 
_ A current is sent through the switch, reach- : 
tage ing a maximum of about 8 microamperes 


ni . no capacitor at all. The value for 
tube 2 given on the diagram will cause a y MP NY 
‘ the slight delay in the opening of the relay. BEETHOV EN N Oth N HO 

By decreasing the value of C:, the delay (The Chorale) 


eres 
will be shortened. Conversely, increas- Plus 5 ST TH 
not ° “ sags Ae 
ing the value of C: will increase the —_ Beethoven’s I gn 8 Sy mphonies 
b delay. Netherlands Philharmonic Orchestra Rd Chorus Under the Baton of Walter Goebr 
t be When the switch is closed, an a.c. All Three Symphonies Complete 
tube potential from the filament is impressed To The Last Note! The Most 
hese upon the grid of the tube through C,. Astounding Record Offer Ever Made! 
2 : . . & 9 
2cti- This potential is of such a phase that it T° demonstrate the amazing value, the magnif- 
like stops the tube from conducting and icent artistry of the Society’s recordings take z 
vith thus opens the relay. S NINTH «plus Beethoven's soc 908 Ol co Save Over 40% off usual cost 
ate. phonies—as a FREE GIFT! No obligation to buy When you send for your FREE GIFT Recordings, 
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- ing the entire range of human bearing. any case, Mail coupon now! 
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has ° sc wis ise ton camming ici ie ‘aes eas teem 
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BUILD YOUR OWN 
AMATEUR TRANSMITTERS 


from these easy-to-assemble kits! 


VIKING “ADVENTURER” TRANSMITTER 


Complete fo the last detail, the Viking‘ 
“Adventurer” is the ideal cw transmitter 
for the beginning amateur ... the perfect 
standby transmitter for the experienced 
amateur. Effectively TVI suppressed — 
professional in appearance and design— 
— to assemble and operate! 50 watts 

ona knob bandswitching on 80, 

40, 20, 15 and 11-10 meters. Packs enough 
power ‘for world-wide radio contacts with 
just @ simple antenna. Wide range pi- 
network output tuning—no antenna tuner 
needed. Kit is furnished complete with 
built-in power supply, tubes, cabinet, wir- 
ing instructions and antenna suggestions. 


Cat. No. 240-181-1—Viking “Adventurer” 
Kit, less crystal and key........ $54.95 


e 


VIKING “RANGER” TRANSMITTER 
Tops for operating conveni gh 
power for world-wide contacts. Built-in 
VFO or.may be crystal controlled. Band- 
switching 10 through 160 meters. 75 
watts CW input, 65 watts phone. Drives 
most kilowatt amplifiers including the 
Viking Kilowatt. TV! suppressed—easy to 
build—professional in appearance. With 
timed sequence (break-in) keying system. 
Kit or wired and tested. 

Cat. No. 240-161-1—Viking “Ranger” Kit 
with tubes, less crystals and key $214.50 © 
Cat. No. 240-161-2— Wired. ..$293.00 | 
For detailed information see your dis- 
tributor or write to: 


=: F. JOHNSON COMPANY 
3110 Second Ave. S. W., Waseca, Minn. 


ts, HOT ae 
5” SCOPE SHIELD’ Mu Metal SU 
6V Adj. Time DELAY Thermal RELAY 5 
— ig A a teres Stops 


ube, $18 Mini Sensitive RELAY ‘4-12V SP OT 95 
Sens. Sigma RELAY 10,000 — Mey on 2 Ma DC & 110V 

AC. SPDT 95¢ 10/$9 T 10/ eac 
VIBRAT 2 12V to 60 Grete ‘ie Generator) $1.25 
TUBES: RCA1S455¢:6V6 50¢; Hig] Fo K61 $3.30; DIODES 45 
# yg —% 150 .95; 500 MicroA $3.95:3 Ma..... 3.95 
10-40 Met. Vert. Sect. ANTENNAS: 16 ft. = 95; 32 ft. 4.95 
HY DROPHONE Complete UnderSea Mike & FM XMTR.... 9.95 
POWER arta 110V. AC Input., a. .@ 40 Ma., 

105V. Regul. @ 15 Ma.,6.3V @ 3% A, 14x8 ... 9.95 


Diehi PM MIDGET Moro ~ 27 Voe™se Bearing— 
%" Long shaft, 10,000 *xl’—works o . 
V VIBRATOR st SUPPLY 9V.@ G25 Ma 2%" d.x3%" 3. 
Alum. CABINET 7°x7’x5"  Snap-Lock Cover,F.B. Mobile Equip. 1. 
No. 1EMERY PAPER 9x11 —50 Sheets 1.35 
REAR AU 7. SPE AKERS: in 5° PM Chrome Case 1.25 
DISCONE A 5 eee oars Hi-Gain > Ngee APR-4... 3.95 
% PRECISI ON TORS 25 3.00 
ami TRANSFORMER: Slo sv Ac yEAV @ I5A& — 


NTITY DISCOUNTS AVAILABLE = 
RADIONIC PROD. CO., 325 Canal St., N.Y. 13, N.Y. 
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TRIAL TELEVISION" by Edward M. 
Noll. Published by The Macmillan Com- 


“CLOSED-CIRCUIT AND 


pany, New York. 227 pages. Price 
$4.95. Paper bound. 

The fact that eventually industrial 
and closed-circuit television may ex- 
ceed, dollarwise, its present application 
as a medium of entertainment is more 
than justification for those in the indus- 
try to keep abreast of these trends and 
prepare themselves for the change. 

Many technicians are already enjoy- 
ing the financial and prestige value of 
working in the industrial TV field and 
it is a foregone conclusion that more 
will follow suit. This book is for this 
group. Not only does it provide infor- 
mation on currently available systems 
but it suggests new and interesting 
possibilities for this medium. 

One interesting feature of this text is 
complete construction details on a 
small television camera which the 
technician can build for experimental 
purposes and for experience. 

This little book is packed with vital 
information and the reader will find it 
worthwhile both as a reference work 
and as a practical “how-to-do-it’”’ hand- 
book. 

* * co 

“THE QUEST FOR QUALITY" by 
N. H. Crowhurst. Published by Nor- 
man Price (Publishers), Ltd., London. 
Available in the U. S. from British 
Radio Electronics, 1833 Jefferson 
Place N. W., Washington 6, D. C. 77 
pages. Price $1.50. Paper bound. 

In tackling a subject of such scope 
the author freely admits that his dis- 
cussion must, of necessity, be non- 
inclusive but within this framework 
the author has made a good job of it. 

The book is divided into ten chap- 
ters dealing with such subjects as a 
discussion of what constitutes the “ul- 
timate” in audio reproduction, fre- 
quency response, harmonic and IM 
distortion, transient response and col- 
oration, flutter and wow, dynamic 
range and background noise, equaliza- 
tion, stereophonic objectives, system 
building, and acoustics. 

The treatment is non-technical and 
the copious use of illustrative material 
makes the text crystal clear to the 
hobbyist and layman. 

* * a 


“PHOTOCELLS AND SUN BAT- 
TERIES" by John Sasuga. Published by 
International Rectifier Corporation, 
1521 E. Grand Ave., El Segundo, Cali- 
fornia. 58 pages. Price $1.50. Paper 
bound. 

This handy little book has been pre- 
pared especially for technicians, ex- 
perimenters, and engineers who have 


MOVING? 


BE SURE RADIO & TELEVISION 
NEWS FOLLOWS YOU. SEND YOUR 
CHANGE OF ADDRESS TO 


Radio & Television News 


CIRCULATION DEPARTMENT 
64 E. Lake St. Chicago 1, Ill. 


—mninon— 


PREPARE FOR A GOOD JOB! 
BROADCAST ENGINEER 
ELECTRONICS RADIO SERVICING 


Television Servicing 


‘Approved for Veterans) 
BUILDING AIRCONDITIONED 
SEND FOR FREE LITERATURE 
BALTIMORE TECHNICAL INSTITUTE 
1425 EUTAW PLACE, BALT. 17, MD. 


he PanaSonic 


At $2475... “An Unqualified Bargain” 
says “High Fidelity Magazine” 


“,.-Equivalent to Many Larger 
and More Costly Speakers...” 
says “Audio Magazine” 
Complete findings of experts, as reported 
in above publications, will be gladly sent 
to you upon request. Better yet... hear for 
yourself performance never before achieved 
by an 8” speaker, thanks to splendid crafts- 
manship and patented features like “Magic 
Globe” and “Magic Ridge.” 
Try the PanaSonic, a product of the world- 
renowned Matsushita Industries, at OUR 
risk in YOUR home with YOUR equipment. 
Take advantage of this opportunity. 


NOW 80 
SAVE 20%-— Send ony tl C 


"Se ee oe eee = a ee a 


Windsor International Co., Inc. P.O. Box 7 
Riverside, Connecticut 


' 
1 ! 
1 i] 
' ! 
1 Enclosed find $ for PanaSonic Speaker(s) ! 
! at $19.80 each, p paid, ther with ! 
4 complete “High Fidelity” ‘and “Audio” ‘test reports, ' 
, descriptive p hiet and ' 
1 tions. Money back guaranteed if returned within ! 
1 ten days. ; 
' 

’ 
; NAME........ i 
' 
H ADDRESS. j 
' ‘ 
1 CITY & STATE : 

- 


RADIO & TELEVISION NEWS 


been int 
possibilit 
powered 

This i 
in that ] 
ry is in 
sion. TI] 
chapters 
light-pov 
and bea 
relays a 
unusual 
light-bea 
cellaneot 
tion pro} 

Compl 
sentative 
available 
are give 
ture whi 
experimse 
for the v 
build the 


"ATTEN 
FILTERS’ 
and Geo: 
Howard 
apolis. 1 
bound. 
From 
ceived fo 
on these 
ponents 
need for 
The a 
service ° 
text dest 
and theo 
ceivable 
and wav 
One e 
devoted | 
Handy c 
nent va 
equalize 


formatio 
form. 


“BEAM | 
William 
Radio P1 
127 page 
It is h 
tion abo 
adjustme 
answeret 
book. W 
buy a 
should b 
The t 
12 chapt 
dium, tl 
matching 
operatio1 
asitic an 
arrays, | 
and com} 
tion, tes’ 
Stallatior 
In add 
charts, 
have bee 
sible the 
11, 15, 2 


July, 195 


¥ 
‘ 
‘ 
at 


(s) 
ith 
ts, 
ja- 
in 


been intrigued and stimulated by the 
possibilities and potentialities of sun- 
powered radio equipment. 

This is a “how-to-do-it” handbook 
in that practical experimental circuit- 
ry is included in the over-all discus- 
sion. The book is divided into nine 
chapters dealing with basic concepts, 
light-powered devices, light sources 
and beam illuminators, photoelectric 
relays and connections, photometers, 
unusual relays, ultra-sensitive relays, 
light-beam communications, and mis- 
cellaneous applications and demonstra- 
tion projects. 

Complete specifications on a repre- 
sentative selection of commercially 
available photocells and sun batteries 
are given for reference. Another fea- 
ture which will be of interest to the 
experimenter is the listing of sources 
for the various components required to 


build the circuits described. 
* - 7 


"ATTENUATORS, EQUALIZERS AND 
FILTERS" by Howard M. Tremaine 
and George K. Teffeau. Published by 
Howard W. Sams & Co., Inc., Indian- 
apolis. 176 pages. Price $2.75. Paper 
bound. 

From the number of requests re- 
ceived for practical design information 
on these important audio system com- 
ponents it is obvious that there is a 
need for a book of this type. 

The authors have rendered a real 
service to the audiophile since this 
text describes the design, application, 
and theory of operation of every con- 
ceivable type of attenuator, equalizer, 
and wave filter. 

One especially valuable chapter is 
devoted to the hi-fi crossover network. 
Handy charts for determining compo- 
nent values required in designing 
equalizers and filters are an added 
boon. 

So for all of you who have been 
looking for data of this type—here is 
your book crammed with practical in- 
formation presented in its most usable 
form. 

* * * 
“BEAM ANTENNA HANDBOOK" by 
William I. Orr, W6SAI. Published by 
Radio Publications, Inc., Wilton, Conn. 
127 pages. Price $2.70. Paper bound. 

It is hard to think up a single ques- 
tion about ham antenna construction, 
adjustment, and operation that is not 
answered in this fact-packed hand- 
book. Whether you plan to build or 
buy a beam, your first purchase 
should be a copy of this book. 

The text material is divided into 
12 chapters covering transmitting me- 
dium, the array, transmission lines, 
matching devices, the parasitic beam, 
operational characteristics of the par- 
asitic antenna, the design of parasitic 
arrays, the construction of all-metal 
and composite arrays, antenna evalua- 
tion, test equipment, and antenna in- 
Stallation. 

In addition to the text, hundreds of 
charts, drawings, and photographs 
have been included which makes pos- 
sible the design of beams for the 6, 10, 
11, 15, 20, and 40 meter bands. 
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Yee HENRY HAS ALL THE / 
NEW EQUIPMENT Z/RC7// 


hallicrafters 


For top performance with extra pull 
power and ability to tune in stations. 
$29.50 Down 


20 monthly poyments of $14.65 
$295.00 Cash Price 
— 


A few items in stock for immediate shipment ore: 


20 Monthly CASH 
Model Cash Down Payments PRICE 
$38D 5.00 2.47 $ 49.95 
SS3A 9.00 4.45 89.9. 
$85 12.00 5.94 119.95 
SXx99 15.00 7.42 149.95 
SX96 25.00 12.37 249.95 
SX62A 35.00 17.32 349.95 
R46B speaker 17.95 
HT30 49.50 24.50 495.00 
HT31 39.50 19.55 395.00 
$94-S95 6.00 2.97 59.95 
$-102 6.00 2.97 59.95 
$-106 6.00 2.97 59.95 


Write, wire, phone or visit either store today. 


We ¢t o top all offers. Your 
trade- S akes down payment. 
Write ur offer. 
SY TERMS 
90 dayS>epen account or 10% 
down—dp*ta, 20 months. We fi- 
nance. Pgymgnt within 90 days 
cancels | terest. Write for 
details. 
ALL DITIONED 

APRARATUS 
Nearly all }rYakes and models— 
Big savings\Téh day trial—90- 


day warran hb, A -day full trade 
back on new BAP; ratus. Write for 
bulletin. iv 


Your inquiries angjarders handled 
same day. Write, pti@ne or wire us. 
e 43} 


wy 
COMPLETE STOCKS 
Henry has everything. in the ama- 
teur equipment field, new or used 
. . . transmitters ar ivers. 
/ 
Bob Henry, 


WOARA 
Butler, Mo. 


“"‘World’s Largest Distributors of Short Wave Receivers.’’ 


TV TUNER REPAIRS 
PROMPT SERVICE 


Defective tuners rebuilt to factory standards. 
New tuner guarantee. Ship prepaid. 


RADIO PRODUCTS CO. 


15-20 122nd Street © College Pt. 56, N. Y. 


We carry a full line of Replacement Tuners for all makes of T.V. 


Sen 
List 


GOODHEART 


SCHEMATICS~ CONVERSIONS 


FOR SURPLUS GEAR 


NEW LIST DI MANY ADDITIONS! 


self pe for 
25¢ for chart explaining AN 
momenciature. DO IT TODAY! 


D. Add 


BOX 1220 
BEVERLY HILLS, CAL. 


*At 


LEARN TV 


the most practical 


school in the west?’ 


Work on late model sets—using modern equipment and service techniques: under qualified technician instructors. 
Short resident and correspondence courses—no unnecessary math or theory—also UHF and Color TV. 
APPROVED FOR VETERANS... day and nite classes. 

Write for free literature, Dept. 1A for residence—Dept. IAC for correspondence. 


V.S.1. TELEVISION SCHOO 


4570 Firestone Blvd., Box 359 
South Gate, California 
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Do .~.. make... or test anything in 
ye which electrons flow through wire? 


THEN YOU MUST 
BUY THIS 
2,000 OHM-PER-VOLT 


MULTI-TESTER 
fer euly $6°5 


postage, and handling. Remit $7.45 
No C 


Pius 50 Pg! 
Y HAVE A MULTITESTER, 


ib: 
HERE'S WHAT YOU “Ger: —— tester, 3" 
r 1 . Scale wid 


just knob. 
"IF To CHECK AC or DC voltages, broken 
wires, radio tube heaters, coils, resistors, capacitors, 
2 PULL HOMEY BACK GUARANTEE! 
FULL MONEY 8B 
WITH INSTRUCTIONS 


ASK FOR FREE FLYER! 
New, interesting bargains! 
THE BEST PORTABLE MOBILE (0 & 6! 


bid best for back-pack and her senior 28- on mc, 


and explicitly awn in simple “Instruction 
Sheet furn: hed with - a ; This is the fa- 


FREQUENCY METER AND TEST OSCILLATOR! 

115 V., 50-800 cy. ay. power supply. In area. meter 
jon, crystal oscillator ats VFO. Osc. sec- 

tion ute out sine or pulse modulated RF. With 

tubes. headset. cords, adapters, radiators, etc. 

and INSTRUCTION BOOK. 

LU-3, 465-498.5 MC. Brand new. 

LU-1, 470-493.5 MC. 


All sh FOB whse. Send 25% dep. with all COD 
orders “~S sub. of prior sale & change of price 
without notice. Min. order $2.50. 


ARROW SALES, INC. 


preteen Patios Addres: 
3007- NORTH H LLYwoos a. 
Central mailing. Address - Sale: 
2441 Ss. MICH or © * CHICAGO ie, LL. 
a « Cal fornia’ B Dis cwtore Stores o. a les 
Electronics, enice, s nge! 
P-A.R.T.S.. Inc., 2605 Empire Ave., Burban 


BOX CHASSIS 


L M B OFFERS FREE 


inside LMB boxes 


10 tested kit diagram projects for the builder. Each 
one of these kit diagrams built by a recognized e 

Kit projects are complete in every detail. Circuit dia- 
gram, photo of project both front and rear photo, Rear 
photo shows wiring and parts. Detailed instructions 
for building, complete parts list and approximate cost. 
Complete to build except parts and your distributor 
can supply the parts. Ask your distributor for the list 
of LMB kit Diagram Projects. If he does not have 
them, write to 


1011 Venice Bivd. 
Los Angeles, 15, Calif. 


LEARN TV SERVICING 
UHF—COLOR—VHF 


Master the latest, up-to-the-minute 
TV and Color TV developments. 

You can Earn to $5,000-$10,000 a year in TV serv- 
icing after a few short months. Education or age 
is no barrier. Find out how you can EARN 
WHILE YOU LEARN in our big Shops and Labo- 
ratories. You work with the latest equipment. 
berg no time_with Non-Essentials, Math or De- 
sign Theo Complete information in our new 
F EE booklet. Address Dept. 7-56-R. Approved 
for veterans. Free Placement Service. 


WESTERN TELEVISION INSTITUTE 
341 W. 18th St. Los Angeles, Calif. 


MAME 2c cccccrccereseccesosscscsvesessece oe 


Hams will find this little book an 
invaluable addition to their shack 


libraries. 
* * * 


“HOW TO SELECT AND USE YOUR 
TAPE RECORDER" by David Mark. 
Published by John F.. Rider Publisher, 
Inc., New York. 138 pages. Price 
$2.95. Paper bound. 

The “embarrassment of riches” that 
confronts the would-be buyer of a 
tape recorder has made the task so 
confusing to the average consumer 
that he is inclined to throw in his hand 
and buy a record player or borrow a 
tape recorder from his neighbor. 

Recognizing the need for a “guide- 
book” to the realm of tape recording, 
the author has painstakingly compiled 
the answers to the questions most 
often asked by the average user. Since 
the author has correctly assumed that 
the market for such devices exceeds 
the technical background of most 
would-be users, the text has been pre- 
pared in non-technical language and 
at a level which anyone can under- 
stand. 

A short preliminary chapter “intro- 
duces” the equipment and then the 
author discusses the operation of a 
tape recorder, how to make record- 
ings, the applications of a tape record- 
er in the home, in business, and in the 
professions, and how to use a recorder 
for preserving especially enjoyable 
musical moments. The “directory” 
section on the selection of a tape re- 
corder is a fairly comprehensive one 
and covers all types of units from 
small portable recorders to elaborate 
professional devices. Each commercial 
unit is illustrated and its special char- 
acteristics described—a boon to the 
average tape recorder fan. 

* * ~ 


“PROCEEDINGS WORLD SYMPOSI- 
UM ON APPLIED SOLAR ENERGY." 
Published by the Association for Ap- 
plied Solar Energy, 204 Heard Build- 
ing, Phoenix, Arizona. 330 pages. 
Price $5.00. 

This volume contains the full pro- 
ceedings of the meeting on applied 
solar energy held last November in 
Phoenix, Arizona. 

Papers by 30 internationally rec- 
ognized authorities on solar energy 
utilization have been reprinted, along 
with photographs and drawings to 
illustrate the subject matter. 

A summary of the round table dis- 
cussion on “The Future of Applied 
Solar Energy” has also been included. 
Those interested in the subject will 
find this compilation helpful, enlight- 
ening, and an excellent springboard 


for additional study. 
* eo * 


™“MOST-OFTEN-NEEDED 1956 RADIO 


DIAGRAMS" compiled by M. N. Beit- 
man. Published by Supreme Publica- 
tions, Highland Park, Illinois. 192 
pages. Price $2.50. Paper bound. 

This is the sixteenth of the radio re- 
ceiver volumes in this popular series 
for service technicians. 

Like its predecessor volumes, each 
model is covered completely. The data 


BE QUALITY WISE .. 
N BUY QUAL-KITS! 
i-Fi AM-FM Tuner ; 


Advanced 7 tube circuit 
provides full sensitivity 
and selectivity giving this 
AM-FM tuner exceptional 
hi-fi reception. Armstrong > \ 
FM circuit with limiter, 
Foster-Seeley Discrimina- 
tor. 20-20, cps re- 
sponse. Full AFC control— 


no drift. 
$28.95 


o.UCUm™™ 
wv Hi-Fi Amp. 
= lete 6 tube-10 watt 
ifier. Push-pull beam 
jouer Output, built-in pre- 
amp. 5 position selector 
switch, 3 position record 
equalization, LP, RIAA, 
Eur. Response ¥%' db. 20- 
20,000 cps. Output 10 
watts at less than 2% IM. 
q low noise level and har- 
ic distortion. 
monic distortion. 


Cover and legs optional. 

Every kit complete with 28 page fully illus- 
trated, instruction and assembly manual. 
Write today for FREE catalogue and name of 
nearest dealer carrying these remarkable units. 


Quality - -Electronits vevt. t-« 
319 Church Street | New York 13, N. Y. 


MARINE dyn Han yghe pe $9950 


Bands. ‘Very Saas “aan 
Accurate. Brand New...... 


274N/ARC-5 TRANSMITTERS 


Complete 


bo | re ee Brand New $ 5.95 
Bod GC. wins sce'e ee Like New 4.95 
Meh MC. ose ses ee --..Like New 4.95 
B=B. MC. wevccseccss« Like New 4.95 
RECEIVERS 

et Ae REE CES Like New aA o 
100- 15 56 MIC. ccs cecescsessebe 

ARC-4 2-meter Trans/ceiver.... 3s. Se 
ABQ 10CM Sig. Gen. 110 v.60 cy. 19.50 


TS-184A/AP 400-430 me. Sig. 
SUPE EVEN EL ee New 49.50 


Write for free catalog of many Bargains. 


2049-Main COM-LAB San Diego, Calif. 


wanted career men 


Train for a career instead of a job. 
Demand for our graduates exceeds su ply. 
Effective placement. Modest costs. mall 
classes. Well-ec uipped labs. Beautiful cam- ~, 
= Approved for Vets. Enter Sept., Jan., March, 
ne. 


Bach. Sci. degree in 27 months 
Complete Radio Eng. courses... TV, UHF, FM, 
Electronics, Also Mech., Civil, Elec., Chem., Aero. 
Eng. 36-month B.S. in Bus. Adm. (Gen. Bus., 
Acctg., Motor Transport Mgt.) .. . capable stu- 

dents faster. Prep courses. Write Jean 
McCarthy, Dir. Adm., for catalog and 


“Your Career in Engineering & Com- 


AMERICAN 
CANCER 
SOCIETY 
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about each set includes a schematic, 
alignment data, voltage and resistance 
readings, dial cord data (where it ap- 


Se hints tae seca en ELECTRONICS TECHNICIANS 


plies), alignment procedure, and spe- 
cuitry. 


Receivers manufactured by some R LAB TECHNICIANS 
thirty-five companies have been in- a 


cluded. Service technicians will find 
this up-to-date material helpful in 
cutting troubleshooting time and 
speeding servicing. 


Excellent opportunities and employee benefits at 


 SPERRY 


PHOTO CREDITS : a company with an enviable record 


Page ia aad oon : of 44 years’ growth and expansion. 
..eeee-- Admira. # = : p 
36 (Fig. 2), 37 (Fig. 7, Pight) : ELECTRONICS TECHNICIANS Minimum 5 years’ experience on 
Sinise iaraaatel angtataatialaly Setchell Carlson # construction of complex electronic equipment. Knowledge of pulse, 
36 (Figs. 3 & 5), 37 (Fig. 6 & Fig. 7, : radio, electronic and audio frequency circuits: ability to use com- 
left), 42 (top & left center), 128 : mon electronic test equipment required. Minimum 2 years’ engi- 
CPOE: Ol, Eee iiecavceese> ....Radio } quip req . y g 
Corporation of America neering school or equivalent training. 
oes a ee SR LAB TECHNICIAN 10 to 15 years exp. in the design, con- 
oe: 6: Ree ....General Electric Company struction and maintenance of complicated electronic equipment. 
8 errr Joseph Steinmetz 
42 (bottom left) ..........eeeeeee LIBERAL COMPANY BENEFITS 
— .... Sylvania Electric Products Inc. Over 1,500 employees have been with Sperry more than 15 years 
50 (left) ..... seeeees Arvin Industries ... ample evidence of opportunity, excellent benefits and fine 
50 BO NIOEED ool cca n voces cate eie at coma ee cntian deatiiihiin ' 
Allen B. Du Mont Laboratories, Inc. g . 
plete 50 (right) .........- Crosley Division || ff =—- ——-—--—-——-— 
56, 2 espe s bee —— S ee 
I init in sina alborats hilco Corporation 
5.95 64, 65. Electronic Instrument Company P LEASE SUBMIT RESUME 
4.95 67.Precision Apparatus Company, Inc. to 
4.95 BER FP Emer- 
4.95 a son Radio & Phonograph Corp. Mr. E. Williams 
4.95  eeaberestatte Pg ee Interviews may be arranged GYROSCOPE COMPANY 
1.95 104.Signal Corps Engineering Labora- locally or at plant at 
— _ Fort Monmouth, New Jersey company expense. DIVISION OF SPERRY RAND CORK 
— Raytheon Manufacturing Company Marcus Ave. be Lakeville Rd. 
Great Nec tL. he 
ins. ERRATA ; ; 
one On page 96 of the March, 1956 issue, in . _ 
Seeiilgs “New Tube Tester Data,” the settings for the 
Type 1629 tube listed for the Supreme Models SEE GEG. 7 4 7, 0 I] hi % 
oa 600 & 616 should read 90D2978 instead of 
90D2778 as indicated. In other words, the 
1] fifth item should be a ao not a "7", 
The equation for the admittance of a par- eat ene I | 
i et cqemeant cee, givwn_ cm pore ct 
. sue u on- 
ED trol Throw “4 Variable Resistance”) should MO B ' L E " R A D | 0 R i GS N E E D M A I N T E N A N C E 
: : read as follows: : we 
: ru: Yim ieC+ or +r Ret You can have a specialized, high-paying business in this 
Acro. jn ye Be seainn ee > ee fast-grqwing field—on contract terms! Send for booklet "HOW 
le stu mainder of the article. TO MAKE MONEY IN MOBILE-RADIO MAINTENANCE”. 
a <_ The principle of operation of the auto radio ‘ ' 
Com- search tuner discussed in the March, 1956 LAMPKIN METERS are the preferred test equipment! 
issue (pages 48 and 164) is as follows rather 
than as was described in the article. The 
GE if. signal voltage at the second i.f. trans- 
former dary is pled to the grid of 
the first section of the 12AU7 trigger tube, 
operating as a detector-amplifier. This signal 


idiane causes the detector-amplifier to conduct suffi- 
ciently to drive the second section of the 
12AU7 into cut-off, thereby de-energizing the 
telay, and stopping the sweeping or search 
action of the tuner. Negative a.v.c. signal is 
also applied to the grid of the detector-ampli- 
fier, but its purpose is to act only as a delay 
in stopping on certain signals, so that the 
tuner does not stop on the sideband of strong 


stations. Because of the above, a negative ; 

trigger voltage on the grid of the detector- : LAMPKIN 105-B MICROMETER LAMPKIN 205-A FM 
ener will not stop the tuner sweeping : FREQUENCY METER MODULATION METER 
action. 

Also, when the actuator switch is first de- Heterodyne type. Range 0.1 to 175 MC. . 3 ee 
pressed, both cathodes are placed nearer (crystal-controlled transmitters to 500 Indicates FM voice deviation, + 25 KC. 
ground potential (less positive voltage). At MC.), all channels. Pinpoint VHF CW sig- | Tunes 25-500 MC. in one band. Has 
this time the detector-amplifier does not con- nal source. Weight 13 Ibs. Width 13’. speaker, oscilloscope output. Easy to 
duct but the relay section of the 12AU7 con- Price $220.00 net. carry. Weight 13 Ibs. Width 12”. Price 
ducts and holds the relay energized. This $240.00 net. 
allows the tuner to search or sweep. The de- *Annual FCC figures « 


tector-amplifier conducts cnly when a signal 
ls applied te lis orld. for last three years! 
A precautionary statement should have 
been included where the recommendation 
was made to check the mechanical system 
for binds by pulling the relay stop or arma- 
ture out of the paddle wheel and then ap- 
plying power and seeing if the sweep oper- 
ates and returns properly. Extreme care 


" pacar aaa spas os ts aS OF RR Nae NN ee 


LAMPKIN LABORATORIES, INC. 
MFM Division, Bradenton, Florida 


At no obligation to me, please send 
0 Free booklet [] Data on Lampkin meters 


Name. 


: should be exercised in this test so as not to LAMPKIN LABORATORIES, INC. 
damage the relay contacts. The relay arm " : Address 
must be pulled very gently to prevent bend- MEM Division 
ing these contacts. BRADENTON, FLORIDA City State 
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ircuit constant bri 3 “entoutput; 
figne uration. ley 10 sec’d; 
680: He less Guan 
34¢. 1000 ¢ wg 2000 flashes r set 
of batteries. All kits with —_ 


MODEL. 400V, GOW sec's color 75+: B & Wea2Ss. ADVERTISER PAGE ADVERTISER PAGE 
R ies 2 sec’ds, less than 4 Ibs....... seas. wy 
EL 600 iW sec Acro Products Co. ...... seewene paw geveke 102 McGee Radio Company...... ahikeneee ae 96, 97 
2 oy ees Aotmoter COMPAR ..ccccccecccccccccscs 121 OUR: PROT, TRO sob 6c ce ccc Se seee 131 
Photofiash Cond. “S2smFD/ 450V/ssw Cc. NEW Low Airex Radio Corp..... bene ebessesivasdes 133 Major Brand Tube Co...............+00- 93 
——————_— INFRARED cae Pilied MaMa Weep. :.....2..0..00..000s 9, 87 Mallory & Co., Inc., P. R...71, Fourth Cover 
See In Dark Tube Altec Lansing Corporation............... 6 Merit Coil & Transformer Corp........... 14 
GTD. Image Converter Tube. Hi- American Television & Radio Co......... 92 Miami Instrument Company.............- 123 
Willemite ‘screen’ Hi Resolution. “Tube @& Arnhold Ceramics, Inc..............+.+- 122 Milwaukee School of Engineering........ 99 
Data........Special @ $3.90; 2/$7.50 
Snooperscope Power Tey TNS IM eS ic ckotcccetccccecves 142 Moss Electronie Distributing Co., Inc..90, 91 
Git in Metal Cabinet, --- pes. ‘Using. Dual. Doubles Ashe Radio Company, Walter............. 85 Musical Masterpiece Society, The......... 139 
KIT, Same_as_above, : PE PR sav eiinssck sic scacceeee 126 
New, Unused © iavidecly Boxed National Radio Institute...............- z 3 
ai | i B E Ss WARRANTY Baltimore Technical Institute............ 140 National Schools ..............++seeeee 2 
, No Electrical or Mechanical Rejects Barry Electronics Corp................-- 145 Newark Surplus Materials Co............. 131 
| Save 33 ese 33 izene go NI oS sna bb obacs eee since 127 North American Phillips Co., Inc......... 26 
78 S37, “68 128H7 8 Blonder-Tongue Laboratories, Inc......... 94 
160 | L7 [35/12SA7 ‘64 Pacific States University..............0+- 134 
-45 | 6SN7 -55 | 12SK7 & 
1.24) 7 -55| 12SN 5 Peak Electronics Company.............+++ 124 
1.11| 6T4 1.15 | 12sQ se SEIN. RUS Soebccascescbe cesesconse 29 
90 -75\258q6 .% Phoastron Instrument and Electronic 
1:29) ve ‘5/2516. C & H Sales Co.............+6-- Sdersiee 134 (FOTO Ria SSS gaa cea aN 5 ss aes 
1:30/6x4 “40/356 <a Candler System Co...........+++-+++++++ 125 Philco Techrep Division.............++++- 103 
133 me, gs|aers :a DRE UIIIIOTIIND 60s 0005s scccceccescs (BE | Gunten Muerleninent Gele....ocsiszeves 123 
4:25| 12477 -@8| Socs 32 Capitol Radio’ Engineering Institute. ...... Be I MIR siveinnsestacenactse 119 
40) ZAu7 .-30|78 -a8 Centralab ..........-+++seeeeseeeeeereee 20 Presto Recording Corporation............. 129 
222 Cleveland Institute of Radio Electronics.. 1! progressive “Edu-Kits”, Inc............. 128 
VARIABLE 0 TO 6 & 12 VOLT/12 AMP Columbia Electronics ................-+% 127 . 
A diag th ap MOE MONE cokes tivnsclsredvsdeeacconts een een as 
Era oa eo any DC reg: I Coyne Electrical School............. Raa 5 re Cerrone st anese ares 
rs 
ee ee ee ee aes Aes R.C.A. Institutes, Inc..........e0.0005 15, 132 
MODEL Teiavi2ac.......-- DeVry Technical Institute................ 5 RW Electronics ..........- sl duuawlets 136 
*“"TABTRON" HI | CURRENT Sean eevee settee eee te eee eeeeeeeeeeeeeeees i Radiart Corporation, The................. 10 
ek CNY sna. cdnwececdacsausrante 108 ; ; 
HERG eng Pant ot ica tetoly Built. Radio Corporation of America......... 22, 24 
nels: Pull Wave Selenfum Re _ Radio Ham Shack, Inc..............+++.- 146 
Meters, Switch. Terminals In Editors and Engineers, Ltd............... 127 ge ry TTL eee EET ee eel. 137 
iby /60ey Input or 220¢ and 3 phase Electronic Chemical Corp.............. .133 eee reer 140 
a meters Electronic Instrument Co., Inc. (EICO).33, 34 OE eee ee rr 141 
0-28 Vi t 12 Amp 733:00 I or Cais cic 56a hes wit 4 ees ae 8, 17 Radio-Television Training Association..... 23 
28 VDC at 24 Amp 155.00 
VSOA waste San YOC at So Ame 285. eS ROUNN SEIOR, 0 5b 5c besa s¥00'54000 118 5 a erry eee ee 100 
Raytheon Manufacturing Company...... 
NEW | TIERS Oe — “A wa wis" eglae: | -anenababonsesnencenvest shes Second Cover 
Gitd. RE E ne fir. er SND MIND n0civo sd pccedececvecgsees 113 Rek-O-Kut Company ............s.see00 110 
curr bs rte “se /ae’ “S2/a2 130/100 — Fisher Radio Corp............. 16, 18, 31, 104 = Rex Radio Supply..........sseseeseeeeee 126 
nt. Volts its Volts its 
1AMP $1.40 $2.80 $3.70 7.40 Rinohart & Co., IN6......ccrcccccces 114, 129 
2ame 2.00 3.40 5.30 0.25 
Samp 2-90 4-10 af2s 32.70 G & G Radio Supply Co................. 81 Roskbar Gerperatioh .iccccccccsoscsccae 82 
1Same 3-38 33-38 32.75 ke 4 General Electric ........ce.s00- opiate 12, 13 
Samp 7:20 14:25 22.00 43.85 IE WES Mii ch occ scdcwccddeshusieee 141 Sams & Co., Inc., Howard W........... 32, 83 
‘ Granco Products, Inc. ......c-ccccccccees 84 BORGIR GOUPOTATION 2. oni cicccccgcerdcccone 103 
K | T Ss! K { T Ss! Greenlee Tool Co.......ccccceccccccccccs 118 Semler Industries, Inc............e.se0e 132 
Thousands of ‘Satisfied Customers Soundmart Unlimited.................... 129 
1p Saisie: coatrcic "OM PIG" Roary “Switenes WN i555 says iesoes 19 Sperry Gyroscope Company............... 143 
as Piwswesas Roststere 10 Toggle Switches Hartley Products Co..................--- 142 Sports Cars Wlustrated..................- 139 
10 Condensers, Bathtubs | 25 19% Resistors Harvey Radio Co., Inc.................-- 125 Sprague Products Company.............. 126 
t rs iis 
SO Carbon Resistors® 5 Crystal Diodes Heath Company..72, 73, 74, 75, 76, 77, 78, 79 Stan-Burn Radio & Electronics Co........ 134 
EACH KIT ONLY. ......---------.---...-. 990 Henry Radio Stores...............0-000: 141 saad anna Corp... ..-- +++ ++eeeee mo 
FAMOUS BRAND PHONO CARTRIDGES CU WINES DR. 6 io naesiees ce ccese.-0.- 138 srearedlly era = doe ger fal ger wd 
Original Boxed, Money Back Gtd. Hickok Electrical Instrument Company, Supreme Publications ..............eee08 109 
cement <i Bebe tami...) . = Wi ee ha eS deaveccinewes 132 Sylvania Electric Products, Inc........... 27 
eee Coreen re eS Sasee Hycon Electronics, Inc................+-- 28 
Replacement Needles “TETRAD" Diamond? | i a ES eo ee eee 144 
RPjO1d ce RPJOSD ‘Single (D) “TETRAD”. » .°$9.8 Indiana Technical College................ 132 ‘Telemarine Communications Co........... 89 
or RPIO3S Single (S). :- Eee 4 Temne Cree oss ep ei Se Ea 132 
a ag Bl nae Be te @), SPE TRAD”. « « ve Instructograph Company ...... ......... 123 Triplett Electrical lectins Gite HY 
NEW COLLARO RC-54 RECORD CHANGER, @ $27.95 ar <pemg Business Machines Corpora- 1Ol _ tetercereceercossoseseereneses Third Cover 
With RPXOSOA_@ $34.90; With RPXOS2A o Saad SU rik’ 6 We UAE ESEEL UE Ses 500900500 05 00 Tri-State Collese ipod 
FINEST HI-Fl RECORDING TAPE International Radio & Electronics Corp...131 5 Res arree Chan aeeNe es 50m 
1200 Ft.—7" Reel 45 Lots NS FIGS avin sine 0c A660 iiss WE AS Se 84 
Money Back Gtd. s of 12 Teng-Sel Electric, Ime..............0500 117 
Pree Conted & Slit ets. _ Splice J. 5. Glass Electronics Co............... 138 TV Remote Control Co...............---- 116 
Free. siquality Controlled. Plasti K Jackson Electrical Instrument Co......... 120 
foriske, Oxide Wad in’ @"' sit: Johnson Company, E. F 140 
3 for $1.50 ea. era a he ree United Catalog Publishers, Inc........... 30 
NEW IMPROVED “TAB HI-Fi SPEAKERS U. S. Crystals, Inc. ........cceecccccees 134 
With inbuilt Network Ticonal Ainico $ Pius Kaar Engineering Corp. ............ 121, 132 
\ Magnet. 4 to 8 Ohms V.C. 
35" TRIAX, 25 Watt /20-20,000 Cycles, Kuhn Electronics ...........++-+++++-+- 114 V.S.1. Television School................- 141 
|32” ‘TRIAX, 20 Wiati/40-20,600 | Valparaiso Technical Institute........... 125 
mages F12H3x Ceecccceeesesccoee $2 
COAX, 6 to 10 Watt/75-19,000 Cycles. SEC IR a WORMED «a. <:0.5.010.s:0000.0% o0000084% 142 Video Electric Company...............+.- it 
MODEL nS Ie ete $8 Lafayette Radio 69 
poe coe aga Seis aaiet eR a 
66 99 Fiore. n.¥ cada try ohpa ehsr ges Rg ie pis s's oes cawdcctenve's heciecas 134 Western Television Institute.............. 142 
r for * ia Lampkin Laboratories, Inc............... 143 Windsor International Co., Inc............ 140 
DEPT. 7RNG, 111 Lnnearn subject ta to ¢ Lektron Specialities ........ Wiiskeenwsde 130 World Radio Laboratories, Inc............ 86 
PHONE RECTOR 2-6245—CABLE “TABPARTS”” 


has _ 


While every precaution is taken to insure accuracy, we cannot guarantee against 


the possibility of an occasional change or 


in the preparation of this “my 


144 


RADIO & TELEVISION NEWS 


eee 
nee 


—_—— 
A 
COMPLE 


televisior 
rine, pol 


ee ee 

o> as 

~ s 

~s z 

i] So 
> 


ern Blvd 


TUBES— 
Types Al 
Ist Qual 
Free Cat 
tronics C 


TRADE- 
Rambler, 


DIAGRA 
Each. 17 
Models, 

Kramer’: 
Ave., Ne 


GEIGER 
Research 
NORE LC 
Radio, 1 
electric 

TV Milt! 
T EC HNI 
antenna, 
Wholesa 
RECEIV 
Tubes/D 
ual $6.9: 
ward, C: 
DIAGRA 
fiers, R 
Make, 

Miltie, 1] 


BUY § 
Equipme 
Direct I 
List & | 
nyside 4 


COLLEC 
Model F 
offer. L 
Obispo, 


SOUND 
Amplifie 
Line—S 
Free Bu 
Avenue, 


HIGHES 
ARC1— 
Write V 


CYLINI 
Concert 
torio m 
phones, 
Bettini 
literatu 
cash 01 
% RAD 


RATE: 50¢ per word. Minimum 10 words. September issue closes July !0th. 
Send order and remittance to: RADIO & TELEVISION NEWS, 366 Madison 


Ave., N. Y. C. 17. 


RADIO ENGINEERING 


COMPLETE radio, electronics theory & practice; 
television ; broadcasting; servicing; aviation, ma- 
rine, police radio. 18 or 21 months. Catalog. Val- 
pea Technical Institute, Dept. N, Valparaiso, 
Ind. 


FOR SALE 


DIAGRAMS for repairing radios $1.00. Television 
$2.00. Give make, model. Diagram Service, Box 
672 -RN, Hartford 1, Conn, 


TV Trade- In sets. Philco, R.C.A., Emerson, 
others. List available. 10”—$12. 12” to 17”— 
$15. up. Washtek Service Co., Dept. R, 956 South- 
ern Blvd., Bronx, te 


TU BES—TV, Radio, Transmitting And Industrial 
ge At Sensibly ‘Low Prices. New, Guaranteed, 
Ist Quality, Top Name Brands Only. Write For 
Free Catalog or Call Walker 5-7060, Barry Elec- 
tronics Corp., 512 Broadway, New York 12N, N. Y. 


TRADE-IN Television Sets $14. Jones Radio, 1115 
Rambler, Pottstown, Pa. 


DIAGRAMS—Radios, Amplifiers, Changers, $1.00 
Each. Television Service Data $2.00. Unknown 
Models, Give Tube Layout And Part Numbers. 
Kramer’s Radio Service, Dept. 656, 36 Columbus 
Ave., New York 23, N. Y. 


GEIGERS & Scintillators, Free Catalog. E.A.K. 
Research Labs, Tarrytown, N. Y. 


other ‘‘APR-,”’ ‘“‘ARR-,” 
ART-13, everything sur- 
Laboratory equipment. 
Engineering Asso- 
Ohio. 


AN/APR-4, AN/APR-9, 
“TS-,’’ ARC-1, ARC-3, 
plus; Tubes, Manuals, 
Describe, price in first letter. 
ciates, 434 Patterson Rd., Dayton 9, 


TUBES and equipment bought, sold, and ex- 
changed. For action and a fair deal write B. F. 
Gensler, Ww 2LN1, 56 Crosby St., N. Y. 12N, N. Y. 
ART—13/T47A Transmitters, $175.00; ART— 
13/T47 Transmitters, $125.00; BC-788 C Altim- 
eters, $175.00; ARC-3 Transceiver Complete, 
$325.00; R5/ARN-7 Radio Compass, $175.00; BC- 
348 Rec’r Modified, $25.00; BC-348 Rec’r Unmod- 
ified, $50.00; ARC-1 Transceiver, $300.00; BC-342 
Ree’r, $50.00; BC-312 Ree’r, $40.00; I-152-C In- 
dicator, $50.00. Ship Via Express, C.0.D. Sub- 
ject To Inspection To H. Finnegan, 49 Washington 
Ave., Little Ferry, N. J. 


WANTED: Receiver R5/ARN-7, MN-62A Trans- 
ceivers, RT18/ARC-1, AN/ARC-3, BC-788C, I-152C, 
Collins, Bendix equipment, Test Sets, Dynamotors, 
Inverters. We pay highest prices. Advise quantity, 
condition, price first letter. Aircraft Radio Indus- 
tries, Inc., 15 East 40th St., New York City, tele- 
phone LExington 2-6254. 


WANTED—AIl types of Electronic Tubes: broad- 
cast (water and air cooled), transmitting, receiv- 
ing, Magnetrons, Klystrons, -, all kinds of air- 
borne equipment: ADF- 70; ARC-1, -3, -4, 
-27, -33; ARN-6, -7, -12, -14, -18; BC- 312, 
-610E, -788C, -2121; 1-152; ID-48; MN-24C, 
-36, -42, -53, -58, -61, -85, -97F, -100A; RA-18; 
TA-18 ; 17-L3; 51-R, -R3; 51-V1, Ete. Top Dollar 
Paid. Write to Bob Sannet, W6REX, 1524 S. 
Edris Dr., Los Angeles 35, Calif. 


NORELCO-PHILIPS, Amperex, and Foreign ;— 
Radio, TV, and Special Purpose Tubes! Norelco 
electric shavers! Wholesale and retail! Write— 
TV Miltie, Box 101-AJ, Hicksville, New York. 


TECHNICIANS, Novices: 6 meter 5-element beam 
antenna, $14.95 ppd. 2 meter 6-element, $6.95 ppd. 
Wholesale Supply Co., Lunenburg, Mass. 


RECEIVERS R25/ARC-5 1.5-3MC Brand New With 
Tubes/Dynamotor Splined Knob-Conversion Man- 
ual $6.95 FOB—Earl Hoey, Hayward Airport, Hay- 
ward, California. 


DIAGRAMS—Repair Information! Radios, Ampli- 
fiers, Recorders $1.00. Television $1.50. Send 
Make, Model, Chassis. (Air-Mail?+20¢.) TV 
Miltie, Box 101, Hicksville, New York. 


BU Y Surplus’ Electronics ; Instruments ; Test 
Equipment; Sonar; Radar; Tubes; Transceivers— 
Direct From U. 8. Government Surplus Depots— 
List & Procedure $1.00—Brody, Box 8-RTA, Sun- 
nyside 4, New York. 


COLLECTOR’S Item. Immaculate Atwater Kent 
Model Forty with speaker. All parts original. Make 
offer. L. O’Sullivan, P. O. Box 861, San Luis 
Obispo, Calif. 


SOUND Mart For All Your Hi-Fi Requirements: 
Amplifiers, Tuners, Turntables, Speakers—Full 
Line—Shipments Prepaid And Insured—Write For 
Free Bulletin—Sound Mart Unlimited, 63-03 39th 
Avenue, Woodside 77, New York. 


WANTED 


WANTED: ART-13 transmitters and parts—also 
ARC-1, ARC-3 and ARN-7. Have requirement for 
ARN-6 material, Iron Core Loops, need all types 
Collins and Bendix Aircraft Radio equipment. 
Florida Aircraft Radio & Marine, Inc. P. 0. Box 
205, International Airport Branch, Miami 48, 
Florida. 


REPAIRS AND SERVICING 


HIGHEST prices paid for Surplus Radios—RT18/ 
ARC1—ART 13—R5/ARN7—BC 788C—BC342 Etc. 
Write W2KUW, 308 Hickory, Arlington, N. J. 


HIGH Fidelity Speakers pagent. Amprite Speaker 
Service, 70 Vesey St., N. Y. 7, N. Y. Ba. 7-2580. 


TAPE RECORDERS 


PRE-recorded Tape Music, recording tape acces- 
sories, Discounts. Catalogue. Efsco Sales, 270 E. 
Concord, West Hempstead, N. Y. 


TAPE Recorders, Tape. Unusual Values. Free 
catalog. Dressner 69-02 R, 174 St., Flushing 65, 
N. Y. 


BUSINESS OPPORTUNITIES 


MAKE $25. 
wholesale. 


per day full or part time. Buy tools 

Discounts to 50%. Send $1.00 for giant 
1956 catalogue, and dealers card. $1.00 refunded 
with first purchase. Bargain Tool Company, Box 
551 % RADIO & TELEVISION NEWS. 


CORRESPONDENCE COURSES 


CYLINDER and old dise phonogr aphs. Edison 
Concert, Balmoral, Conqueror, Opera, and Ora- 
torio models. Berliner Gramophones and Zono-o- 
phones, Columbia dise and cylinder Graphophones, 
Bettini micro-reproducer. Want old catalogues and 
literature on early phonos prior to 1919. Will pay 
cash or trade late hi-fi oon. Box 50 
% RADIO & TELEVISION NEWS 


USED Correspondence Courses and Books sold and 
rented. Money back guarantee. Catalog free. 
(Courses bought.) Lee Mountain, Pisgah, Ala. 


USED Correspondence Courses and Books Bought, 
Sold, Rented, Catalog Free. Myrtle Vernon, 
Henagar, Ala. 


When you order by mail... 


please print your name and address clearly, be specific in your order, enclose 


proper amount, allow ample time for delivery. 


July, 1956 


rc 


Only the 5 TOP QUALITY brands a 


STANDARD 
BRAND TUBES 


AT SENSIBLE PRICES! 
© Individually boxed © First quality only 
© Brand New @ 90-Day RETMA guarantee 
© No private brands @ No rejects 
© No rebrands or rewashed bargains 


Bora Lists 
Free! sees? Sissons woes 


e Lists ALL popular TV & radio types. 
e@ Makes mail-ordering a veal ple 


postpaid. 


Newest handy air-mai! order form for your 
over 


WRITE FOR YOUR FREE COPY TODAY! 


asu 
e All tube orders over $25.00 (with “remittance) 


rat Special-Purpose Tube: 


SPECIAL-PURPOSE TUBES 


Write for our complete Meting on jen gent Satuen 
TOCK over 1000 types at ‘excellent prices, 


(SURPLUS—NEW ORIG. BOXED 
7SOTL .... 


807W/ _— 


TRANSMITTING TUBE SPECIALS 
) 


B72ZA .wceresece 


LM-15 NAVY 
xT. & Power Supply. Exc.........+. 
LM POWER SUPPLY. Exc. Cond.....+++- 


freq. TV marker, vy gd 


EQUIPMENT SPECIALS! 


FREQ. og W/orig. book, 
Exc. 


KAY MEGA-MARKER — Sse channel xtal 


++ -$150.00 
35.00 


«++ 49.50 


TUBE CHECKER SPECIA 


bon be data & inst. 


metal case, 
od 

ee comet 
ss ut. con sed, cases 
ayy a good cuaee m Sees: W /latest tube 
book. Special 


pascision CHECKER /ANALYZER oo 
used, worn, but in good oper. condx 
instr. book & role chart. i 

BRAND NEW PRECISION MODEL 10-12 
able, latest type. 
Price, only 


HICKOK mutual cond. type., modes 1-177, in 
boo 


(CHECKER /ANALYZER model 
worn, 


tye MODEL 912 portable. Used, 
jood oper. condx. W/instr. book & role we} 33.50 


port 
en rth — 00) 


LS! 
data 
es 39.50 


920 
w/ 


2 COLOR TUBE CARTO 


Keeps your tube stock neat. 
kk +. Distinctively lith 
+ The most distinctive 
a joday. Minimum amine 100 
size. rite for case lot pri 
pty 
Miniature 


ITE GLOSSY BOXES 


WH 
Completely blank. No printing or color. 
same as above. Same high quality, same 
Specify ‘‘white’’ when ordering. 
: 'UBE STA 
White gloss oe 


cartons; ‘“‘GT’’ wcker holds 10 “'G 


New safety partition pre- 


4 TACKERS 
Ministacker holds io Mini. tube 
iT’’ cartons. 


raphed in 
ube carton 
of any one 


PER S30 
1.00 


Otherwise 
low prices. 


Full Wave Bridge Type 


it tim 


DIRECTRON SELENIUM RECTIFIERS 


i | 18 VAC | 36 VAC | 54 VAC| 72 VAC ;130 VAC 
mps. | 14 voc 28 vD | 42 voc | 56 voc 100 voc 
a $1.35 | $2.30 | $3.70 $4.50 “$7.40 
2.00 2.75 5.30 5.90 9.15 
21/3 2.90 4.10 5.75 7.85 12.70 
4 3.50 6.40 11.25 14.35 21.70 
6 3.95 7.70 12.75 17.30 29.65 
10 5.85 11.35 19.40 24.80 41.25 
12 7.20 14.25 22.00 29.75 43.85 
20 13.05 25.05 37.25 48.75 78.50 
24 14.28 28.75 44.50 57.65 81.00 
We ild other selenium rectifiers. 


bu 
Tr ansformers and chokes to your specifications. 
of new rectifier 5 Pe jay poe 


Super. pRecere +2Z9600.1 
Pri. 220 voits, 60 cycles. 
SPECIAL EACH .. 
Kenyon +S-10694 
Sec. 5 VCT @ 10 A. 
Pri. 210-220-230-240 volts, 60 cy. 
SPECIAL EACH ... 


ec. cT 
Pri. 210-220-230-240-250 — 60 cy. 
SPECIAL EACH 


FILAMENT hanes SPECIALS 


FR ever @3A;S VCT @ 


ee eeeereseseses 


Collins >672-1141-00 (mfg by chi. +» herm. sealed) 
Ss 2.5 Vv @ 


weet e ee eeeereees 


$3.95 


$4.95 


WRITE FOR “'BARRY'S GREEN 


ISSUED MONTHLY. FREE! 


SHEET" 


TERMS: 25% deposit with + nt Ie Salance c.0.D. 


512 Broadway, Dept. RN, N.Y. 


All merchandise guaranteed, . N.Y.C. 
ELECTRONICS 
RRY “corr. 


Call Day or Night—24 Hour Phone Service 
Phone: WAlker ¢seetcueay 


12, N.Y. 
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CASH for YOU! | 
We urgently need for “ ” 
ee We have in stock at all times over 2,000 different types of tubes. D < 
™ e : ' ~ . ee 
BR i i - rantee, individually boxed. 
e oo he gl nan All first quality, money-back guarantee, y 1 
APR4, ARCI, ARC3, | ‘ am ' 
ARNG, ARNT, 9C221. best buy is Radio Ham Shack! 
BC788, BC610, sats “A Your est uy 
others. State conditions, ae “ 
type and best price. QUICK SERVICE * HIGH QUALITY LOW PRICES 
ee ee TUBES! First Quality—Fully Guaranteed—Standard Brands—No Seconds TUBES! 7) 
APN-1 ai 
— oes. pond RECEIVING TUBES TRANSMITTING AND SPECIAL PURPOSE TUBES 
ARC-1 ranceiver a oa oa 
ceiver aircraft oz4 49 6846 95 785 . ©A3/VR75.86 250TH 18.95 959 .32 
ARCs Sena eed 140-144 me 1A3 +68 OBS 67 7B6 75 ©B3/VR9O .73 250TL 14.75 991 .29 
ARCS Satin and weet LF-MF-HF-VHF 1A7GT =. .52- GBAG 63 787 75 OC3/VR105.68 274A 1.40 1603 2.95 
ARN? Altimeter, aircraft 1AE4 +92 6BCS 68 7C5 75 OD3 /VR150.68 2748 85 1616 -50 
oe Glide Ages 332.6-335 MC 1AX2 95 6BE6 65 7C6 75 1B22 1.25 304TH 7.935 1619 
a pcan eB = tr 1B3GT .79 6BF6 68 7C7 ‘79 [e483 2se Seem «6988 1682 
ARN? adie compass aircraft. 100-1750 KC 1c5Gt =« «55 GBG6G_1.75 7F7 -85 1824 4.85 307A 1.10 1624 
ARR2 f mig ve 234-258 MC 1G4GT .65 6BH6 79 758 1.10 1B27 12.95 350A 2.65 1625 
ARRAS ener yore 60-72 MC-FM- 1G6GT .49 6BJ6 -69 7N7 85 1835 3.45 3508 2.35 1626 
ARTI: — 200 KC-18 MC THSGT = =—«s_««58 «GBK7 =—s-1.05  7R7 95 1838 33.50 3718 85 1633 
actor anemee 200 KC-12.5 MC 1J6Gt = =©.69 6BL7GT 1.05 7V7 295 1N21 139 393A 50 1635 
3c.223 Selemiees 2-5.2 MC 114 -74 SBN6 = =61.10 7Y4 65 IN21B 1.45 WL417A 2.95 1641 
8c312 — 17-18 MC 1L6 -79 GBQ6GT 1.15 12A6 57 1N23 168 434A 2.95 1654 
scaazik 12-18 MC TLA4 -79 6BQ7A 1.15 12A8GT .79 1N23B 1.40 450TH 47.50 2050 
Beaae re aed 200 KC-18 MC 1LAG 85 6C4 -38 =12AH7GT 1.05 1N34 .42 450TL 35.00 2051 
8c-375 ace 200 KC-18 MC 1LB4 85 6C5 48 12A 48 IN34A .48 S75A 9.95 5516 
4 ew 420-500 MC mcs .79 6C5GIT 46 12AT7 92 2AP1 4.95 7OS5SA 6 5517 
sci He tk 3-6 MC 1LC6 -79 66 49 12AU6 = .62 2C39A 12.45 7O7B 4.25 5637 
8C610 sree mn 2-18 MC 1LDS 85 6C8G 85 12AU7 «75 2C40 7.45 JI4AY 35.00 5638 
5c439 ane 100-156 MC 1LE3 -79 6CB6 = oat il yo 2643 = 7.25 «-715C 10.98 5639 
na ' veto > 3 1LNS ‘79 6&5 ‘75 12AY7 1.15 3021 “53 721A “65 5651 
BC.1206 ae 195-420 KC INSGT =.59 GF +39 12BA6 = .60 2522 3.45 726A 6.95 5654 
—-. oa 140.58 MC 4 65 6F6 85 12BA7 = 89 2524 1.95 725A 2.95 5670 
CRTs Sesto ome KC RS 65 GF6GT .69 12856 8 8§=.65 226 «=: 2.95_:«723A/B 8.45 5675 
DAS i epee MP gaa oa -65 6F7 835 128H7 86.89 2530 ©=«-«*1.95 726B 32.50 5676 
DAK Sisoiies iets: eater e150 KE 1s5 65 6F8G 72 12€8 69 2532 12.50 726C 32.50 5686 
DAV Trencctver/duec ander 23-48 134 + i + 
DAV-2 Tranceiver /direct. finder  2.3-4.5 MC a i A +4 2136 14.95 730m 50 8607 
oe. er 125 Me 67 GHOGT 49 12K7GT .85 2355 39.50 802 2.45 5763 
ORCS eemeaver Pra 1us 59 645 48 12K8 69 2561 12.953 803 1.40 5794 
pre a c-12 MC iv 65 615GT 47 125A7_ = .69 2162 4.45 804 8.85 5814 
onne-26 Baie campus eS. 1V2 39 656 "68 12SA7GT .69 AM + 95 5819 
PPN-1 Beacon trancvr ground 214-234 MC 1V6 149 637 "82 12SC7 ‘75 axa A730 806 3:85 5823 
a —<— 10600 KE 3X2A 85 6570T 8=6.45 12867 8-79 2K33A 56.90 807 1.18 5851 
soe ace sd nae 2A3 ‘95 6K6GT 165 12SH7 65 | 2033 oe bes 125 5876 
a - ened wy 2A5 65 6K7 76 1287 8=6.8 | Seen) on cep ok ae 8879 
= - eames aa 2A6 50 euyer 20 12m7 69 | S83) 422 S350 (GSO 588! 
RC-103 Reevr, glide path 108.3-110.3 MC = ye 4 me api 2.45 810 9.90 S881 
ie : se heyy 3 2X2A 1.35 6K8GT 93 128N7Gr :75 | 3€23 5§-30 $15 ans 6146 
SCR-269G Radio compass 200-1750 KC = 7 & y+ ee ~All 4 seas S48 812. 248 6188 
SCR-274N Airborne command sets LF-MF-HF-VHF ar es aise ye ~~ rr +4 ac2g 1.48 813 0.50 S008 
SCR-284 Rec /xmitter, mobile 3.8-5.8 MC SBP °39 6L7 ‘95 12V6GT 33 SD2A 3.95 818 150 8012 
a ele eh semen sag oe en 306 ‘39 ONT eo iaweer 27 | Sosi4 See Ste a-58 8013 
SCR503 edie direclion Ander 100-2009 KC a 25 Oo = 2s) ae: eee 906 65 8014 
SCR-503 Radio direction finder 100-3000 sas $s saver 79 1436 69 ate 843 836 =as yess 
SCR-50S = Receiver (wansmiiter 26 Mc 3Q5Gt .75 6R7 {85 198G6G 1.89 | 47230, se's0 8298 7.95 8025 
SCR-508  Recr/xmitter, mobile 20-27.9 MC FM oon 35 Sayer 46-68. (1978 ry 4-250A 32.50 8298 we peas 
SCRS1O _Tromcsiver soa79mcrm fe 3v4 169 654 ‘57 25BQ6GT1.25 | 4cog 17.45 832 5.75 9002 — 60 
ey mee —- SAW4 1.10 6SA7 79 25L60T .65 | Sc35 15:45 832A 7:95 9003 90 
SCR-511 = Tranceiver, portable 26 MC SR4GY 1.45 6SA7GT .79 25W4GT .72 4027. "7:95 833A 37.50 9004 35 
em. 10s MC 514 90 6SB7Y 6.87 2525 8=-75 | «4x150A22.45 836 1.45 9005 1.39 
ScR543 Troncsiver 145 MC —— 2 a 72 38n6 62 | ssP1 2.35 837 ‘88 9006 —_.25 
SCRSSS . Redio deecinn an ess 5V4G_ «88 OSES -72 30 63 | 58P4 1.95 838 ‘69 CIJA 10.95 
SCR-555 —_ Radie direction finder 18-65 MC SW4GT .65 6SFSGT .69 32L7GT .85 5€22 27:50 845 485 C6) 645 
ph RR erage ac FM SX4G 75 6867 «65 35A5°8 = 668 | scp“ 1:95 851 8.95 CK1005 .32 
chane .. umuner 3730.9 MC EM 523 69 6537 69 35L6GT .63 | 5521 4.95 861 12.93 CKI007 65 
cas pene mpi SE 574 89 6SI7GT 659 35W4 = 44 | spy 1.37 866A —_.98-F-123A 2.75 
| a c a3 95 6SK7 = 64 35Y4 65 | 55P1 12.45 8698 14.95 F-127A 22.50 
cass hae "0,000 F OAG 82 6SK7GT = 6.39 3523 65 | 5572 6.35 872A 1.25 F-128A 14.95 
Sa718 = Alimeter, high oft. a orm Pt 6A7 89 6SL7GT .75 35Z75Gr .44 | sip; 7:40 876 "72 °G-17, 2.90 
: eee rary 1.05 6SN7GT .75 75 | SNPI 4.95 878 48 FG-27 12.95 
r nar ee hepa sw 19 MC FM GASGT §=.95 6507 .59 42 69 | GANS 2.75 884 ‘95 FG-32 3.95 
TRC-1-3-4 Radio station 70-99.9 MC FM 59 esa7er 159 4 79 GANS Be 28 ro-32 38 
vee —— aaa Fan 6A 85 6557 75 5085 -68 C21 14.95 918 1.65 FG-172 17.95 
19 max nm ad ome samc GAF6G = «85. 6817 “95 s0cs 68 | 654 2.55 923 1.25 HF-100 6.9 
19 MK-2 = Teanceiver 230-240 AC 2-6 AC 6AGS—s_« «72. 6T8 95 SOL6GT .62 | Fapy 4:95 927 ‘95 HP-200 9.95 
a7AA Transmitter 300-500 KC 2-15 MC 6AG7 98 6U5/6G5 .85 SOY6GT .78 12DP7 17.50 930 1:19 HF-300 17.50 
VALVES CAH = 85 GUS 95 53 92 | 158 1.05 931A 2.45 WL-616 47.50 
INDUSTRIAL AND MILITARY TYPES 6A45 1.49 6V6 1.10 ZOL7GT 1.15 28D7 75 954 25 MX-408U .50 
Recetving Voltage Regulators cans i ll, + ll A 65 100TH 6.25 955 35 RK-65 7.50 
Tronoméiting Crystal Rectifiers 6AK6 75 6W4GT 65 77 47 211 “45 956 533° RK-72 ‘50 
lystrons Gas Switching 6ALS 58 6W6GT .79 78 57 212— 14.935 957 '35 RX-21 5.50 By u 
oosy ionotrens GAL7/ = «98, 6X4 48 80 59 | 249¢ «1.95 958 ‘35 12-40 3.50 ke 
Hee aa ange a 6AQS = 657 6X5GT = 49 83 95 (90% 
Col ierophones Keys Headsets —— a eee = ov a WRITE FOR OUR FREE FLYER chen 
BMC-1 MASK J-37. H-16U HI IMP. 6AT6 52 7A4 ‘79 84/624 TL yng tanh cao 
T-17 HAND J-38 HS23 HI IMP. 6AUSGT 1.10 7A5 29 iL MIGT 2:25 zer ha With, order, or 25% deposit—palance tien 
T-30 THROAT 5-45 HS-30 LOW IMP. 6AU6 +65 7A6 78 117N/ alec ’ net £68. our warehouse. 32 
7-32 Re ee eg 6AV6 53 7A7 75 P7GT 1.65 ea 
PR eg ee Re 6AX4G1 ‘79 7A8 ‘7511773 ‘68 Speciai Quantity Discounts Feat 
Over one a oe of all Sones i stock. Your 6AX5SGI .69 7AG7 -95 117Z6GT 95 ae “ tt 
m answered. on, iis 
eee ee WE SHIP TO ALL THE WORLD. CORRESPONDENCE IN ALL ae! “—_ 
"All inquiries Answered Promptly LANGUAGES. CABLE ADDRESS: HAMSHACK NEW YORK 
_ 370 Greenwich Street, New York 13, N. Y. Telephone CAnal 6-8446 
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60 
90 
35 
1.39 
25 
10.95 
6.45 
Ss 32 
6 3.45 
7 65 
A 2.76 
A 22.50 
A 14.95 
2.90 
12.95 
3.95 
17.50 
5 12.95 
2 17.95 
> 6.95 
> 9.95 
> 17.50 
6 47.50 
su .50 
7.50 
50 
5.50 
3.50 

R 
t—balance 
ccts. All 


VS 


a VOM ase plus aVTV Mi when you need it. 


DOUBLE USE...HALF THE PRICE 


TRIPLETT MODEL 6G31-—I/n one year accepted as the 
standard COMBINATION VOM-VTVM 


— nav rHE TRPLETTELED INSTR ED, BLUFFTON, ¢ 
7 ‘ 
mane 


oe 


Battery operated 


1 Just flip the switch. 


a Standard sensitivities 
as used in servicing 
manuals. 


3 34 ranges—with the 
famous Triplett single 
knob control. 


<—, 1200 1200 s00 


Bi. Extra long scales 
—unobstructed visibility. 


ouTPUT 


ol 060 j29 30 


é ; 
é Ww mx wy 
: a 


By using the Volt-Ohm-Mil-Ammeter for all general testing 
(90% of your testing) and the Vacuum Tube Voltmeter only 
when you need it, you have the advantage of a VTVM with 
extremely long battery life. Batteries are used only about 
one-tenth as much as in the ordinary battery-operated VTVM. 
Features: Ohms, 0-1500-15,000 (6.8-68 center scale. First 


division is 0.1 ohm.) 


Megohms: 0-1.5-150 (6,800-680,000 ohms center scale.) 
Galvanometer center mark ‘““—0+” for discriminator align- 
ment. 
RF Probe permits measurements up to 250 MC. $7.00 net 
extra. 
Featured by leading electronic parts distributors every- 
where. 


TRIPLETT ELECTRICAL INSTRUMENT COMPANY + 52 years of experience » BLUFFTON, OHIO 


Triplett design and development facilities are available for your special requirements for meters and test equipment. 


P. R. MALLORY 


“)PR. MALLORY &CO Inc. 


& 


Control 
Replacements 
are speedy 

and sure... 
with 


Midgetrols® 


You'll like Mallory Midgetrols . . . for 
the way they save your time. Need a 
line switch? You can attach it in- 
stantly, without taking the control 
apart. Need a tailor-made shaft? 
In seconds you can cut the round, 
tubular shaft and insert a split-knurl 
or flatted tip. 


Your customers will like their perform- 
ance. The extra-smooth surfaced car- 
bon element, manufactured by a spe- 
cial Mallory process, assures long life 
and noise-free operation. 


See your local Mallory distributor. 
He’s ready to supply you with 
Midgetrols in the exact resistance 
values and tapers to fit all popular 
TV and radio sets. 


CO. Inc., INDIANAPOLIS 6, INDIANA 


